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Preface 


This book introduces students to the theory and practice of control systems engineer- 
ing. The text emphasizes the practical application of the subject to the analysis and 
design of feedback systems. 

The study of control systems engineering is essential for students pursuing 
degrees in electrical, mechanical, aerospace, biomedical, or chemical engineering. 
Control systems are found in a broad range of applications within these disciplines, 
from aircraft and spacecraft to robots and process control systems. 

Control Systems Engineering is suitable for upper-division college and univer- 
sity engineering students and for those who wish to master the subject matter 
through self-study. The student using this text should have completed typical lower- 
division courses in physics and mathematics through rea as Other 


required background material, "RBA GS A COPS PS EPOT NS a, 1S 
i i i within cHa Heer 


incorporated in the text, either pter TOE ion H hang in the 
appendixes or on the book’s Companion Web site. This review material can be 
omitted without loss of continuity if the student does not require it. 


@ key Features 


The key features of this sixth edition are: 


e Standardized chapter organization 

e Qualitative and quantitative explanations 

e Examples, Skill-Assessment Exercises, and Case Studies throughout the text 

e WileyPLUS content management system for students and professors 

e Cyber Exploration Laboratory and Virtual Experiments 

e Abundant illustrations 

e Numerous end-of-chapter problems 

e Emphasis on design 

e Flexible coverage 

e Emphasis on computer-aided analysis and design including MATLAB“ and 
LabVIEW ** 


IMATLAB is a registered trademark of The MathWorks, Inc. 
? LabVIEW is a registered trademark of National Instruments Corporation. 
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e Icons identifying major topics 


Let us look at each feature in more detail. 


@ standardized chapter Organization 


Each chapter begins with a list of chapter learning outcomes, followed by a list 
of case study learning outcomes that relate to specific student performance in 
solving a practical case study problem, such as an antenna azimuth position control 
system. 

Topics are then divided into clearly numbered and labeled sections containing 
explanations, examples, and, where appropriate, skill-assessment exercises with 
answers. These numbered sections are followed by one or more case studies, as 
will be outlined in a few paragraphs. Each chapter ends with a brief summary, several 
review questions requiring short answers, a set of homework problems, and 
experiments. 


@ qualitative and Quantitative Explanations 


Explanations are clear and complete and, where appropriate, include a brief review 
of required background material. Topics build upon and support one another in a 
logical fashion. Groundwork for new concepts and terminology is carefully laid to 
avoid ae the student and to facilitate self-study. 

Dad enw (an are obviously important, a qualitative or 
inuAP ag OR DE Bak s of solution is vital to producing 
the insight SR to Fal ei p designs. Therefore, whenever possible, new 
concepts are discussed from a qualitative perspective before quantitative analysis 
and design are addressed. For example, in Chapter 8 the student can simply look at 
the root locus and describe qualitatively the changes in transient response that will 
occur as a system parameter, such as gain, is varied. This ability is developed with the 
help of a few simple equations from Chapter 4. 


@ Examples, Skill-Assessment Exercises, and Case Studies 


Explanations are clearly illustrated by means of numerous numbered and labeled 
Examples throughout the text. Where appropriate, sections conclude with Skill- 
Assessment Exercises. These are computation drills, most with answers that test 
comprehension and provide immediate feedback. Complete solutions can be found 
at www.wiley.com/college/nise. 

Broader examples in the form of Case Studies can be found after the last 
numbered section of every chapter, with the exception of Chapter 1. These case 
studies arc practical application problems that demonstrate the concepts introduced 
in the chapter. Each case study concludes with a “Challenge” problem that students 
may work in order to test their understanding of the material. 

One of the case studies, an antenna azimuth position control system, is 
carried throughout the book. The purpose is to illustrate the application of new 
material in each chapter to the same physical system, thus highlighting the 
continuity of the design process. Another, more challenging case study, involving 


Preface 


an Unmannered Free-Swimming Submersible Vehicle, is developed over the 
course of five chapters. 


WileyPLUS Content Management System 
for Students and Professors 


WileyPLUS is an online suite of resources, including the full text, for students and 
instructors. For the sixth edition of Control Systems Engineering, this suite offers 
professors who adopt the book with WileyPLUS the ability to create homework 
assignments based on algorithmic problems or multi-part questions, which guide the 
student through a problem. Instructors also have the capability to integrate assets, 
such as the simulations, into their lecture presentations. Students will find a Read, 
Study, and Practice zone to help them work through problems based on the ones 
offered in the text. 

Control Solutions (prepared by JustAsk) are included in the WileyPLUS 
platform. The student will find simulations and Control Solutions in the Read, 
Study, and Practice zone. The Control Solutions are highlighted in the text with a 
WileyPLUS icon. 

A new addition to the WileyPLUS platform for this edition are National 
Instruments and Quanser Virtual Laboratories. You will find references to them in 
sidebar entries throughout the textbook. 

Visit www.wiley.com or contact your local Wiley representative for 
information. 
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Cyber Exploration Laboratory and Virtual 
Experiments 


Computer experiments using MATLAB, Simulink®? and the Control System 
Toolbox are found at the end of the Problems sections under the sub-heading 
Cyber Exploration Laboratory. New to this edition is LabVIEW, which is also used 
for experiments within the Cyber Exploration Laboratory section of the chapters. 
The experiments allow the reader to verify the concepts covered in the chapter via 
simulation. The reader also can change parameters and perform “what if” explora- 
tion to gain insight into the effect of parameter and configuration changes. The 
experiments are written with stated Objectives, Minimum Required Software Pack- 
ages, as well as Prelab, Lab, and Postlab tasks and questions. Thus, the experiments 
may be used for a laboratory course that accompanies the class. Cover sheets for 
these experiments are available at www.wiley.com.college/nise. 

In addition, and new to this sixth edition, are Virtual Experiments. These 
experiments are more tightly focused than the Cyber Exploration Laboratory 
experiments and use LabVIEW and Quanser virtual hardware to illustrate 
immediate discussion and examples. The experiments are referenced in sidebars 
throughout some chapters. 


3 Simulink is a registered trademark of The MathWorks, Inc. 


xi 


WileyPLUS 


Control Solutions 


xii 
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@ Abundant Illustrations 


The ability to visualize concepts and processes is critical to the student’s under- 
standing. For this reason, approximately 800 photos, diagrams, graphs, and tables 
appear throughout the book to illustrate the topics under discussion. 


@ Numerous End-of-Chapter Problems 


Each chapter ends with a variety of homework problems that allow students to test 
their understanding of the material presented in the chapter. Problems vary in 
degree of difficulty and complexity, and most chapters include several practical, real- 
life problems to help maintain students’ motivation. Also, the homework problems 
contain progressive analysis and design problems that use the same practical systems 
to demonstrate the concepts of each chapter. 


@ Emphasis on Design 


Design 


This textbook places a heavy emphasis on design. Chapters 8, 9, 11, 12 and 13 focus 
primarily on design. But. even in chapters that emphasize analysis, simple design 
examples are included wherever possible. 

Throughout the book, design examples involving physical systems are identi- 
fied by the icon s in the, margin. End-of-chapter problems that involve the 
desi Rage RUE AAR GEE anihan Design Problems, 
and also in chapters covering design, under the heading Progressive Analysis and 
Design Problems. In these examples and problems, a desired response is specified, 
and the student must evaluate certain system parameters, such as gain, or specify a 
system configuration along with parameter values. In addition, the text includes 
numerous design examples and problems (not identified by an icon) that involve 
purely mathematical systems. 

Because visualization is so vital to understanding design, this text carefully 
relates indirect design specifications to more familiar ones. For example, the less 
familiar and indirect phase margin is carefully related to the more direct and familiar 
percent overshoot before being used as a design specification. 

For each general type of design problem introduced in the text, a methodology 
for solving the problem is presented—in many cases in the form of a step-by-step 
procedure, beginning with a statement of design objectives. Example problems serve 
to demonstrate the methodology by following the procedure, making simplifying 
assumptions, and presenting the results of the design in tables or plots that compare 
the performance of the original system to that of the improved system. This 
comparison also serves as a check on the simplifying assumptions. 

Transient response design topics are covered comprehensively in the text. They 
include: 


e Design via gain adjustment using the root locus 

e Design of compensation and controllers via the root locus 

e Design via gain adjustment using sinusoidal frequency response methods 
e Design of compensation via sinusoidal frequency response methods 
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¢ Design of controllers in state space using pole-placement techniques 
e Design of observers in state-space using pole-placement techniques 
e Design of digital control systems via gain adjustment on the root locus 


e Design of digital control system compensation via s-plane design and the 
Tustin transformation 


Steady-state error design is covered comprehensively in this textbook and 
includes: 


e Gain adjustment 

e Design of compensation via the root locus 

e Design of compensation via sinusoidal frequency response methods 
e Design of integral control in state space 


Finally, the design of gain to yield stability is covered from the following 
perspectives: 


e Routh-Hurwitz criterion 
e Root locus 

e Nyquist criterion 

e Bode plots 


@ Flexible Coverage 
The material in this book can be ARASI nc RE. PAPARGEE ise. 


The organization is flexible, allowing the instructor to select the material that best 
suits the requirements and time constraints of the class. 

Throughout the book, state-space methods are presented along with the 
classical approach. Chapters and sections (as well as examples, exercises, review 
questions, and problems) that cover state space are marked by the icon shown in the 
margin and can be omitted without any loss of continuity. Those wishing to add a 
basic introduction to state-space modeling can include Chapter 3 in the syllabus. 

In a one-semester course, the discussions of slate-space analysis in Chapters 4, 
5, 6 and 7, as well as state-space design in Chapter 12, can be covered along with the 
classical approach. Another option is to teach state space separately by gathering the 
appropriate chapters and sections marked with the State Space icon into a single unit 
that follows the classical approach. In a one-quarter course, Chapter 13, “Digital 
Control Systems,” could be eliminated. 


a ye on Computer-Aided Analysis 
and Design 


Control systems problems, particularly analysis and design problems using the root 
locus, can be tedious, since their solution involves trial and error. To solve these 
problems, students should be given access to computers or programmable calcula- 
tors configured with appropriate software. In this sixth edition, MATLAB continues 
to be integrated into the text as an optional feature. In addition, and new to this 


State Space 


xiii 


Xiv 
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edition, we have included LabVIEW as an option to computer-aided analysis and 
design. 

Many problems in this text can be solved with either a computer or a hand-held 
programmable calculator. For example, students can use the programmable calcu- 
lator to (1) determine whether a point on the s-plane is also on the root locus, (2) find 
magnitude and phase frequency response data for Nyquist and Bode diagrams, and 
(3) convert between the following representations of a second-order system: 


e Pole location in polar coordinates 

e Pole location in Cartesian coordinates 
e Characteristic polynomial 

e Natural frequency and damping ratio 
e Settling time and percent overshoot 

e Peak time and percent overshoot 

e Settling time and peak time 


Handheld calculators have the advantage of easy accessibility for homework 
and exams. Please consult Appendix H, located at www.wiley.com/college/nise, for a 
discussion of computational aids that can be adapted to handheld calculators. 

Personal computers are better suited for more computation-intensive appli- 
cations, such as plotting time responses, root loci, and frequency response curves, as 
well as finding state-transition matrices. These computers also give the student a 
real-world environment in which to analyze and design control systems. Those not 
using MATLAB or LabVIEW can write their own programs or use other programs, 
such as Program CC. Please consult Appendix H at www.wiley.com/college/nise for a 
disc PAGOnpRDFal BnRaNnGedipted for use on computers that do 
not have MATLAB or LabVIEW installed. 

Without access to computers or programmable calculators, students cannot 
obtain meaningful analysis and design results and the learning experience will be 
limited. 


E Icons Identifying Major Topics 


WileyPLUS 


Control Solutions 


MATLAB 


Simulink 


Gui Tool 


Several icons identify coverage and optional material. The icons are summarized as 
follows: 

Control Solutions for the student are identified with a WileyPLUS icon. These 
problems, developed by JustAsk, are worked in detail and offer explanations of 
every facet of the solution. 

The MATLAB icon identifies MATLAB discussions, examples, exercises, and 
problems. MATLAB coverage is provided as an enhancement and is not required to 
use the text. 

The Simulink icon identifies Simulink discussions, examples, exercises, and 
problems. Simulink coverage is provided as an enhancement and is not required to 
use the text. 

The GUI Tool icon identifies MATLAB GUI Tools discussions, examples, 
exercises, and problems. The discussion of the tools, which includes the LTI Viewer, 
the Simulink LTTViewer, and the SISO Design Tool, is provided as an enhancement 
and is not required to use the text. 
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The Symbolic Math icon identifies Symbolic Math Toolbox discussions, exam- 
ples, exercises, and problems. Symbolic Math Toolbox coverage is provided as an 
enhancement and is not required to use the text. 

The LabVIEW icon identifies LabVIEW discussions, examples, exercises, and 
problems. LabVIEW is provided as an enhancement and is not required to use the text. 

The State Space icon highlights state-space discussions, examples, exercises, and 
problems. State-space material is optional and can be omitted without loss of continuity. 

The Design icon clearly identifies design problems involving physical systems. 


@ New to This Edition 


The following list describes the key changes in this sixth edition 

End-of-chapter problems More than 20% of the end-of-chapter problems 
are either new or revised. Also, an additional Progressive Analysis and Design 
Problem has been added at the end of the chapter problems. The new progressive 
problem analyzes and designs a hybrid electric vehicle. 

MATLAB The use of MATLAB for computer-aided analysis and design con- 
tinues to be integrated into discussions and problems as an optional feature in the sixth 
edition. The MATLAB tutorial has been updated to MATLAB Version 7.9 (R 2009b), 
the Control System Toolbox Version 8.4, and the Symbolic Math Toolbox Version 5.3 

In addition, MATLAB code continues to be incorporated in the chapters in the 
form of sidebar boxes entitled TrylIt. 

Virtual Experiments Virtual experiments, developed by National Instru- 
ments and Quanser, are included via sidebar references to experiments on Wiley- 
PLUS. The experiments are perfo äi DPPPiop BArreegvare 
using developed LabVIEW VIs. Virtttal Experiments are tightly focused and linked 
to a discussion or example. 

Cyber Exploration Laboratory Experiments using LabVIEW have been 
added. Cyber Exploration Laboratory experiments are general in focus and are 
envisioned to be used in an associated lab class. 

MATLAB’s Simulink The use of Simulink to show the effects of nonlinear- 
ities upon the time response of open-loop and closed-loop systems appears again in 
this sixth edition. We also continue to use Simulink to demonstrate how to simulate 
digital systems. Finally, the Simulink tutorial has been updated to Simulink 7.4 

Chapter 11 Lag-lead compensator design using Nichols charts has been 
added to Section 11.5. 

LabVIEW New to this edition is LabVIEW. A tutorial for this tool is 
included in Appendix D. LabVIEW is used in Cyber Exploration Laboratory 
experiments and other problems throughout the textbook. 


Book Companion Site (BCS) at www 
.wiley.com/college/nise 


The BCS for the sixth edition includes various student and instructor resources. This 
free resource can be accessed by going to www.wiley.com/college/nise and clicking 
on Student Companion Site. Professors also access their password-protected re- 
sources on the Instructor Companion Site available through this url. Instructors 
should contact their Wiley sales representative for access. 


symbolic Math 


LabVIEW 


State Space 


Design 


XV 
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For the Student: 
e All M-files used in the MATLAB, Simulink, GUI Tools, and Symbolic Math 
Toolbox tutorials, as well as the TryIt exercises 


e Copies of the Cyber Exploration Laboratory experiments for use as experi- 
ment cover sheets 


e Solutions to the Skill-Assessment Exercises in the text 
e LabVIEW Virtual Experiments and LabVIEW VIs used in Appendix D 


For the Instructor; 


e PowerPoint®* files containing the figures from the textbook 
e Solutions to end-of-chapter problem sets 


e Simulations, developed by JustAsk, for inclusion in lecture presentations 


@ Book Organization by Chapter 


Many times it is helpful lo understand an author’s reasoning behind the organization 
of the course material. The following paragraphs hopefully shed light on this topic. 
The primary goal of Chapter 1 is to motivate students. In this chapter, students 
learn about the many applications of control systems in everyday life and about the 
advantages of study and a career in this field. Control systems engineering design 
objectives, such as transient response, steady-state error, and stability, are intro- 
duced, as is the path to obtaining these objectives. New and unfamiliar terms also are 
included in the Gl 
aAGQiPpaknhancer in the analysis and design sequence: 
transforming a physical system into a schematic. This step requires many simplifying 
assumptions based on experience the typical college student does not yet possess. 
Identifying some of these assumptions in Chapter 1 helps to fill the experience gap. 

Chapters 2, 3, and 5 address the representation of physical systems. Chapters 2 and 3 
cover modeling of open-loop systems, using frequency response techniques and state- 
space techniques, respectively. Chapter 5 discusses the representation and reduction of 
systems formed of interconnected open-loop subsystems. Only a representative sample of 
physical systems can be covered in a textbook of this length. Electrical, mechanical (both 
translational and rotational), and electromechanical systems are used as examples of 
physical systems that are modeled, analyzed, and designed. Linearization of a nonlinear 
system— one technique used by the engineer to simplify a system in order to represent it 
mathematically —is also introduced. 

Chapter 4 provides an introduction to system analysis, that is, finding and 
describing the output response of a system. It may seem more logical to reverse the 
order of Chapters 4 and 5, to present the material in Chapter 4 along with other 
chapters covering analysis. However, many years of teaching control systems have 
taught me that the sooner students see an application of the study of system 
representation, the higher their motivation levels remain. 

Chapters 6, 7, 8, and 9 return to control systems analysis and design with the 
study of stability (Chapter 6), steady-state errors (Chapter 7), and transient response 
of higher-order systems using root locus techniques (Chapter 8). Chapter 9 covers 
design of compensators and controllers using the root locus. 


“PowerPoint is a registered trademark of Microsoft Corporation. 
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Chapters 10 and 11 focus on sinusoidal frequency analysis and design. Chapter 
10, like Chapter 8, covers basic concepts for stability, transient response, and steady- 
state-error analysis. However, Nyquist and Bode methods are used in place of root 
locus. Chapter 11, like Chapter 9, covers the design of compensators, but from the 
point of view of sinusoidal frequency techniques rather than root locus. 

An introduction to state-space design and digital control systems analysis and 
design completes the text in Chapters 12 and 13, respectively. Although these 
chapters can be used as an introduction for students who will be continuing their 
study of control systems engineering, they are useful by themselves and as a 
supplement to the discussion of analysis and design in the previous chapters. The 
subject matter cannot be given a comprehensive treatment in two chapters, but the 
emphasis is clearly outlined and logically linked to the rest of the book. 
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E Chapter Learning Outcomes $ 


After completing this chapter, the student will be able to: 


Define a control system and describe some applications (Section 1.1) 

Describe historical developments leading to modern day control theory (Section 1.2) 
Describe the basic features and configurations of control systems (Section 1.3) 
Describe control systems analysis and design objectives (Section 1.4) 

Describe a control system's design process (Sections 1.5-1.6) 

Describe the benefit from studying control systems (Section 1.7) 


C Case Study Learning Outcomes D) 


@ You will be introduced to a running case study—an antenna azimuth position control 
system—that will serve to illustrate the principles in each subsequent chapter. In this 
chapter, the system is used to demonstrate qualitatively how a control system works 
as well as to define performance criteria that are the basis for control systems 
analysis and design. 


2 Chapter 1 Introduction 


@ 1.1 Introduction 


Control systems are an integral part of modern society. Numerous applications are 
all around us: The rockets fire, and the space shuttle lifts off to earth orbit; in 
splashing cooling water, a metallic part is automatically machined; a self-guided 
vehicle delivering material to workstations in an aerospace assembly plant glides 
along the floor seeking its destination. These are just a few examples of the 
automatically controlled systems that we can create. 

We are not the only creators of automatically controlled systems; these systems 
also exist in nature. Within our own bodies are numerous control systems, such as the 
pancreas, which regulates our blood sugar. In time of “fight or flight,” our adrenaline 
increases along with our heart rate, causing more oxygen to be delivered to our cells. 
Our eyes follow a moving object to keep it in view; our hands grasp the object and 
place it precisely at a predetermined location. 

Even the nonphysical world appears to be automatically regulated. Models 
have been suggested showing automatic control of student performance. The input 
to the model is the student’s available study time, and the output is the grade. The 
model can be used to predict the time required for the grade to rise if a sudden 
increase in study time is available. Using this model, you can determine whether 
increased study is worth the effort during the last week of the term. 


Control System Definition 
A control system consists of subsystems and processes (or plants) assembled for the 
purpose of obtaining a desired output with desired performance, given a specified 


input. Fi .1 t em in its simplest form, where the 
Apadd) PDE. BARaHGE? 
ontrol 
system 


Input; stimulus Output; response : . 
For example, consider an elevator. When the fourth-floor button is 


pressed on the first floor, the elevator rises to the fourth floor with a 
speed and floor-leveling accuracy designed for passenger comfort. The 
push of the fourth-floor button is an input that represents our desired 
output, shown as a step function in Figure 1.2. The performance of the elevator can be 
seen from the elevator response curve in the figure. 

Two major measures of performance are apparent: (1) the transient response 
and (2) the steady-state error. In our example, passenger comfort and passenger 
patience are dependent upon the transient response. If this response is too fast, 
passenger comfort is sacrificed; if too slow, passenger patience is sacrificed. The 
steady-state error is another important performance specification since passenger 
safety and convenience would be sacrificed if the elevator did not properly level. 


Desired response Actual response 


FIGURE 1.1 Simplified description of a 
control system 
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FIGURE 1.3 a. Early elevators 
were controlled by hand ropes 
or an elevator operator. Here a 
rope is cut to demonstrate the 
safety brake, an innovation in 
early elevators (© Bettman/ 
Corbis); b. One of two modern 
Duo-lift elevators makesits way 
up the Grande Arche in Paris. 
Two elevators are driven by one 
motor, with each car acting as a 
counterbalance to the other. 
Today, elevators are fully auto- 
matic, using control systems to 
(a) (b) regulate position and velocity. 
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Advantages of Control Systems 
With control systems we can move large equipment with precision that 
would otherwise be impossible. We can point huge antennas toward 
the farthest reaches of the universe to pick up faint radio signals; 
controlling these antennas by hangypaldranpP DE Beenha 
control systems, elevators carry us quickly to our destination, auto- 
matically stopping at the right floor (Figure 1.3). We alone could not 
provide the power required for the load and the speed; motors provide 
the power, and control systems regulate the position and speed. 

We build control systems for four primary reasons: 


1. Power amplification 

2. Remote control 

3. Convenience of input form 

4. Compensation for disturbances 


For example, a radar antenna, positioned by the low-power rotation 
of a knob at the input, requires a large amount of power for its output 
rotation. A control system can produce the needed power amplifica- 
tion, or power gain. 

Robots designed by control system principles can compensate 
for human disabilities. Control systems are also useful in remote or 
dangerous locations. For example, a remote-controlled robot arm can 
be used to pick up material in a radioactive environment. Figure 1.4 
shows a robot arm designed to work in contaminated environments. 

Control systems can also be used to provide convenience by 
changing the form of the input. For example, in a temperature control cöntaminated areas at Three Mile Islandin 
system, the input is a position on a thermostat. The output is heat. Middleton, Pennsylvania, where a nuclear 
Thus, a convenient position input yields a desired thermal output. accident occurred in 1979. The remote-controlled 

Another advantage of a control system is the ability to compensate robot’s long arm can be seen at the front of the 
for disturbances. Typically, we control such variables as temperature in vehicle. 
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FIGURE 1.4 Rover was built to work in 
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thermal systems, position and velocity in mechanical systems, and voltage, current, or 
frequency in electrical systems. The system must be able to yield the correct output even 
with a disturbance. For example, consider an antenna system that points in a commanded 
direction. If wind forces the antenna from its commanded position, or if noise enters 
internally, the system must be able to detect the disturbance and correct the antenna’s 
position. Obviously, the system’s input will not change to make the correction. Conse- 
quently, the system itself must measure the amount that the disturbance has repositioned 
the antenna and then return the antenna to the position commanded by the input. 


@ 1.2 A History of Control Systems 


Feedback control systems are older than humanity. Numerous biological control 
systems were built into the earliest inhabitants of our planet. Let us now look at a 
brief history of human-designed control systems.’ 


Liquid-Level Control 
The Greeks began engineering feedback systems around 300 B.c. A water clock invented 
by Ktesibios operated by having water trickle into a measuring container at a constant 
rate. The level of water in the measuring container could be used to tell time. For water to 
trickle at a constant rate, the supply tank had to be kept at a constant level. This was 
accomplished using a float valve similar to the water-level control in today’s flush toilets. 
Soon after Ktesibios, the idea of liquid-level control was applied to an oil lamp 
by Philon of Byzantium. The lamp consisted of two oil containers configured 
vertically. The lower pan was open at the top and was the fuel supply for the flame. 
The glosed upper b thefuel reservoir for the pan below. The containers were 
inte By BRE Annan kr tube, called a vertical riser, which 
was inserted into the oil in the lower pan just below the surface. As the oil burned, 
the base of the vertical riser was exposed to air, which forced oil in the reservoir 
above to flow through the capillary tubes and into the pan. The transfer of fuel from 
the upper reservoir to the pan stopped when the previous oil level in the pan was 
reestablished, thus blocking the air from entering the vertical riser. Hence, the 
system kept the liquid level in the lower container constant. 


Steam Pressure and Temperature Controls 
Regulation of steam pressure began around 1681 with Denis Papin’s invention of the safety 
valve. The concept was further elaborated on by weighting the valve top. If the upward 
pressure from the boiler exceeded the weight, steam was released, and the pressure 
decreased. Ifit did not exceed the weight, the valve did not open, and the pressure inside the 
boiler increased. Thus, the weight on the valve top set the internal pressure of the boiler. 
Also in the seventeenth century, Cornelis Drebbel in Holland invented a purely 
mechanical temperature control system for hatching eggs. The device used a vial of 
alcohol and mercury with a floater inserted in it. The floater was connected to a damper 
that controlled a flame. A portion of the vial was inserted into the incubator to sense 
the heat generated by the fire. As the heat increased, the alcohol and mercury 
expanded, raising the floater, closing the damper, and reducing the flame. Lower 
temperature caused the float to descend, opening the damper and increasing the flame. 


Speed Control 
In 1745, speed control was applied to a windmill by Edmund Lee. Increasing winds 
pitched the blades farther back, so that less area was available. As the wind 


'See Bennett (1979) and Mayr (1970) for definitive works on the history of control systems. 
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decreased, more blade area was available. William Cubitt improved on the idea in 
1809 by dividing the windmill sail into movable louvers. 

Also in the eighteenth century, James Watt invented the flyball speed governor to 
control the speed of steam engines. In this device, two spinning flyballs rise as rotational 
speed increases. A steam valve connected to the flyball mechanism closes with the 
ascending flyballs and opens with the descending flyballs, thus regulating the speed. 


Stability, Stabilization, and Steering 

Control systems theory as we know it today began to crystallize in the latter half of the 
nineteenth century. In 1868, James Clerk Maxwell published the stability criterion for a 
third-order system based on the coefficients of the differential equation. In 1874, Edward 
John Routh, using a suggestion from William Kingdon Clifford that was ignored earlier 
by Maxwell, was able to extend the stability criterion to fifth-order systems. In 1877, the 
topic for the Adams Prize was “The Criterion of Dynamical Stability.” In response, 
Routh submitted a paper entitled A Treatise on the Stability of a Given State of Motion 
and won the prize. This paper contains what is now known as the Routh-Hurwitz 
criterion for stability, which we will study in Chapter 6. Alexandr Michailovich Lyapunov 
also contributed to the development and formulation of today’s theories and practice of 
control system stability. A student of P. L. Chebyshev at the University of St. Petersburg 
in Russia, Lyapunov extended the work of Routh to nonlinear systems in his 1892 
doctoral thesis, entitled The General Problem of Stability of Motion. 

During the second half of the 1800s, the development of control systems 
focused on the steering and stabilizing of ships. In 1874, Henry Bessemer, using a 
gyro to sense a ship’s motion and applying power generated by the ship’s hydraulic 
system, moved the ship’s saloon to keep it stable (whether this made a difference to 
the patrons is doubtful). Other fApag Oo1PDEbiiEnhwan Cers as 


well as to stabilize entire ships, using pendulums to sense the motion. 


Twentieth-Century Developments 

It was not until the early 1900s that automatic steering of ships was achieved. In 1922, 
the Sperry Gyroscope Company installed an automatic steering system that used the 
elements of compensation and adaptive control to improve performance. However, 
much of the general theory used today to improve the performance of automatic 
control systems is attributed to Nicholas Minorsky, a Russian born in 1885. It was his 
theoretical development applied to the automatic steering of ships that led to what 
we call today proportional-plus-integral-plus-derivative (PID), or three-mode, con- 
trollers, which we will study in Chapters 9 and 11. 

In the late 1920s and early 1930s, H. W. Bode and H. Nyquist at Bell Telephone 
Laboratories developed the analysis of feedback amplifiers. These contributions 
evolved into sinusoidal frequency analysis and design techniques currently used for 
feedback control system, and are presented in Chapters 10 and 11. 

In 1948, Walter R. Evans, working in the aircraft industry, developed a 
graphical technique to plot the roots of a characteristic equation of a feedback 
system whose parameters changed over a particular range of values. This technique, 
now known as the root locus, takes its place with the work of Bode and Nyquist in 
forming the foundation of linear control systems analysis and design theory. We will 
study root locus in Chapters 8, 9, and 13. 


Contemporary Applications 
Today, control systems find widespread application in the guidance, navigation, and 
control of missiles and spacecraft, as well as planes and ships at sea. For example, 
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modern ships use a combination of electrical, mechanical, and hydraulic components 
to develop rudder commands in response to desired heading commands. The rudder 
commands, in turn, result in a rudder angle that steers the ship. 

We find control systems throughout the process control industry, regulating 
liquid levels in tanks, chemical concentrations in vats, as well as the thickness of 
fabricated material. For example, consider a thickness control system for a steel 
plate finishing mill. Steel enters the finishing mill and passes through rollers. In the 
finishing mill, X-rays measure the actual thickness and compare it to the desired 
thickness. Any difference is adjusted by a screw-down position control that changes 
the roll gap at the rollers through which the steel passes. This change in roll gap 
regulates the thickness. 

Modern developments have seen widespread use of the digital computer as 
part of control systems. For example, computers in control systems are for industrial 
robots, spacecraft, and the process control industry. It is hard to visualize a modern 
control system that does not use a digital computer. 

The space shuttle contains numerous control systems operated by an onboard 
computer on a time-shared basis. Without control systems, it would be impossible to 
guide the shuttle to and from earth’s orbit or to adjust the orbit itself and support life 
on board. Navigation functions programmed into the shuttle’s computers use data 
from the shuttle’s hardware to estimate vehicle position and velocity. This informa- 
tion is fed to the guidance equations that calculate commands for the shuttle’s flight 
control systems, which steer the spacecraft. In space, the flight control system 
gimbals (rotates) the orbital maneuvering system (OMS) engines into a position 
that provides thrust in the commanded direction to steer the spacecraft. Within the 
earth’s aaa Dy the >= is steered aca "A sent from the flight control 
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control are numerous subsystems to control the vehicle’s functions. For example, the 
elevons require a control system to ensure that their position is indeed that which 
was commanded, since disturbances such as wind could rotate the elevons away from 
the commanded position. Similarly, in space, the gimbaling of the orbital maneu- 
vering engines requires a similar control system to ensure that the rotating engine 
can accomplish its function with speed and accuracy. Control systems are also used to 
control and stabilize the vehicle during its descent from orbit. Numerous small jets 
that compose the reaction control system (RCS) are used initially in the exoatmo- 
sphere, where the aerosurfaces are ineffective. Control is passed to the aerosurfaces 
as the orbiter descends into the atmosphere. 

Inside the shuttle, numerous control systems are required for power and 
life support. For example, the orbiter has three fuel-cell power plants that 
convert hydrogen and oxygen (reactants) into electricity and water for use by 
the crew. The fuel cells involve the use of control systems to regulate temperature 
and pressure. The reactant tanks are kept at constant pressure as the quantity 
of reactant diminishes. Sensors in the tanks send signals to the control systems 
to turn heaters on or off to keep the tank pressure constant (Rockwell Interna- 
tional, 1984). 

Control systems are not limited to science and industry. For example, a home 
heating system is a simple control system consisting of a thermostat containing a 
bimetallic material that expands or contracts with changing temperature. This 
expansion or contraction moves a vial of mercury that acts as a switch, turning 
the heater on or off. The amount of expansion or contraction required to move the 
mercury switch is determined by the temperature setting. 
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Home entertainment systems also have built-in control systems. For example, 
in an optical disk recording system microscopic pits representing the information are 
burned into the disc by a laser during the recording process. During playback, a 
reflected laser beam focused on the pits changes intensity (Figure 1.5). The light 
intensity changes are converted to an electrical signal and processed as sound or 
picture. A control system keeps the laser beam positioned on the pits, which are cut 
as concentric circles. 

There are countless other examples of control systems, from the everyday to 
the extraordinary. As you begin your study of control systems engineering, you will 
become more aware of the wide variety of applications. 


@ 1.3 System Configurations 


In this section, we discuss two major configurations of control systems: open loop 
and closed loop. We can consider these configurations to be the internal architecture 
of the total system shown in Figure 1.1. Finally, we show how a digital computer 
forms part of a control system’s configuration. 


FIGURE 1.5 Optical playback 
system: a. objective lens read- 
ing pits on an optical disc; 

b. optical path for playback, 
showing tracking mirror 
rotated by a control system to 
keep the laser beam positioned 
on the pits (Pioneer Electronics 
(USA), Inc.) 
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Open-Loop Systems 

A generic open-loop system is shown in Figure 1.6(a). It starts with a subsystem 
called an input transducer, which converts the form of the input to that used by the 
controller. The controller drives a process or a plant. The input is sometimes called 
the reference, while the output can be called the controlled variable. Other signals, 
such as disturbances, are shown added to the controller and process outputs via 
summing junctions, which yield the algebraic sum of their input signals using 
associated signs. For example, the plant can be a furnace or air conditioning system, 
where the output variable is temperature. The controller in a heating system consists 
of fuel valves and the electrical system that operates the valves. 

The distinguishing characteristic of an open-loop system is that it cannot 
compensate for any disturbances that add to the controller’s driving signal (Distur- 
bance 1 in Figure 1.6(a)). For example, if the controller is an electronic amplifier and 
Disturbance 1 is noise, then any additive amplifier noise at the first summing 
junction will also drive the process, corrupting the output with the effect of the 
noise. The output of an open-loop system is corrupted not only by signals that add to 
the controller’s commands but also by disturbances at the output (Disturbance 2 in 
Figure 1.6(a)). The system cannot correct for these disturbances, either. 

Open-loop systems, then, do not correct for disturbances and are simply 
commanded by the input. For example, toasters are open-loop systems, as anyone 
with burnt toast can attest. The controlled variable (output) of a toaster is the color 
of the toast. The device is designed with the assumption that the toast will be darker 
the longer it is subjected to heat. The toaster does not measure the color of the toast; 
it does not correct for the fact that the toast is rye, white, or sourdough, nor does it 
correct for the fact that toast comes in different thicknesses. 


pp Pre echanical systems consisting of a 
ma Apac nd TPDE with a constant force positioning the mass. The greater the 
force, the greater the displacement. Again, the system position will change with a 
disturbance, such as an additional force, and the system will not detect or correct for 
the disturbance. Or assume that you calculate the amount of time you need to study 



















































































Disturbance 1 Disturbance 2 
+ + Output 
Input Input + Process + or 
eb transducer Controller or Plant C Iled 
Reference i ; . ontrolle 
Summing Summing variable 
junction junction 
(a) 
Error 
or ' ; 
‘ Disturbance 1 Disturbance 2 
Actuating 
signal | 
Input : gna 4 + Output 
l nput Controller R Process + = or 
Or transducer or Plant Controlled 
Reference z i z a 
; Summing Summing variable 
Summing junction junction 
Junction 
Output 
transducer} —__—_—_1 
or Sensor 











(b) 
FIGURE 1.6 Block diagrams of control systems: a. open-loop system; b. closed-loop system 


1.3 System Configurations 


for an examination that covers three chapters in order to get an A. If the professor 
adds a fourth chapter—a disturbance—you are an open-loop system if you do not 
detect the disturbance and add study time to that previously calculated. The result of 
this oversight would be a lower grade than you expected. 


Closed-Loop (Feedback Control) Systems 

The disadvantages of open-loop systems, namely sensitivity to disturbances and 
inability to correct for these disturbances, may be overcome in closed-loop systems. 
The generic architecture of a closed-loop system is shown in Figure 1.6(b). 

The input transducer converts the form of the input to the form used by the 
controller. An output transducer, or sensor, measures the output response and 
converts it into the form used by the controller. For example, if the controller 
uses electrical signals to operate the valves of a temperature control system, the 
input position and the output temperature are converted to electrical signals. The 
input position can be converted to a voltage by a potentiometer, a variable resistor, 
and the output temperature can be converted to a voltage by a thermistor, a device 
whose electrical resistance changes with temperature. 

The first summing junction algebraically adds the signal from the input to the 
signal from the output, which arrives via the feedback path, the return path from the 
output to the summing junction. In Figure 1.6(b), the output signal is subtracted from 
the input signal. The result is generally called the actuating signal. However, in 
systems where both the input and output transducers have unity gain (that is, the 
transducer amplifies its input by 1), the actuating signal’s value is equal to the actual 
difference between the input and the output. Under this condition, the actuating 
signal is called the error. 


The closed-loop system compa ip spys Enpa gptput 
response, feeding that measurement Sack frough a feedback path, and comparing 
that response to the input at the summing junction. If there is any difference between 
the two responses, the system drives the plant, via the actuating signal, to make a 
correction. If there is no difference, the system does not drive the plant, since the 
plant’s response is already the desired response. 

Closed-loop systems, then, have the obvious advantage of greater accuracy 
than open-loop systems. They are less sensitive to noise, disturbances, and changes in 
the environment. Transient response and steady-state error can be controlled more 
conveniently and with greater flexibility in closed-loop systems, often by a simple 
adjustment of gain (amplification) in the loop and sometimes by redesigning the 
controller. We refer to the redesign as compensating the system and to the resulting 
hardware as a compensator. On the other hand, closed-loop systems are more 
complex and expensive than open-loop systems. A standard, open-loop toaster 
serves as an example: It is simple and inexpensive. A closed-loop toaster oven is 
more complex and more expensive since it has to measure both color (through light 
reflectivity) and humidity inside the toaster oven. Thus, the control systems engineer 
must consider the trade-off between the simplicity and low cost of an open-loop 
system and the accuracy and higher cost of a closed-loop system. 

In summary, systems that perform the previously described measurement and 
correction are called closed-loop, or feedback control, systems. Systems that do not 
have this property of measurement and correction are called open-loop systems. 


Computer-Controlled Systems 

In many modern systems, the controller (or compensator) is a digital computer. The 
advantage of using a computer is that many loops can be controlled or compensated 
by the same computer through time sharing. Furthermore, any adjustments of the 
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compensator parameters required to yield a desired response can be made by 
changes in software rather than hardware. The computer can also perform supervi- 
sory functions, such as scheduling many required applications. For example, the 
space shuttle main engine (SSME) controller, which contains two digital computers, 
alone controls numerous engine functions. It monitors engine sensors that provide 
pressures, temperatures, flow rates, turbopump speed, valve positions, and engine 
servo valve actuator positions. The controller further provides closed-loop control of 
thrust and propellant mixture ratio, sensor excitation, valve actuators, spark igniters, 
as well as other functions (Rockwell International, 1984). 


@ 1.4 Analysis and Design Objectives 





In Section 1.1 we briefly alluded to some control system performance specifications, 
such as transient response and steady-state error. We now expand upon the topic of 
performance and place it in perspective as we define our analysis and design 
objectives. 

Analysis is the process by which a system’s performance is determined. For 
example, we evaluate its transient response and steady-state error to determine if 
they meet the desired specifications. Design is the process by which a system’s 
performance is created or changed. For example, if a system’s transient response and 
steady-state error are analyzed and found not to meet the specifications, then we 
change parameters or add additional components to meet the specifications. 

A control system is dynamic: It responds to an input by undergoing a transient 
respgnse before reah steady-state response that generally resembles the input. 
We APAJA SHE th nhar Sthd cited a position control system (an 
elevator) as an example. In this section, we discuss three major objectives of systems 
analysis and design: producing the desired transient response, reducing steady-state 
error, and achieving stability. We also address some other design concerns, such as cost 
and the sensitivity of system performance to changes in parameters. 


Transient Response 

Transient response is important. In the case of an elevator, a slow transient response 
makes passengers impatient, whereas an excessively rapid response makes them 
uncomfortable. If the elevator oscillates about the arrival 
- floor for more than a second, a disconcerting feeling can 
result. Transient response is also important for structural 
reasons: Too fast a transient response could cause perma- 
nent physical damage. In a computer, transient response 
contributes to the time required to read from or write to 
the computer’s disk storage (see Figure 1.7). Since read- 
ing and writing cannot take place until the head stops, the 
speed of the read/write head’s movement from one track 
on the disk to another influences the overall speed of the 

computer. 
In this book, we establish quantitative definitions 
for transient response. We then analyze the system for its 
existing transient response. Finally, we adjust parameters 


FIGURE 1.7 Computer hard disk drive, showing disks and or design components to yield a desired transient 


read/write head 


response —our first analysis and design objective. 
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Steady-State Response 

Another analysis and design goal focuses on the steady-state response. As we have 
seen, this response resembles the input and is usually what remains after the transients 
have decayed to zero. For example, this response may be an elevator stopped near the 
fourth floor or the head of a disk drive finally stopped at the correct track. We are 
concerned about the accuracy of the steady-state response. An elevator must be level 
enough with the floor for the passengers to exit, and a read/write head not positioned 
over the commanded track results in computer errors. An antenna tracking a satellite 
must keep the satellite well within its beamwidth in order not to lose track. In this text 
we define steady-state errors quantitatively, analyze a system’s steady-state error, and 
then design corrective action to reduce the steady-state error—our second analysis 
and design objective. 


Stability 

Discussion of transient response and steady-state error is moot if the system does not 
have stability. In order to explain stability, we start from the fact that the total response 
of a system is the sum of the natural response and the forced response. When you 
studied linear differential equations, you probably referred to these responses as the 
homogeneous and the particular solutions, respectively. Natural response describes the 
way the system dissipates or acquires energy. The form or nature of this response is 
dependent only on the system, not the input. On the other hand, the form or nature of 
the forced response is dependent on the input. Thus, for a linear system, we can write 


Total response = Natural response + Forced response (1.17 


For a control system to be useful, the natural response must (1) eventually 
approach zero, thus leaving only nApagor Pp DP) BPhhantarts 
however, the natural response grows ‘Wwithotit bound rather than diminish to zero or 
oscillate. Eventually, the natural response is so much greater than the forced response 
that the system is no longer controlled. This condition, called instability, could lead to 
self-destruction of the physical device if limit stops are not part of the design. For 
example, the elevator would crash through the floor or exit through the ceiling; an 
aircraft would go into an uncontrollable roll; or an antenna commanded to point to a 
target would rotate, line up with the target, but then begin to oscillate about the target 
with growing oscillations and increasing velocity until the motor or amplifiers reached 
their output limits or until the antenna was damaged structurally. A time plot of an 
unstable system would show a transient response that grows without bound and without 
any evidence of a steady-state response. 

Control systems must be designed to be stable. That is, their natural response 
must decay to zero as time approaches infinity, or oscillate. In many systems the 
transient response you see on a time response plot can be directly related to the 
natural response. Thus, if the natural response decays to zero as time approaches 
infinity, the transient response will also die out, leaving only the forced response. If 
the system is stable, the proper transient response and steady-state error character- 
istics can be designed. Stability is our third analysis and design objective. 


? You may be confused by the words transient vs. natural, and steady-state vs. forced. If you look at Figure 
1.2, you can see the transient and steady-state portions of the total response as indicated. The transient 
response is the sum of the natural and forced responses, while the natural response is large. If we plotted 
the natural response by itself, we would get a curve that is different from the transient portion of Figure 1.2. 
The steady-state response of Figure 1.2 is also the sum of the natural and forced responses, but the natural 
response is small. Thus, the transient and steady-state responses are what you actually see on the plot; the 
natural and forced responses are the underlying mathematical components of those responses. 
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FIGURE 1.8 The search for 


extraterrestrial life is being 
carried out with radio antennas 
like the one pictured here. A 
radio antenna is an example of 
a system with position 

controls. 
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Other Considerations 
The three main objectives of control system analysis and design have already been 
enumerated. However, other important considerations must be taken into account. For 
example, factors affecting hardware selection, such as motor sizing to fulfill power 
requirements and choice of sensors for accuracy, must be considered early in the design. 
Finances are another consideration. Control system designers cannot create 
designs without considering their economic impact. Such considerations as budget 
allocations and competitive pricing must guide the engineer. For example, if your 
product is one of a kind, you may be able to create a design that uses more expensive 
components without appreciably increasing total cost. However, if your design will be 
used for many copies, slight increases in cost per copy can translate into many more 
dollars for your company to propose during contract bidding and to outlay before sales. 
Another consideration is robust design. System parameters considered con- 
stant during the design for transient response, steady-state errors, and stability 
change over time when the actual system is built. Thus, the performance of the 
system also changes over time and will not be consistent with your design. Un- 
fortunately, the relationship between parameter changes and their effect on per- 
formance is not linear. In some cases, even in the same system, changes in parameter 
values can lead to small or large changes in performance, depending on the system’s 
nominal operating point and the type of design used. Thus, the engineer wants to 
create a robust design so that the system will not be sensitive to parameter changes. 
We discuss the concept of system sensitivity to parameter changes in Chapters 7 and 
8. This concept, then, can be used to test a design for robustness. 


Case Study 





Introduction to a Case Study 


Now that our objectives are stated, how do we meet them? In this section we will 
look at an example of a feedback control system. The system introduced here will 
be used in subsequent chapters as a running case study to demonstrate the 
objectives of those chapters. A colored background like this will identify the 
case study section at the end of each chapter. Section 1.5, which follows this first 
case study, explores the design process that will help us build our system. 


Antenna Azimuth: An Introduction to Position Control Systems 
A position control system converts a position input command to a position output 
response. Position control systems find widespread applications in antennas, robot 
arms, and computer disk drives. The radio telescope antenna in Figure 1.8 is one 
example of a system that uses position control systems. In this section, we will look in 
detail at an antenna azimuth position control system that could be used to position a 
radio telescope antenna. We will see how the system works and how we can effect 
changes in its performance. The discussion here will be on a qualitative level, with the 
objective of getting an intuitive feeling for the systems with which we will be dealing. 
An antenna azimuth position control system is shown in Figure 1.9(a), with a 
more detailed layout and schematic in Figures 1.9(b) and 1.9(c), respectively. 
Figure 1.9(d) shows a functional block diagram of the system. The functions are 
shown above the blocks, and the required hardware is indicated inside the blocks. 
Parts of Figure 1.9 are repeated on the front endpapers for future reference. 


Case Study 


The purpose of this system is to have the azimuth angle output of the antenna, 
6,(t), follow the input angle of the potentiometer, 6;(t). Let us look at Figure 1.9(d) 
and describe how this system works. The input command is an angular displace- 
ment. The potentiometer converts the angular displacement into a voltage. 
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FIGURE 1.9 Antenna azimuth 
position control system: 

a. system concept; b. detailed 
layout; e. schematic; 

(figure continues) 
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FIGURE 1.9 (Continued) 
d. functional block diagram 


FIGURE 1.10 Response of a 
position control system, 
showing effect of high and low 
controller gain on the output 
response 


Chapter 1 Introduction 


Plant 
Input or 
transducer Voltage ; Error Controller Process 
proportional Summing or 3 
Angular to junction Actuating Signal Angular 
input R input + signal and output 
Potentiometer m 









power 
amplifiers 





Sensor 


Voltage (output transducer) 


proportional 
to 
output 













Potentiometer 


@ 


Similarly, the output angular displacement is converted to a voltage by the potentiome- 
ter in the feedback path. The signal and power amplifiers boost the difference between 
the input and output voltages. This amplified actuating signal drives the plant. 

The system normally operates to drive the error to zero. When the input and output 
match, the error will be zero, and the motor will not turn. Thus, the motor is driven only 
when the output and the input do not match. The greater the difference between the input 
and the output, the larger the motor input voltage, and the faster the motor will turn. 

If we increase the gain of the signal amplifier, will there be an increase in the 
steady-state value of the output? If the gain is increased, then for a given actuating 
signal, the motor will be driven harder. However, the motor will still stop when the 
actuating signal reaches zero, that is, when the output matches the input. The 
difference in the response, however, will be in the transients. Since the motor is 
driven harder, it turns faster toward its final position. Also, because of the increased 
speed, increased momentum could cause the motor to overshoot the final value and 
be forced by the system to return to the commanded position. Thus, the possibility 
exists for a transient response that consists of damped oscillations (that is, a sinusoidal 
response whose amplitude diminishes with time) about the steady-state value if the 
gain is high. The responses for low gain and high gain are shown in Figure 1.10. 
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We have discussed the transient response of the position control system. Let us 
now direct our attention to the steady-state position to see how closely the output 
matches the input after the transients disappear. 

We define steady-state error as the difference between the input and the output 
after the transients have effectively disappeared. The definition holds equally well 
for step, ramp, and other types of inputs. Typically, the steady-state error decreases 
with an increase in gain and increases with a decrease in gain. Figure 1.10 shows 
zero error in the steady-state response; that is, after the transients have disap- 
peared, the output position equals the commanded input position. In some systems, 
the steady-state error will not be zero; for these systems, a simple gain adjustment 
to regulate the transient response is either not effective or leads to a trade-off 
between the desired transient response and the desired steady-state accuracy. 

To solve this problem, a controller with a dynamic response, such as an electrical 
filter, is used along with an amplifier. With this type of controller, it is possible to 
design both the required transient response and the required steady-state accuracy 
without the trade-off required by a simple setting of gain. However, the controller 
is now more complex. The filter in this case is called a compensator. Many systems 
also use dynamic elements in the feedback path along with the output transducer to 
improve system performance. 

In summary, then, our design objectives and the system’s performance revolve 
around the transient response, the steady-state error, and stability. Gain adjust- 
ments can affect performance and sometimes lead to trade-offs between the 
performance criteria. Compensators can often be designed to achieve performance 
specifications without the need for trade-offs. Now that we have stated our 
objectives and some of the methods available to meet those objectives, we describe 
the orderly progression that leads us to the final system design. 





@ 1.5 The Design Process 


In this section, we establish an orderly sequence for the design of feedback control 
systems that will be followed as we progress through the rest of the book. Figure 1.11 
shows the described process as well as the chapters in which the steps are discussed. 

The antenna azimuth position control system discussed in the last section is 
representative of control systems that must be analyzed and designed. Inherent in 
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FIGURE 1.11 The control system design process 
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Figure 1.11 is feedback and communication during each phase. For example, if 
testing (Step 6) shows that requirements have not been met, the system must be 
redesigned and retested. Sometimes requirements are conflicting and the design 
cannot be attained. In these cases, the requirements have to be respecified and the 
design process repeated. Let us now elaborate on each block of Figure 1.11. 


Step 1: Transform Requirements Into a Physical System 
We begin by transforming the requirements into a physical system. For example, in 
the antenna azimuth position control system, the requirements would state the 
desire to position the antenna from a remote location and describe such features as 
weight and physical dimensions. Using the requirements, design specifications, such 
as desired transient response and steady-state accuracy, are determined. Perhaps an 
overall concept, such as Figure 1.9(a), would result. 


Step 2: Draw a Functional Block Diagram 

The designer now translates a qualitative description of the system into a functional 
block diagram that describes the component parts of the system (that is, function and/or 
hardware) and shows their interconnection. Figure 1.9(d) is an example of a functional 
block diagram for the antenna azimuth position control system. It indicates functions 
such as input transducer and controller, as well as possible hardware descriptions such 
as amplifiers and motors. At this point the designer may produce a detailed layout of 
the system, such as that shown in Figure 1.9(b), from which the next phase of the 
analysis and design sequence, developing a schematic diagram, can be launched. 


Step 3: Create a Schematic 


AS Ap n, PHF Bh SH ist of electrical, mechanical, and 
electr agoi components. a Cer the description of a physical 


system, the control systems engineer transforms the physical system into a schematic 
diagram. The control system designer can begin with the physical description, as 
contained in Figure 1.9(a), to derive a schematic. The engineer must make approxi- 
mations about the system and neglect certain phenomena, or else the schematic will 
be unwieldy, making it difficult to extract a useful mathematical model during the 
next phase of the analysis and design sequence. The designer starts with a simple 
schematic representation and, at subsequent phases of the analysis and design 
sequence, checks the assumptions made about the physical system through analysis 
and computer simulation. If the schematic is too simple and does not adequately 
account for observed behavior, the control systems engineer adds phenomena to the 
schematic that were previously assumed negligible. A schematic diagram for the 
antenna azimuth position control system is shown in Figure 1.9(c). 

When we draw the potentiometers, we make our first simplifying assumption 
by neglecting their friction or inertia. These mechanical characteristics yield a 
dynamic, rather than an instantaneous, response in the output voltage. We assume 
that these mechanical effects are negligible and that the voltage across a potenti- 
ometer changes instantaneously as the potentiometer shaft turns. 

A differential amplifier and a power amplifier are used as the controller to 
yield gain and power amplification, respectively, to drive the motor. Again, we 
assume that the dynamics of the amplifiers are rapid compared to the response time 
of the motor; thus, we model them as a pure gain, K. 

A de motor and equivalent load produce the output angular displacement. The 
speed of the motor is proportional to the voltage applied to the motor’s armature 
circuit. Both inductance and resistance are part of the armature circuit. In showing 
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just the armature resistance in Figure 1.9(c), we assume the effect of the armature 
inductance is negligible for a de motor. 

The designer makes further assumptions about the load. The load consists of a 
rotating mass and bearing friction. Thus, the model consists of inertia and viscous 
damping whose resistive torque increases with speed, as in an automobile’s shock 
absorber or a screen door damper. 

The decisions made in developing the schematic stem from knowledge of the 
physical system, the physical laws governing the system’s behavior, and practical 
experience. These decisions are not easy; however, as you acquire more design 
experience, you will gain the insight required for this difficult task. 


Step 4: Develop a Mathematical Model (Block Diagram) 
Once the schematic is drawn, the designer uses physical laws, such as Kirchhoff’s 
laws for electrical networks and Newton’s law for mechanical systems, along with 
simplifying assumptions, to model the system mathematically. These laws are 


Kirchhoffs voltage law The sum of voltages around a closed path equals zero. 
Kirchhoffs current law The sum of electric currents flowing from a node equals zero. 


Newton’s laws The sum of forces on a body equals zero;* the sum of moments on 
a body equals zero. 


Kirchhoff’s and Newton’s laws lead to mathematical models that describe the 
relationship between the input and output of dynamic systems. One such model 
is the linear, time-invariant differential equation, Eq. (1.2): 














(1.2)* 


Many systems can be approximately described by this equation, which relates the 
output, c(t), to the input, r(t), by way of the system parameters, a; and bj. We assume 
the reader is familiar with differential equations. Problems and a bibliography are 
provided at the end of the chapter for you to review this subject. 

Simplifying assumptions made in the process of obtaining a mathematical 
model usually leads to a low-order form of Eq. (1.2). Without the assumptions the 
system model could be of high order or described with nonlinear, time-varying, or 
partial differential equations. These equations complicate the design process and 
reduce the designer’s insight. Of course, all assumptions must be checked and all 
simplifications justified through analysis or testing. If the assumptions for simplifi- 
cation cannot be justified, then the model cannot be simplified. We examine some of 
these simplifying assumptions in Chapter 2. 

In addition to the differential equation, the transfer function is another way of 
mathematically modeling a system. The model is derived from the linear, time-invariant 
differential equation using what we call the Laplace transform. Although the transfer 


3 Alternately, X forces = Ma. In this text the force, Ma, will be brought to the left-hand side of the 
equation to yield ` forces = 0 (D’Alembert’s principle). We can then have a consistent analogy between 
force and voltage, and Kirchhoff’s and Newton’s laws (that is, X` forces = 0; X` voltages = 0). 

‘The right-hand side of Eq. (1.2) indicates differentiation of the input, r(t). In physical systems, 
differentiation of the input introduces noise. In Chapters 3 and 5 we show implementations and 
interpretations of Eq. (1.2) that do not require differentiation of the input. 
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function can be used only for linear systems, it yields more intuitive information than the 
differential equation. We will be able to change system parameters and rapidly sense the 
effect of these changes on the system response. The transfer function is also useful in 
modeling the interconnection of subsystems by forming a block diagram similar to Figure 
1.9(d) but with a mathematical function inside each block. 

Still another model is the state-space representation. One advantage of state- 
space methods is that they can also be used for systems that cannot be described by 
linear differential equations. Further, state-space methods are used to model systems 
for simulation on the digital computer. Basically, this representation turns an nth- 
order differential equation into n simultaneous first-order differential equations. Let 
this description suffice for now; we describe this approach in more detail in Chapter 3. 

Finally, we should mention that to produce the mathematical model for a system, 
we require knowledge of the parameter values, such as equivalent resistance, induc- 
tance, mass, and damping, which is often not easy to obtain. Analysis, measurements, 
or specifications from vendors are sources that the control systems engineer may use 
to obtain the parameters. 


Step 5: Reduce the Block Diagram 

Subsystem models are interconnected to form block diagrams of larger systems, as in 
Figure 1.9(d), where each block has a mathematical description. Notice that many 
signals, such as proportional voltages and error, are internal to the system. There are 
also two signals — angular input and angular output — that are external to the system. 
In order to evaluate system response in this example, we need to reduce this large 
system’s block diagram to a single block with a mathematical description that 
represents the system from its input to its output, as shown in Figure 1.12. Once the 


pp eee SPP) Fed, Mrharycseærlyze and design the system. 
Step 6: Analyze and Design 


The next phase of the process, following block diagram reduction, is analysis and 
design. If you are interested only in the performance of an individual subsystem, you 
can skip the block diagram reduction and move immediately into analysis and 
design. In this phase, the engineer analyzes the system to see if the response 
specifications and performance requirements can be met by simple adjustments 
of system parameters. If specifications cannot be met, the designer then designs 
additional hardware in order to effect a desired performance. 

Test input signals are used, both analytically and during testing, to verify the design. 
It is neither necessarily practical nor illuminating to choose complicated input signals to 
analyze a system’s performance. Thus, the engineer usually selects standard test inputs. 
These inputs are impulses, steps, ramps, parabolas, and sinusoids, as shown in Table 1.1. 

An impulse is infinite at t = 0 and zero elsewhere. The area under the unit impulse 
is 1. An approximation of this type of waveform is used to place initial energy into a 
system so that the response due to that initial energy is only the transient response of a 
system. From this response the designer can derive a mathematical model of the system. 

A step input represents a constant command, such as position, velocity, or 
acceleration. Typically, the step input command is of the same form as the output. For 
example, if the system’s output is position, as it is for the antenna azimuth position 
control system, the step input represents a desired position, and the output represents 
the actual position. If the system’s output is velocity, as is the spindle speed for a video 
disc player, the step input represents a constant desired speed, and the output 
represents the actual speed. The designer uses step inputs because both the transient 
response and the steady-state response are clearly visible and can be evaluated. 
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TABLE 1.1 Test waveforms used in control systems 
Input Function Description Sketch Use 
Impulse 5(t) 6(t) = œ for0— <t < 0+ fd Transient response 
A . 
= 0 elsewhere Modeling 
0+ 
| d(t)dt =1 A (1) 
= | 
Step u(t) u(t) =1fort > 0 fd) Transient response 
4 £ 
Ofori <0 Steady-state error 
= t 
Ramp tu(t) tu(t) =tfort > 0 IO Steady-state error 
A 
= 0 elsewhere 
t 
1 1 1 z 
Parabola u(t) 1 Put) 12 fort >0 a Steady-state error 
2 2 2 
= 0 elsewhere 
Apago Enhancer 
Sinusoid sin wt fo Transient response 
A Modeling 
Steady-state error 
eae 








The ramp input represents a linearly increasing command. For example, if the 
system’s output is position, the input ramp represents a linearly increasing position, 
such as that found when tracking a satellite moving across the sky at constant speed. 
If the system’s output is velocity, the input ramp represents a linearly increasing 
velocity. The response to an input ramp test signal yields additional information 
about the steady-state error. The previous discussion can be extended to parabolic 
inputs, which are also used to evaluate a system’s steady-state error. 

Sinusoidal inputs can also be used to test a physical system to arrive at a 
mathematical model. We discuss the use of this waveform in detail in Chapters 10 
and 11. 

We conclude that one of the basic analysis and design requirements is to 
evaluate the time response of a system for a given input. Throughout the book you 
will learn numerous methods for accomplishing this goal. 

The control systems engineer must take into consideration other characteristics 
about feedback control systems. For example, control system behavior is altered by 
fluctuations in component values or system parameters. These variations can be 


19 


20 


Chapter 1 Introduction 


caused by temperature, pressure, or other environmental changes. Systems must be 
built so that expected fluctuations do not degrade performance beyond specified 
bounds. A sensitivity analysis can yield the percentage of change in a specification as a 
function of a change in a system parameter. One of the designer’s goals, then, is to build 
a system with minimum sensitivity over an expected range of environmental changes. 

In this section we looked at some control systems analysis and design considera- 
tions. We saw that the designer is concerned about transient response, steady-state error, 
stability, and sensitivity. The text pointed out that although the basis of evaluating system 
performance is the differential equation, other methods, such as transfer functions and 
state space, will be used. The advantages of these new techniques over differential 
equations will become apparent as we discuss them in later chapters. 


@ 1.6 Computer-Aided Design 


Now that we have discussed the analysis and design sequence, let us discuss the use of 
the computer as a computational tool in this sequence. The computer plays an 
important role in the design of modern control systems. In the past, control system 
design was labor intensive. Many of the tools we use today were implemented 
through hand calculations or, at best, using plastic graphical aid tools. The process 
was slow, and the results not always accurate. Large mainframe computers were then 
used to simulate the designs. 

Today we are fortunate to have computers and software that remove the 
drudgery from the task. At our own desktop computers, we can perform analysis, 
design, and simulati ith ane program. With the ability to simulate a design 
rap P@RAGRaih DE. ERD AR GET iciy test a new design. We can play 
what-if games and try alternate solutions to see if they yield better results, such as 
reduced sensitivity to parameter changes. We can include nonlinearities and other 
effects and test our models for accuracy. 


MATLAB 

The computer is an integral part of modern control system design, and many computa- 
tional tools are available for your use. In this book we use MATLAB and the MATLAB 
Control System Toolbox, which expands MATLAB to include control system-specific 
commands. In addition, presented are several MATLAB enhancements that give added 
functionality to MATLAB and the Control Systems Toolbox. Included are (1) Simulink, 
which uses a graphical user interface (GUI); (2) the LTI Viewer, which permits 
measurements to be made directly from time and frequency response curves; (3) the 
SISO Design Tool, a convenient and intuitive analysis and design tool; and (4) the 
Symbolic Math Toolbox, which saves labor when making symbolic calculations required 
in control system analysis and design. Some of these enhancements may require 
additional software available from The MathWorks, Inc. 

MATLAB is presented as an alternate method of solving control system 
problems. You are encouraged to solve problems first by hand and then by 
MATLAB so that insight is not lost through mechanized use of computer programs. 
To this end, many examples throughout the book are solved by hand, followed by 
suggested use of MATLAB. 

As an enticement to begin using MATLAB, simple program statements that 
you can try are suggested throughout the chapters at appropriate locations. Through- 
out the book, various icons appear in the margin to identify MATLAB references 
that direct you to the proper program in the proper appendix and tell you what you 
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will learn. Selected end-of-chapter problems and Case Study Challenges to be solved 
using MATLAB have also been marked with appropriate icons. The following list 
itemizes the specific components of MATLAB used in this book, the icon used to 
identify each, and the appendix in which a description can be found: 


MATLAB/Control System Toolbox tutorials and code are found in 
Appendix B and identified in the text with the MATLAB icon shown 
in the margin. 


Simulink tutorials and diagrams are found in Appendix C and 
identified in the text with the Simulink icon shown in the margin. 








MATLAB GUI tools, tutorials, and examples are in Appendix E at 
www.wiley.com/college/nise andidentified inthe text with the GUI 
Tool icon shown in the margin. These tools consist of the LTI 
Viewer and the SISO Design Tool. 





Symbolic Math Toolbox tutorials andcode are found in Appendix Fat 
www.wiley.com/college/nise and identified in the text with the 
Symbolic Math icon shown in the margin. 





MATLAB code itself is not platform specific. The same code runs on PCs and 
workstations that support MATLAB. Although there are differences in installing 
and managing MATLAB files, we do not address them in this book. Also, there are 
many more commands in MATLAB and the MATLAB toolboxes than are covered 
in the appendixes. Please explore the bibliographies at the end of the applicable 
appendixes to find out more about MATLAB file management and MATLAB 
instructions not covered in this textbook. 


Apago PDF Enhancer 
LabVIEW 


LabVIEW is a programming environment presented as an alternative to MATLAB. 
This graphical alternative produces front panels of virtual instruments on your 
computer that are pictorial reproductions of hardware instruments, such as wave- 
form generators or oscilloscopes. Underlying the front panels are block diagrams. 
The blocks contain underlying code for the controls and indicators on the front 
panel. Thus, a knowledge of coding is not required. Also, parameters can be easily 
passed or viewed from the front panel. 








A LabVIEW tutorial is in Appendix D and all LabVIEW material is 
identified with the LabVIEW icon shown in the margin. 





You are encouraged to use computational aids throughout this book. Those not 
using MATLAB or LabVIEW should consult Appendix H at www.wiley.com/ 
college/nise for a discussion of other alternatives. Now that we have introduced 
control systems to you and established a need for computational aids to perform 
analysis and design, we will conclude with a discussion of your career as a control 
systems engineer and look at the opportunities and challenges that await you. 


@ 1.7 The Control systems Engineer 


Control systems engineering is an exciting field in which to apply your engineer- 
ing talents, because it cuts across numerous disciplines and numerous functions 
within those disciplines. The control engineer can be found at the top level of 
large projects, engaged at the conceptual phase in determining or implementing 
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overall system requirements. These requirements include total system perform- 
ance specifications, subsystem functions, and the interconnection of these func- 
tions, including interface requirements, hardware and software design, and test 
plans and procedures. 

Many engineers are engaged in only one area, such as circuit design or software 
development. However, as a control systems engineer, you may find yourself 
working in a broad arena and interacting with people from numerous branches 
of engineering and the sciences. For example, if you are working on a biological 
system, you will need to interact with colleagues in the biological sciences, mechan- 
ical engineering, electrical engineering, and computer engineering, not to mention 
mathematics and physics. You will be working with these engineers at all levels of 
project development from concept through design and, finally, testing. At the design 
level, the control systems engineer can be performing hardware selection, design, 
and interface, including total subsystem design to meet specified requirements. The 
control engineer can be working with sensors and motors as well as electronic, 
pneumatic, and hydraulic circuits. 

The space shuttle provides another example of the diversity required of the 
systems engineer. In the previous section, we showed that the space shuttle’s control 
systems cut across many branches of science: orbital mechanics and propulsion, 
aerodynamics, electrical engineering, and mechanical engineering. Whether or not 
you work in the space program, as a control systems engineer you will apply broad- 
based knowledge to the solution of engineering control problems. You will have the 
opportunity to expand your engineering horizons beyond your university curriculum. 

You are now aware of future opportunities. But for now, what advantages does 
this course offer to a els of control systems (other than the fact that you need it 


to oy ApH PDE Bhi attics ipphasize bottom-up design. That is, 
you start fro e Re evelop circuits, Pad then assemble a product. In top- 


down design, a high-level picture of the requirements is first formulated; then the 
functions and hardware required to implement the system are determined. You will 
be able to take a top-down systems approach as a result of this course. 

A major reason for not teaching top-down design throughout the curriculum is 
the high level of mathematics initially required for the systems approach. For 
example, control systems theory, which requires differential equations, could not 
be taught as a lower-division course. However, while progressing through bottom-up 
design courses, it is difficult to see how such design fits logically into the large picture 
of the product development cycle. 

After completing this control systems course, you will be able to stand back and 
see how your previous studies fit into the large picture. Your amplifier course or 
vibrations course will take on new meaning as you begin to see the role design work 
plays as part of product development. For example, as engineers, we want to describe 
the physical world mathematically so that we can create systems that will benefit 
humanity. You will find that you have indeed acquired, through your previous courses, 
the ability to model physical systems mathematically, although at the time you might 
not have understood where in the product development cycle the modeling fits. This 
course will clarify the analysis and design procedures and show you how the 
knowledge you acquired fits into the total picture of system design. 

Understanding control systems enables students from all branches of engineer- 
ing to speak a common language and develop an appreciation and working 
knowledge of the other branches. You will find that there really is not much 
difference among the branches of engineering as far as the goals and applications 
are concerned. As you study control systems, you will see this commonality. 


Review Questions 


@ summary ) 


Control systems contribute to every aspect of modern society. In our homes we find 
them in everything from toasters to heating systems to VCRs. Control systems also 
have widespread applications in science and industry, from steering ships and planes 
to guiding missiles and the space shuttle. Control systems also exist naturally; our 
bodies contain numerous control systems. Even economic and psychological system 
representations have been proposed based on control system theory. Control 
systems are used where power gain, remote control, or conversion of the form of 
the input is required. 

A control system has an input, a process, and an output. Control systems can be 
open loop or closed loop. Open-loop systems do not monitor or correct the output for 
disturbances; however, they are simpler and less expensive than closed-loop systems. 
Closed-loop systems monitor the output and compare it to the input. If an error is 
detected, the system corrects the output and hence corrects the effects of disturbances. 

Control systems analysis and design focuses on three primary objectives: 


1. Producing the desired transient response 
2. Reducing steady-state errors 
3. Achieving stability 
A system must be stable in order to produce the proper transient and steady- 
state response. Transient response is important because it affects the speed of the 


system and influences human patience and comfort, not to mention mechanical 
stress. Steady-state response determines the accuracy of the control system; it 


governs how closely the output mye Apago"P PHF Rnhance r 
ollows t 


The design of a control syste hese steps: 


Step 1 Determine a physical system and specifications from requirements. 

Step 2 Draw a functional block diagram. 

Step 3 Represent the physical system as a schematic. 

Step 4 Use the schematic to obtain a mathematical model, such as a block diagram. 

Step 5 Reduce the block diagram. 

Step 6 Analyze and design the system to meet specified requirements and specifica- 
tions that include stability, transient response, and steady-state performance. 


In the next chapter we continue through the analysis and design sequence and learn 
how to use the schematic to obtain a mathematical model. 


@ Review Questions PD 


1. Name three applications for feedback control systems. 


2. Name three reasons for using feedback control systems and at least one reason 
for not using them. 


3. Give three examples of open-loop systems. 
4. Functionally, how do closed-loop systems differ from open-loop systems? 


5. State one condition under which the error signal of a feedback control system 
would not be the difference between the input and the output. 
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6. If the error signal is not the difference between input and output, by what 
general name can we describe the error signal? 


7. Name two advantages of having a computer in the loop. 
8. Name the three major design criteria for control systems. 
9. Name the two parts of a system’s response. 
10. Physically, what happens to a system that is unstable? 
11. Instability is attributable to what part of the total response? 
12. Describe a typical control system analysis task. 
13. Describe a typical control system design task. 


14. Adjustments of the forward path gain can cause changes in the transient 
response. True or false? 


15. Name three approaches to the mathematical modeling of control systems. 
16. Briefly describe each of your answers to Question 15. 


GEE oe D 


1. A variable resistor, called a potentiome- WileyPLUS 5 the actual temperature and then opening a fuel valve 
ter, is shown in Figure P1.1. The resist- an amount proportional to this difference. Draw a 
ance is varied by moving a wiper arm Control Solutions functional closed-loop block diagram similar to Figure 
along a fixed resistance. The resistance 1.9(d) identifying the input and output transducers, 
from A to C is fixed, but the resistance from B to C the controller, and the plant. Further, identify the 


varies with the position of the wiper arm. If it takes input and output signals of all subsystems previously 
10 turns to move the wiper arn pag, BDF Eghan Ckn 1.4: Introduction to a Case Study] 


block diagram of the potentiometer showing the 3. An aircraft’s attitude varies in roll, pitch, and yaw as 


input variable, the output variable, and (inside the defined in Figure P1.2. Draw a functional block dia- 
block) the gain, which is a constant and is the amount gram for a closed-loop system that stabilizes the roll 


by which the input is multiplied to obtain the output. as follows: The system measures the actual roll angle 


[Section 1.4: Introduction to a Case Study] with a gyro and compares the actual roll angle with 
the desired roll angle. The ailerons respond to the roll- 


Input angle, 6,(1) * 50 volts angle error by undergoing an angular deflection. The 
l aircraft responds to this angular deflection, producing 
BIC a roll angle rate. Identify the input and output trans- 

= 50 volts ducers, the controller, and the plant. Further, identify 


the nature of each signal. [Section 1.4: Introduction to 


shad a Case Study] 


voltage, v,(t) 


1 y 


FIGURE P1.1 Potentiometer 


Pitch angle 









Aileron 


5 ; 
AN deflection up 
E 







; Aileron 
2. A temperature control system operates by sensing deflection down 


the difference between the thermostat setting and Roll angle 





*The WileyPLUS icon identifies interactive worked examples and 
problems. These problems, developed by JustAsk, are worked in detail 
and offer explanations of every facet of the solution. The identified 
examples and problems can be accessed at www.wiley.com/college/ 


nise. FIGURE P1.2 Aircraft attitude defined 


Yaw angle 


Center-driven 
unwinder 


4. Many processes operate on rolled material that moves 


from a supply reel to a take-up reel. Typically, these 
systems, called winders, control the material so that it 
travels at a constant velocity. Besides velocity, com- 
plex winders also control tension, compensate for roll 
inertia while accelerating or decelerating, and regulate 
acceleration due to sudden changes. A winder is 
shown in Figure P1.3. The force transducer measures 
tension; the winder pulls against the nip rolls, which 
provide an opposing force; and the bridle provides 
slip. In order to compensate for changes in speed, the 
material is looped around a dancer. The loop prevents 
rapid changes from causing excessive slack or damag- 
ing the material. If the dancer position is sensed by a 
potentiometer or other device, speed variations due to 
buildup on the take-up reel or other causes can be 
controlled by comparing the potentiometer voltage to 
the commanded speed. The system then corrects the 
speed and resets the dancer to the desired position 
(Ayers, 1988). Draw a functional block diagram for the 
speed control system, showing each component and 
signal. [Section 1.4: Introduction to a Case Study] 
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FIGURE P1.3 Winder 


5. In a nuclear power generating plant, heat from a 


reactor is used to generate steam for turbines. The 
rate of the fission reaction determines the amount of 
heat generated, and this rate is controlled by rods 
inserted into the radioactive core. The rods regulate 
the flow of neutrons. If the rods are lowered into the 
core, the rate of fission will diminish; if the rods are 
raised, the fission rate will increase. By automatically 
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FIGURE P1.4 Control of a nuclear reactor 
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controlling the position of the rods, the amount of heat 
generated by the reactor can be regulated. Draw a 
functional block diagram for the nuclear reactor con- 
trol system shown in Figure P1.4. Show all blocks and 
signals. [Section 1.4: Introduction to a Case Study] 


A university wants to establish a control system 
model that represents the student population as 
an output, with the desired student population as 
an input. The administration determines the rate of 
admissions by comparing the current and desired 
student populations. The admissions office then uses 
this rate to admit students. Draw a functional block 
diagram showing the administration and the admis- 
sions office as blocks of the system. Also show the 
following signals: the desired student population, 
the actual student population, the desired student 
rate as determined by the administration, the actual 
student rate as generated by the admissions office, 
the dropout rate, and the net rate of influx. [Section 
1.4: Introduction to a Case Study] 

WileyPLUS 
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We can build a control system that will 
automatically adjust a motorcycle’s ra- 
dio volume as the noise generated by 
the motorcycle changes. The noise gen- 
erated bon the motorcycle increases with speed. As 
Enhaneexes, the system increases the volume 
of the radio. Assume that the amount of noise can 
be represented by a voltage generated by the 
speedometer cable, and the volume of the radio 
is controlled by a de voltage (Hogan, 1988). If the 
dc voltage represents the desired volume dis- 
turbed by the motorcycle noise, draw the func- 
tional block diagram of the automatic volume 
control system, showing the input transducer, 
the volume control circuit, and the speed trans- 
ducer as blocks. Also show the following signals: 
the desired volume as an input, the actual volume 
as an output, and voltages representing speed, 
desired volume, and actual volume. [Section 1.4: 
Introduction to a Case Study] 


. Your bathtub at home is a control system that keeps 


the water level constant. A constant flow from the 
tap yields a constant water level, because the flow 
rate through the drain increases as the water level 
increases, and decreases as the water level de- 
creases. After equilibrium has been reached, the 
level can be controlled by controlling the input flow 
rate. A low input flow rate yields a lower level, while 
a higher input flow rate yields a higher level. [Sec- 
tion 1.4: Introduction to a Case Study] 
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a. Sketch a control system that uses this principle to 
precisely control the fluid level in a tank. Show 
the intake and drain valves, the tank, any sensors 
and transducers, and the interconnection of all 


components. 


b. Draw a functional block diagram of the system, 
identifying the input and output signals of each 
block. 


9. A dynamometer is a device used to measure torque 
and speed and to vary the load on rotating devices. 
The dynamometer operates as follows to control the 
amount of torque: A hydraulic actuator attached to 
the axle presses a tire against a rotating flywheel. 
The greater the displacement of the actuator, the 
more force that is applied to the rotating flywheel. A 
strain gage load cell senses the force. The displace- 
ment of the actuator is controlled by an electrically 
operated valve whose displacement regulates fluid 
flowing into the actuator (D’Souza, 1988). Draw a 
functional block diagram of a closed-loop system 
that uses the described dynamometer to regulate 
the force against the tire during testing. Show all 
signals and systems. Include amplifiers that power 
the valve, the valve, the actuator and load, and the 


ing, [E puot 17 Troienn a aw Oo" PDF 
During a medical operation an anesthe- 
siologist controls the depth of un- 
consciousness by controlling the 
concentration of isoflurane in a vapor- 
izedmixture with oxygen andnitrous oxide. The depth 
of anesthesia is measured by the patient’s blood 
pressure. The anesthesiologist also regulates ventila- 
tion, fluid balance, and the administration of other 
drugs. In order to free the anesthesiologist to devote 
more time to the latter tasks, and in the interest of the 
patient’s safety, we wish to automate the depth of 
anesthesia by automating the control of isoflurane 
concentration. Draw a functional block diagram of 
the system showing pertinent signals and subsystems 
(Meier, 1992). [Section 1.4: Introduction to a Case 
Study] 


The vertical position, x(t), of the grinding wheel 
shown in Figure P1.5 is controlled by a closed-loop 
system. The input to the system is the desired 
depth of grind, and the output is the actual depth 
of grind. The difference between the desired depth 
and the actual depth drives the motor, resulting in 
a force applied to the work. This force results in a 
feed velocity for the grinding wheel (Jenkins, 
1997). Draw a closed-loop functional block 
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diagram for the grinding process, showing the 
input, output, force, and grinder feed rate. [Section 
1.4: Introduction to a Case Study] 


X-axis 
/ Servo motor 

y-axis 
servo motor 







z Force transducer 
a 


Cupped 

grinding -— 

wheel 

Workpiece ~ | `N Eddy 
A Shaft current probe 
| encoder 


Z-axis 
servo motor 


FIGUREP1.5 Grinder system (Reprinted with 
permission of ASME.) 


12. A high-speed proportional solenoid valve is shown 
in Figure P1.6. A voltage proportional to the desired 
position of the spool is applied to the coil. The 
resulting magnetic field produced by the current 
r j the armature to move. A push pin 
Enhancer. armature moves the spool. A 
linear voltage differential transformer (LVDT) 
that outputs a voltage proportional to displacement 
senses the spool’s position. This voltage can be used 
in a feedback path to implement closed-loop oper- 
ation (Vaughan, 1996). Draw a functional block 
diagram of the valve, showing input and output 
positions, coil voltage, coil current, and spool force. 
[Section 1.4: Introduction to a Case Study] 
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FIGURE P1.6 High-speed proportional solenoid valve 
(Reprinted with permission of ASME.) 


13. The human eye has a biological control system that 
varies the pupil diameter to maintain constant light 


14. 


intensity to the retina. As the light intensity in- 
creases, the optical nerve sends a signal to the brain, 
which commands internal eye muscles to decrease 
the pupil’s eye diameter. When the light intensity 
decreases, the pupil diameter increases. 


a. Draw a functional block diagram of the light-pupil 
system indicating the input, output, and intermedi- 
ate signals; the sensor; the controller; and the 
actuator. [Section 1.4: Introduction to a Case Study] 


b. Under normal conditions the incident light 
will be larger than the pupil, as shown in 
Figure P1.7(a). If the incident light is smaller 
than the diameter of the pupil as shown in 
Figure P1.7(b), the feedback path is broken 
(Bechhoefer, 2005). Modify your block diagram 
from Part a. to show where the loop is broken. 
What will happen if the narrow beam of light 
varies in intensity, say in a sinusoidal fashion? 


c. It has been found (Bechhoefer, 2005) that it takes 
the pupil about 300 milliseconds to react to a 
change in the incident light. If light shines off 
center to the retina as shown in Figure P1.7(c), 
describe the response of the pupil with delay 
present and then without delay present. 


15. In humans, hormone levels, alertness, 
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a functional block diagram of the PT system that keeps 
the system in a vertical position. Indicate the input and 
output signals, intermediate signals, and main subsys- 
tems. (http://segway.com) 


a 





FIGURE P1.8 The Segway Personal Transporter (PT) 
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and core body temperature are syn- 


chronized through a 24-hour circadian 
Apago PDF ERRANCE Eina is at its best when sleep/ 


FIGURE P1.7 Pupil is shown black; light beam is shown 
white. a. Light beam diameter is larger than pupil. b. Light 
beam diameter is smaller than pupil. c. Narrow light beam is 
illuminated at pupil’s edge. 


A Segway®® Personal Transporter (PT) (Figure P1.8) 
is a two-wheeled vehicle in which the human operator 
stands vertically on a platform. As the driver leans left, 
right, forward, or backward, a set of sensitive gyroscopic 
sensors sense the desired input. These signals are fed toa 
computer that amplifies them and commands motors to 
propel the vehicle in the desired direction. One very 
important feature of the PT is its safety: The system will 
maintain its vertical position within a specified angle 
despite road disturbances, such as uphills and downhills 
or even if the operator over-leans in any direction. Draw 


ê Segway is a registered trademark of Segway, Inc. in the United States 


and/or other countries. 


wake cycles are in synch with the circadian cycle. 
Thus alertness can be easily affected with a distrib- 
uted work schedule, such as the one to which astro- 
nauts are subjected. It has been shown that the 
human circadian cycle can be delayed or advanced 
through light stimulus. To ensure optimal alertness, 
a system is designed to track astronauts’ circadian 
cycles and increase the quality of sleep during 
missions. Core body temperature can be used as 
an indicator of the circadian cycle. A computer 
model with optimum circadian body temperature 
variations can be compared to an astronaut’s body 
temperatures. Whenever a difference is detected, 
the astronaut is subjected to a light stimulus to 
advance or delay the astronaut’s circadian cycle 
(Mott, 2003). Draw a functional block diagram of 
the system. Indicate the input and output signals, 
intermediate signals, and main subsystems. 


16. Tactile feedback is an important component in the 


learning of motor skills such as dancing, sports, 
and physical rehabilitation. A suit with white dots 
recognized by a vision system to determine arm 
joint positions with millimetric precision was de- 
veloped. This suit is worn by both teacher and 
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student to provide position information. (Lieber- 19. Solve the following differential equa- WileyPLUS 
man, 2007). If there is a difference between the tions using classical methods. Assume 
teacher’s positions and that of the student, vibra- zero initial conditions. [Review] Control Solutions 
tional feedback is provided to the student through dx 
8 strategically placed vibrotactile actuators in the la + 7x = 5 cos 2t 
wrist and arm, which take advantage of a sensory É d 
effect known as cutaneous rabbit that tricks the b. X 6 K y 8x = 5sin 3t 
subject to feel uniformly spaced stimuli in places dt dt 
where the actuators are not present. These stimuli é dx 8 dx 25x = 10u(t) 
help the student adjust to correct the motion. In ` dt dt 
summary, the system consists of an instructor and 
a student having their movements followed by the 20. Solve the following differential equa- | WileyPlus 
vision system. Their movements are fed into a tions using classical methods and the 
computer that finds the differences between their given initial conditions: [Review] Control salutions 
joint positions and provides proportional vibra- Bx dx 
tional strength feedback to the student. Draw a a —>+2—+2x= sin2t 
block diagram describing the system design. dt dt 
17. Given the electric network shown in WileyPLUS x(0) = 2; ax (4g) =g 
Fi ; dt 
igure P1.9. [Review] ( WPCS } 

a. Write the differential equation for Control Solutions pitt a 

the network if v(t) = u(t), a unit step. j J2 t 2y * =Se" +t 
b. Solve the differential equation for the current, dx 

i(t), if there is no initial energy in the network. x(0) =2; a (0)=1 


c. Make a plot of your solution if R/L = 1. 
r Apago PDF Enhancer 
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"o ON L x(0) = 1, z ® =2 


PROGRESSIVE ANALYSIS AND DESIGN PROBLEMS 
21. High-speed rail pantograph. Some high-speed 








FIGURE P1.9 RL network 


18. Repeat Problem 17 using the network shown in Fig- rail systems are powered by electricity supplied 
ureP1.10. Assume R = 20, L = 1 H,and1/LC =25. to a pantograph on the train’s roof from a cate- 
[Review] : ; nary overhead, as shown in Figure P1.11. The 

AMA LOO force applied by the pantograph to the catenary 
is regulated to avoid loss of contact due to exces- 
sive transient motion. A proposed method to 

vu) 2) N o regulate the force uses a a feedback 
system, whereby a force, Fup, is applied to the 











bottom of the pantograph, resulting in an output 
FIGURE P1.10 RLC network 
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FIGURE P1.11 High-speed rail system showing pantograph and catenary (Reprinted with permission of ASME.) 






22. 


23. 


force applied to the catenary at the top. The contact 
between the head of the pantograph and the cate- 
nary is represented by a spring. The output force is 
proportional to the displacement of this spring, 
which is the difference between the catenary and 
pantograph head vertical positions (O’Connor, 
1997). Draw a functional block diagram showing 
the following signals: the desired output force as 
the input; the force, Fup, applied to the bottom of the 
pantograph; the difference in displacement between 
the catenary and pantograph head; and the output 
contact force. Also, show blocks representing the 
input transducer, controller, actuator generating 
Fap, pantograph dynamics, spring described above, 
and output sensor. All forces and displacements are 
measured from equilibrium. 


Contol of HIV/AIDS. As of 2005, the number of 
people living worldwide with Human Immuno- 
deficiency Virus/Acquired Immune Deficiency Syn- 
drome (HIV/AIDS) was estimated at 40 million, 
with 5 million new infections per year and 3 million 
deaths due to the disease (UNAIDS, 2005). Cur- 
rently there is no known cure for the disease, and 
HIV cannot be completely eliminated in an infected 
individual. Drug combinations can be used to main- 
tain the virus numbers at lovAlpas 
prevent AIDS from developing. A common treat- 
ment for HIV is the administration of two types of 
drugs: reverse transcriptase inhibitors (RTIs) and 
protease inhibitors (PIs). The amount in which each 
of these drugs is administered is varied according to 
the amount of HIV viruses in the body (Craig, 
2004). Draw a block diagram of a feedback system 
designed to control the amount of HIV viruses in an 
infected person. The plant input variables are the 
amount of RTIs and PIs dispensed. Show blocks 
representing the controller, the system under con- 
trol, and the transducers. Label the corresponding 
variables at the input and output of every block. 


Hybrid vehicle. The use of hybrid cars is becoming 
increasingly popular. A hybrid electric vehicle 
(HEV) combines electric machine(s) with an inter- 
nal combustion engine (ICE), making it possible 
(along with other fuel consumption-reducing mea- 
sures, such as stopping the ICE at traffic lights) to 
use smaller and more efficient gasoline engines. 
Thus, the efficiency advantages of the electric driv- 
etrain are obtained, while the energy needed to 
power the electric motor is stored in the onboard 
fuel tank and not in a large and heavy battery pack. 
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There are various ways to arrange the flow of 
power in hybrid car. In a serial HEV (Figure P1.12), 
the ICE is not connected to the drive shaft. It drives 
only the generator, which charges the batteries and/ 
or supplies power to the electric motor(s) through 
an inverter or a converter. 
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FIGURE P1.12 Serial hybrid-electric vehicle 


The HEVs sold today are primarily of the par- 
allel or split-power variety. If the combustion 
engine can turn the drive wheels as well as the 
generator, then the vehicle is referred to as a 
parallel hybrid, because both an electric motor 
and the ICE can drive the vehicle. A parallel hybrid 
car (Figure P1.13) includes a relatively small bat- 
tery pack (electrical storage) to put out extra power 

han: ÈL motor when fast acceleration is 
needed. See (Bosch 5th ed., 2000), (Bosch 7th 
ed., 2007), (Edelson, 2008), (Anderson, 2009) for 
more detailed information about HEV. 


paiana 
FIGURE P1.13 Parallel hybrid drive 


As shown in Figure P1.14, split-power hybrid cars 
utilize a combination of series and parallel drives 
(Bosch, 5th ed., 2007). These cars use a planetary 
gear (3) as a split-power transmission to allow some of 
the ICE power to be applied mechanically to the 
drive. The other part is converted into electrical 
energy through the alternator (7) and the inverter 
(5) to feed the electric motor (downstream of the 
transmission) and/or to charge the high-voltage 
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battery (6). Depending upon driving conditions, the a. A serial hybrid vehicle, showing its major com- 
ICE, the electric motor, or both propel the vehicle. ponents, including the speed sensor, electronic 
control unit (ECU), inverter, electric motor, and 
vehicle dynamics; as well as all signals, including 
1. internal-combustion engine; 2. tank the desired vehicle speed, actual speed, control 
3. planetary gear; 4. electric motor; 5. inverter; command (ECU output), controlled voltage (in- 
6. battery; 7. alternator. ; r 
verter output), the motive force (provided by the 
electric motor), and running resistive force’; 


1 2 3 4 


b. A parallel hybrid vehicle, showing its major com- 
ponents, which should include also a block that 
represents the accelerator, engine, and motor, as 
well as the signals (including accelerator displace- 
ment and combined engine/motor motive force); 


c. A split-power HEV, showing its major compo- 
nents and signals, including, in addition to those 
listed in Parts a and b, a block representing the 
planetary gear and its control, which, depending 
upon driving conditions, would allow the ICE, the 
electric motor, or both to propel the vehicle, that 
is, to provide the necessary total motive force. 





FIGURE P1.14 Split-power hybrid electric vehicle 


D f : l block di f h ; These include the aerodynamic drag, rolling resistance, and climbing 
raw a functional block diagram for the cruise resistance. The aerodynamic drag is a function of car speed, whereas 


(speed) control system of: the other two are proportional to car weight. 
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COI cyber Exploration Laboratory FD 


Experiment 1.1 


Objective To verify the behavior of closed-loop systems as described in the 
Chapter 1 Case Study. 


Minimum Required Software Packages LabVIEW and the LabVIEW 
Control Design and Simulation Module. Note: While no knowledge of LabVIEW 
is required for this experiment, see Appendix D to learn more about LabVIEW, 
which will be pursued in more detail in later chapters. 


Prelab 
1. From the discussion in the Case Study, describe the effect of the gain of a closed- 
loop system upon transient response. 


2. From the discussion in the Case Study about steady-state error, sketch a graph of 
a step input superimposed with a step response output and show the steady-state 
error. Assume any transient response. Repeat for a ramp input and ramp output 
response. Describe the effect of gain upon the steady-state error. 


Lab 
1. Launch LabVIEW and open Find Examples... 


Bibliography 


2. In the NI Example Finder window, open CDEx Effect of Controller Type.vi, 
found by navigating to it thourgh Toolkits and Modules/Control and Simulation/ 
Control Design/Time Analysis/CDEx Effect of Controller Type vi. 

3. On the tool bar click the circulating arrows located next to the solid arrow on the 
left. The program is now running. 


4. Move the slider Controller Gain and note the effect of high and low gains. 


5. Change the controller by clicking the arrows for Controller Type and repeat 
Step 4. 


Postlab 


1. Correlate the responses found in the experiment with those described in your 
Prelab. Explore other examples provided in the LabVIEW example folders. 
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Modeling in the 
Frequency Domain 





E Chapter Learning Outcomes 


Anaao m e 


After completing this chapter, the student will be able to: 


Find the Laplace transform of time functions and the inverse Laplace transform 
(Sections 2.1-2.2) 


Find the transfer function from a differential equation and solve the differential 
equation using the transfer function (Section 2.3) 


Find the transfer function for linear, time-invariant electrical networks (Section 2.4) 


Find the transfer function for linear, time-invariant translational mechanical systems 
(Section 2.5) 


Find the transfer function for linear, time-invariant rotational mechanical systems 
(Section 2.6) 


Find the transfer functions for gear systems with no loss and for gear systems with 
loss (Section 2.7) 


Find the transfer function for linear, time-invariant electromechanical systems 
(Section 2.8) 


Produce analogous electrical and mechanical circuits (Section 2.9) 


Linearize a nonlinear system in order to find the transfer function (Sections 2.10- 
2.11) 
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Chapter 2 Modeling in the Frequency Domain 


E Case Study Learning Outcomes $ 


You will be able to demonstrate your knowledge of the chapter objectives with case 
studies as follows: 


@ Given the antenna azimuth position control system shown on the front endpapers, 
you will be able to find the transfer function of each subsystem. 


@ Given a model of a human leg or a nonlinear electrical circuit, you will be able to 
linearize the model and then find the transfer function. 


@ 2.1 Introduction 


FIGURE 2.1 a. Block diagram 
representation of a system; b. 
block diagram representation 
of an interconnection of 
subsystems 


In Chapter 1, we discussed the analysis and design sequence that included obtaining 
the system’s schematic and demonstrated this step for a position control system. To 
obtain a schematic, the control systems engineer must often make many simplifying 
assumptions in order to keep the ensuing model manageable and still approximate 
physical reality. 

The next step is to develop mathematical models from schematics of physical 
systems. We will discuss two methods: (1) transfer functions in the frequency domain 
and (2) state equations in the time domain. These topics are covered in this chapter 
and in Chapter 3, respectively. As we proceed, we will notice that in every case the 
first step in developing a mathematical model is to apply the fundamental physical 
laws of science and engineering. For example, when we model electrical networks, 
Ohm’s law and Kirchhoff’s laws, which are basic laws of electric networks, will be 
applied initially. Weill sym voltages in a loop or sum currents at a node. When we 
ARRAS 1 s¥s ; EnaA NGEE laws as the fundamental guiding 
principles. Here we will sum forces or torques. From these equations we will obtain 
the relationship between the system’s output and input. 

In Chapter 1 we saw that a differential equation can describe the relationship 
between the input and output of a system. The form of the differential equation and its 
coefficients are a formulation or description of the system. Although the differential 
equation relates the system to its input and output, it is not a satisfying representation 
from a system perspective. Looking at Eq. (1.2), a general, nth-order, linear, time- 
invariant differential equation, we see that the system parameters, which are the 
coefficients, as well as the output, c(t), and the input, r(t), appear throughout the equation. 

We would prefer a mathematical representation such as that shown in 
Figure 2.1(a), where the input, output, and system are distinct and separate parts. 
Also, we would like to represent conveniently the interconnection of several sub- 
systems. For example, we would like to represent cascaded interconnections, as shown 


Input Output 
——>] System 
r(t) c(t) 


(a) 


Input Output 
———+| Subsystem Subsystem Subsystem 
r(t) c(t) 


(b) 


Note: The input, r(t), stands for reference input. 
The output, c(t), stands for controlled variable. 


2.2 Laplace Transform Review 


in Figure 2.1(b), where a mathematical function, called a transfer function, is inside 
each block, and block functions can easily be combined to yield Figure 2.1 (a) for 
ease of analysis and design. This convenience cannot be obtained with the 
differential equation. 


@ 2.2 Laplace Transform Review 


A system represented by a differential equation is difficult to model as a block 

diagram. Thus, we now lay the groundwork for the Laplace transform, with which we 

can represent the input, output, and system as separate entities. Further, their 

interrelationship will be simply algebraic. Let us first define the Laplace transform 

and then show how it simplifies the representation of physical systems (Nilsson, 1996). 
The Laplace transform is defined as 





LOFE | fOe di (2.1) 


g= 











where s = o + jw, a complex variable. Thus, knowing f(t) and that the integral in Eq. (2.1) 
exists, we can find a function, F(s), that is called the Laplace transform of f(t).' 

The notation for the lower limit means that even if f(t) is discontinuous at t = 0, 
we can start the integration prior to the discontinuity as long as the integral 
converges. Thus, we can find the Laplace transform of impulse functions. This 
property has distinct advantages when applying the Laplace transform to the 
solution of differential equations B q ni di | iguous 
at t = 0. Using differential equation n eto solve for telet Vevey after 
the discontinuity knowing the initial conditions before the discontinuity. Using the 
Laplace transform we need only know the initial conditions before the discontinuity. 
See Kailath (1980) for a more detailed discussion. 

The inverse Laplace transform, which allows us to find f(t) given F(s), is 





Coie = f e (2.2) 


a 2nj joo 











where 
u(t) =1 t>0 
=0 ¢t<0 


is the unit step function. Multiplication of f(t) by u(t) yields a time function that is 
zero for t < 0. 

Using Eq. (2.1), it is possible to derive a table relating f(t) to F(s) for specific 
cases. Table 2.1 shows the results for a representative sample of functions. If we use 
the tables, we do not have to use Eq. (2.2), which requires complex integration, to 
find f(t) given F(s). 


'The Laplace transform exists if the integral of Eq. (2.1) converges. The integral will converge if 
Io. fen"! dt < ov. If |f(t)| < Me*',0 < t < ov, the integral will converge if 00 > 01 > 02. We call o2 
the abscissa of convergence, and it is the smallest value of ø, where s = o + ja, for which the integral exists. 
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Chapter 2 Modeling in the Frequency Domain 


TABLE 2.1 Laplace transform table 














Item no. SO F(s) 
i; a(t) 1 
2. u(t) 1 
s 
1 
3. tu(t) 2 
4. u(t) nl 
st +] 
5. e“u(t) 1 
s+a 
6. sin wtu(t) % 
+a 
T: cos wtu(t) — 
s+ a? 





In the following example we demonstrate the use of Eq. (2.1) to find the 
Laplace transform of a time function. 


Example 2.1 


Laplace Transform of a Time Function 


PRO D Find ot SDR Sa Paes Ae“u(t). 


SOLUT es the time function does not contain an impulse function, we can 
replace is lower limit of Eq. (2.1) with 0. Hence, 


w= fr {He dt = a Ae“e“dt=A he 





In addition to the Laplace transform table, Table 2.1, we can use Laplace 
transform theorems, listed in Table 2.2, to assist in transforming between f(t) and 
F(s). In the next example, we demonstrate the use of the Laplace transform 
theorems shown in Table 2.2 to find f(t) given F(s). 


Example 2.2 


Inverse Laplace Transform 
PROBLEM: Find the inverse Laplace transform of F;(s) = 1/(s + 3)’. 


SOLUTION: For this example we make use of the frequency shift theorem, Item 4 
of Table 2.2, and the Laplace transform of f(t) = tu(t), Item 3 of Table 2.1. If the 
inverse transform of F(s) =1/s? is tu(t), the inverse transform of F(s + a) = 
1/(s +a) is e~“tu(t). Hence, f4 (t) = e~*tu(t). 





2.2 Laplace Transform Review 


TABLE 2.2 Laplace transform theorems 




















Item no. Theorem Name 
1 LIFA = F(s) =f fedt Definition 
2 L\kf (t)| = kF(s) Linearity theorem 
3 LIFE) + falt] = Fils) + Fr(s) Linearity theorem 
4 Lhe“ fF (0)| = F(s+a) Frequency shift theorem 
5 Lf- T) =e F(s) Time shift theorem 
6 L| f(at)| E lp È) Scaling theorem 
a \a 

Th L 4) = sF(s) — f(0-) Differentiation theorem 

t 

2 
8 Y [y | = F(s) — sf(0—-) — f'(0-) Differentiation theorem 

i dt? 
d'f o> gik pk- Differentiation th 
9. L| = F(s) — 5 geet) ifferentiation theorem 
dt k=1 

t F(s) i 
10 L| f(z)dr] Sar Integration theorem 
11 f(~w) = lim sF(s) Final value theorem! 
12. f(0+) = lim sF(s) Initial value theorem? 


s—00 





'For this theorem to yield correct finite results, all roots of the denominator of F(s) must have negative real 
parts, and no more than one can be at the origin. 


*For this theorem to be valid, f(t) must be continuous or have a step discontinuity at t = 0 (that is, no 


impulses or their derivatives at t = 0). 
Apago PDF Enhancer 
Partial-Fraction Expansion 


To find the inverse Laplace transform of a complicated function, we can convert the 
function to a sum of simpler terms for which we know the Laplace transform of each 
term. The result is called a partial-fraction expansion. If F,(s) = N(s)/D(s), where 
the order of N(s) is less than the order of D(s), then a partial-fraction expansion can 
be made. If the order of N(s) is greater than or equal to the order of D(s), then N(s) 
must be divided by D(s) successively until the result has a remainder whose 
numerator is of order less than its denominator. For example, if 


so + 25% + 69 +7 
DUSE ar ae 


we must perform the indicated division until we obtain a remainder whose numera- 
tor is of order less than its denominator. Hence, 


(2.4) 


Fy(s) =s+1+ (2.5) 


s?+s4+5 
Taking the inverse Laplace transform, using Item 1 of Table 2.1, along with the 
differentiation theorem (Item 7) and the linearity theorem (Item 3 of Table 2.2), we obtain 
dé(t) 4 2 
t) =—— + 6(t) + L |5 2.6 

fi) =F +3) + a (2.6) 
Using partial-fraction expansion, we will be able to expand functions like F(s) = 
2/(s? +s +5) into a sum of terms and then find the inverse Laplace transform for 
each term. We will now consider three cases and show for each case how an F(s) can be 
expanded into partial fractions. 
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Case 1. Roots of the Denominator of F(s) Are Real and Distinct An example of an 
F(s) with real and distinct roots in the denominator is 


2 
F(s) = ——_—__ 
(s) (s + 1)(s +2) 
The roots of the denominator are distinct, since each factor is raised only to unity 
power. We can write the partial-fraction expansion as a sum of terms where each 
factor of the original denominator forms the denominator of each term, and 
constants, called residues, form the numerators. Hence, 


2 Kı Ka 


(2.7) 





“= GiNetD GD br ee) 
To find Kj, we first multiply Eq. (2.8) by (s + 1), which isolates K4. Thus, 
7 (s+ 1)Ko 
(6+2) Ces) er) 


Letting s approach —1 eliminates the last term and yields K; = 2. Similarly, K2 can be 
found by multiplying Eq. (2.8) by (s + 2) and then letting s approach —2; hence, Kz = —2. 
Each component part of Eq. (2.8) is an F(s) in Table 2.1. Hence, f(t) is the sum 

of the inverse Laplace transform of each term, or 
f(t) = (2e* — 2e u(t) (2.10) 


In general, then, given an F(s) whose denominator has real and distinct roots, a 
partial-fraction expansion, 


Ns) Nis) 
ApaàgA PRF Enhancer- Grp) 

= Kı Ka eei Km waca Kn 

S a a a 














can be made if the order of N(s) is less than the order of D(s). To evaluate each 
residue, K;, we multiply Eq. (2.11) by the denominator of the corresponding partial 
fraction. Thus, if we want to find Km, we multiply Eq. (2.11) by (s+ Pm) and get 











E (s+ Pm)N(s) 
+ PadF(S) = Get pa) (8 FP) (8 Ba) 
= (+ Pm Gy t OF PMG tKa 
+ (Spy) eee (2.12) 


If we let s approach —p,,,, all terms on the right-hand side of Eq. (2.12) go to zero 
except the term Km, leaving 


(s+ JN(s) ie on 





(S + Pa) (S + P2) + L8+Pin) i (S + Pn) Isp, 


The following example demonstrates the use of the partial-fraction expansion 
to solve a differential equation. We will see that the Laplace transform reduces the 
task of finding the solution to simple algebra. 
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Example 2.3 





Laplace Transform Solution of a Differential Equation 


PROBLEM: Given the following differential equation, solve for y(t) if all initial 
conditions are zero. Use the Laplace transform. 
dy dy 


=z t12 


JA zr +32y = 32u(t) (2.14) 


SOLUTION: Substitute the corresponding F(s) for each term in Eq. (2.14), using 
Item 2 in Table 2.1, Items 7 and 8 in Table 2.2, and the initial conditions of y(t) and 
dy(t)/dt given by y(0—) = 0 and y(0—) = 0, respectively. Hence, the Laplace 
transform of Eq. (2.14) is 


sY (s) + 12sY(s) + 32Y(s) = = (2.15) 


Solving for the response, Y(s), yields 


32 32 
¥(s) = 24 10s $32) ~ sls FAVS +8) ot) 





To solve for y(t), we notice that Eq. (2.16) does not match any of the terms in Table 
2.1. Thus, we form the partial-fraction expansion of the right-hand term and match 
each of the resulting terms with F(s) in Table 2.1. Therefore, 
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Y(s) (2.17) 





~ s(s +4)(s + 8) s  (s+4) (s+8) 


where, from Eq. (2.13), 

















32 
K,= =1 2.18 
1 G+ D548) |, esa) 
32 
K =-—2 2.18b 
$ s(s T 8) s——4 ( ) 
32 
Kas =1 2.18 
i s(s T 4) s—=-8 ( e) 
Hence, 
1 2 1 
Y(s) = | (2.19) 





s (s+4) l (s +8) 


Since each of the three component parts of Eq. (2.19) is represented as an 
F(s) in Table 2.1, y(t) is the sum of the inverse Laplace transforms of each term. 
Hence, 


y(t) = (1 —2e* +e% u(t) (2.20) 
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Chapter 2 Modeling in the Frequency Domain 


Students who are using MATLAB shouldnowrunch2p1 through ch2p8 
in Appendix B. This is your first MATLAB exercise. Youwill learn how 
to use MATLAB to (1) represent polynomials, (2) find roots of poly- 
nomials, (3) multiply polynomials, and (4) find partial-fraction 











expansions. Finally, Example 2.3 will be solved using MATLAB. 











Trylt 2.1 


Use the following MATLAB 
and Control System Toolbox 
statement to form the linear, 
time-invariant (LTI) transfer 
function of Eq. (2.22). 


mazok ly PiE =2 =2 2) 


Trylt 2.2 


Use the following MATLAB 

statements to help you get 

Eq. (2.26). 

numf=2; 

denf=poly([-1 —2 —2]}); 

[k,p,k] =residue... 
(numf, denf) 


The u(t) in Eq. (2.20) shows that the response is zero until t = 0. Unless 
otherwise specified, all inputs to systems in the text will not start until t = 0. Thus, 
output responses will also be zero until t = 0. For convenience, we will leave off the 
u(t) notation from now on. Accordingly, we write the output response as 


y(t) =1—2e* +e (2.21) 


Case 2. Roots of the Denominator of F(s) Are Real and Repeated An example of 
an F(s) with real and repeated roots in the denominator is 


2 


"= GTI 


(2.22) 


The roots of (s + 2) in the denominator are repeated, since the factor is raised to an 
integer power higher than 1. In this case, the denominator root at —2 is a multiple 
root of multiplicity 2. 

We can write the partial-fraction expansion as a sum of terms, where each 
facto of a denomi F ERS, denominator of each term. In addition, each 
mu Fone adam andes isting of denominator factors of 
reduced multiplicity. For example, if 

2 Kı Kə K3 


"e e e A 





(2.23) 


then Kı = 2, which can be found as previously described. K can be isolated by 
multiplying Eq. (2.23) by (s + 2)’, yielding 
2 


TA (s +2)? b Ka + (s + 2)K3 (2.24) 





Letting s approach —2, K, = —2. To find K3 we see that if we differentiate Eq. (2.24) 
with respect to s, 








—2 +2 
Pens eee (2.25) 
(s+1) (s+1) 
K3 is isolated and can be found if we let s approach —2. Hence, K3 = —2. 


Each component part of Eq. (2.23) is an F(s) in Table 2.1; hence, f(t) is the sum 
of the inverse Laplace transform of each term, or 


f(t) = 2e™ — 2te~* — 2e” (2.26) 


If the denominator root is of higher multiplicity than 2, successive differentiation 
would isolate each residue in the expansion of the multiple root. 


2.2 Laplace Transform Review 


In general, then, given an F(s) whose denominator has real and repeated roots, 
a partial-fraction expansion, 




















Fo) =F 
_ N(s) 
(s +p) (S+ p2) (S+ Pn) 
oZ K Ky K, 
“Gly Gap” Gee 
Krist Kn 
(stp) | (S+Pn) (2.27) 


can be made if the order of N(s) is less than the order of D(s) and the repeated roots 
are of multiplicity r at —p,. To find K, through K, for the roots of multiplicity greater 
than unity, first multiply Eq. (2.27) by (s + p4)” getting Fı(s), which is 


F,(s) = (s + pi) F(s) 
(s +p) N(s5) 
(s + p1) (s + p2) (8+ Pn) 
= Kı + (s+pı)K2 + (s +p} K3 +- + (s +p) K, 
Kysi(s PP) ya Kn(s + Pi)" 


Gp) ae ee) 


Immediately, we can solve for Kı APNAIQ RPE.. ARGA: we 


differentiate Eq. (2.28) with respect to s and then let s approach —p,. Subsequent 
differentiation will allow us to find K3 through K,. The general expression for Kı 
through K, for the multiple roots is 














0=1 (2.29) 





S>—P1 


Case 3. Roots of the Denominator of F(s) Are Complex or Imaginary An example 
of F(s) with complex roots in the denominator is 


3 





F(s) = ———— 2.30 
(s) s( + 2s +5) ey) 
This function can be expanded in the following form: 
3 Kk, K K 
eee (2.31) 


s(s*@+2s+5) s  s?4+25s+5 


K; is found in the usual way to be 2. K, and K3 can be found by first multiplying 
Eq. (2.31) by the lowest common denominator, s(s* +2s+5), and clearing the 
fractions. After simplification with Kı = 3, we obtain 


3 6 
3= (Ka+5)+ (Ks+5)s- 





T 
Oo 


(2.32) 
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Trylt 2.3 


Use the following MATLAB 
and Control System Toolbox 
statement to form the LTI 
transfer function of Eq. (2.30). 


F=tf£([3],[1 2 5 0) 
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Trylt 2.4 


Use the following MATLAB 
and Symbolic Math Toolbox 
statements to get Eq. (2.38) 
from Eq. (2.30). 


syms s 
f=ilaplace... 

(3/(s*(s*2+2*s+5))); 
pretty(f) 


Chapter 2 Modeling in the Frequency Domain 


Balancing coefficients, (K2 +2) = 0 and (K3 +£) = 0. Hence Ky = —2 and K3 = 
— É, Thus 
5 > 


3 3/5 3 2 
. Ba (2.33) 


P= Era s 58+4+2s+5 





The last term can be shown to be the sum of the Laplace transforms of an 
exponentially damped sine and cosine. Using Item 7 in Table 2.1 and Items 2 and 4 in 
Table 2.2, we get 


A 
PJA cos wt] = T (2.34) 
s+a) +o 
Similarly, 
L|Be “sin at] = E (2.35) 
s+a) +o 
Adding Eqs. (2.34) and (2.35), we get 
L|Ae cos wt + Be“ sin wt] = pil ee (2.36) 
(sta) +o? 





We now convert the last term of Eq. (2.33) to the form suggested by Eq. (2.36) 
by completing the squares in the denominator and adjusting terms in the numerator 


vita bagö: PDF Erhancer 


_ 3/5 3(s +1) +(1/2)(2) 





F(s 2.37 
Or (s+1? +2 (2.37) 
Comparing Eq. (2.37) to Table 2.1 and Eq. (2.36), we find 
3 3a 1. 
ft = 373€ (cos 2t + 550 2) (2.38) 


In order to visualize the solution, an alternate form of f(t), obtained by 
trigonometric identities, is preferable. Using the amplitudes of the cos and sin 


terms, we factor out 4/1° + (1/2)° from the term in parentheses and obtain 


_3 3 2 2- t j 
fA = ae! + (1/2)°e cos 2t + sin 2t (2.39) 


1 1/2 
4/1? + (1/27 4/1? + (1/27 
Letting 1/,/1? + (1/2)? = cos ¢ and (1/2)/,/1? + (1/2)? = sing, 


FS ; -= ; 1? + (1/2)’e(cos ¢ cos 2t + sin ¢ sin 21) (2.40) 


or 
f(t) = 0.6 — 0.671e~‘cos(2t — ¢) (2.41) 


2.2 Laplace Transform Review 


where ¢ = arctan 0.5 = 26.57°. Thus, f(t) is a constant plus an exponentially damped 
sinusoid. 

In general, then, given an F(s) whose denominator has complex or purely 
imaginary roots, a partial-fraction expansion, 











NS) N(s) 
a D(s) (s+ p,)(s? +as + b)--- 
z (Kas + K3) 
~ (s+p) + (s? + as +b) T (2.42) 


can be made if the order of N(s) is less than the order of D(s) p4 is real, and (s? + 
as + b) has complex or purely imaginary roots. The complex or imaginary roots are 
expanded with (K2s + K3) terms in the numerator rather than just simply K;, as in 
the case of real roots. The K;’s in Eq. (2.42) are found through balancing the 
coefficients of the equation after clearing fractions. After completing the squares on 
($ + as + b) and adjusting the numerator, (K2s + K3)/(s” + as + b) can be put into 
the form shown on the right-hand side of Eq. (2.36). 

Finally, the case of purely imaginary roots arises if a = 0 in Eq. (2.42). The 
calculations are the same. 

Another method that follows the technique used for the partial-fraction 
expansion of F(s) with real roots in the denominator can be used for complex 
and imaginary roots. However, the residues of the complex and imaginary roots are 
themselves complex conjugates. Then, after taking the inverse Laplace transform, 
the resulting terms can be identified as 














el? 4 e? 
=~ = cos 9 (2.43) 
i Apago PDF Enhancer 
an 
jJ? _ ei? 
Da = sin 6 (2.44) 
For example, the previous F(s) can also be expanded in partial fractions as 
3 3 
F = = 
O= FtS eID 
S eee ee eee (2.45) 
s  s+1+4+j2 s4+1-j2 
Finding K2, 
3 3 
Kı = ———_ =-— (2+ jl 2.46 
P= oni) agg DO eo 


Similarly, K3 is found to be the complex conjugate of K2, and Kı is found as 
previously described. Hence, 





3/5 3 / 2+jl 2 fi 
F(s) = 2.47 
ve a (seen toe pan 
from which 
3 3 

oe . —(14j2)t E —(1-j2)t 

FO =3- z (2+ + 2 - je | 

3 3 _ | fe? +e gt 4. e-i 
=3- 7 HS) H(A) (2.48) 


Trylt 2.5 


Use the following MATLAB 

statements to help you get 

Eq. (2.47). 

numf=3 

denf=(1 2 5 0] 

[k,p,k]=residue... 
(numf, denf) 
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Using Eqs. (2.43) and (2.44), we get 


f= ; — se (cos 2t + sein 2) = 0.6 — 0.671e ‘cos(2t — ¢) (2.49) 


where ¢ = arctan 0.5 = 26.57°. 


symbolic Math Students who are performing the MATLAB exercises and want to 

CID explore the added capability of MATLAB’s Symbolic Math Toolbox 
should now run ch2spl1 and ch2sp2 in Appendix F at www.wiley.com/ 
college/nise. Youwill learn how to construct symbolic objects and 
then find the inverse Laplace and Laplace transforms of frequency 
andtime functions, respectively. The examples inCase 2 andCase 3 
in this section will be solved using the Symbolic Math Toolbox. 











Skill-Assessment Exercise 2.1 


PROBLEM: Find the Laplace transform of f(t) = te~™. 


ANSWER: F(s) = 1/(s +5) 


The complete solution is at www.wiley.com/college/nise. 





Skill-Assessment Exercise 2.2 


Veyw do wb on d k h l Www ia 


PROBLEM: Find the inverse Laplace transform of F(s) = 10/[s(s + 2)(s + 3)’]. 














5 10 40 
WileyPLUS ANSWER: f(t) = - 5e% 4 tet 4 5 e73 
ci 
Control Solutions The complete solution is at www.wiley.com/college/nise. 





@ 2.3 The Transfer Function 


In the previous section we defined the Laplace transform and its inverse. We presented 
the idea of the partial-fraction expansion and applied the concepts to the solution of 
differential equations. We are now ready to formulate the system representation 
shown in Figure 2.1 by establishing a viable definition for a function that algebraically 
relates a system’s output to its input. This function will allow separation of the input, 
system, and output into three separate and distinct parts, unlike the differential 
equation. The function will also allow us to algebraically combine mathematical 
representations of subsystems to yield a total system representation. 

Let us begin by writing a general nth-order, linear, time-invariant differential 








equation, 
d'c(t) | diet), 97 2H, aes 
an ain T" An—-1 dr fee. agc(t) = bm dem t bm-1 Pr fee. bor(t) 


(2.50) 
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where c(t) is the output, r(t) is the input, and the as, brs, and the form of the 
differential equation represent the system. Taking the Laplace transform of both sides, 


ans” C(s) + an_1s"-!C(s) +--+ + aoC(s) + initial condition 
terms involving c(t) 


= bms” R(8) + Dis | R(s) + +++ + boR(s) + initial condition 
terms involving r(t) (2-51) 


Equation (2.51) is a purely algebraic expression. If we assume that all initial 
conditions are zero, Eq. (2.51) reduces to 


(ans” + apis) + +++ + a9)C(s) = (bms + bm187! +--+ + bo) R(s) (2.52) 


Now form the ratio of the output transform, C(s), divided by the input transform, R(s): 





_ (bmS” + mas” + +++ + bo) 





(2.53) 


(ans” + An_18"-1 + +++ + ao) 





Notice that Eq. (2.53) separates the output, C(s), the input, R(s), and the system, the 
ratio of polynomials in s on the right. We call this ratio, G(s), the transfer function and 
evaluate it with zero initial conditions. 

The transfer function can be represented as a block diagram, as 
shown in Figure 2.2, with the input on the left, the output on the right, and 
the system transfer function inside the block. Notice that the denomina- 
tor of the transfer function is identical to the characteristic polynomial of FIGURE 2.2 Block diagram of a transfer 
the differential equation. Also, we can find the output, C(s) by using function 


naaca DDF Enhancer 
C(s) = R(s)G(s) (2.54) 





R(s) (bms + Dy | + -+ -+ bo) C(s) 
» 


(a„s” + aps! Pore 4 do) 


Let us apply the concept ofa transfer function to an example and then use the result to 
find the response of the system. 


Example 2.4 


Transfer Function for a Differential Equation 
PROBLEM: Find the transfer function represented by 


dc(t) 


at Zefi) = rli) (2.55) 


SOLUTION: ‘Taking the Laplace transform of both sides, assuming zero initial 
conditions, we have 


sC(s) +2C(s) = R(s) (2.56) 


The transfer function, G(s), is 


(2.57) 
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aD Students who are using MATLAB should now run ch2p9 through ch2p12 
in Appendix B. You will learn how to use MATLAB to create transfer 
functions with numerators and denominators in polynomial or fac- 
tored form. You will also learn how to convert between polynomial 
and factored forms. Finally, you will learn how to use MATLAB to 
plot time functions. 

Symbolic Math Students who are performing the MATLAB exercises and want to 

CID explore the added capability of MATLAB’s Symbolic Math Toolbox 











should now run ch2sp3 in Appendix F at www.wiley.com/college/ 
nise. You will learn how to use the Symbolic Math Toolbox to 
simplify the input of complicated transfer functions as well as 
improve readability. Youwill learn howto enter a symbolic trans- 
fer function and convert it to a linear, time-invariant (LTI) 
object as presented in Appendix B, ch2p9. 











Example 2.5 


TrylIt 2.6 System Response from the Transfer Function 


Use the following MATLAB . . 
and Symbolic Math Toolbox PROBLEM: Use the result of Example 2.4 to find the response, c(t) to an input, 


statements to help you get r(t) = u(t), a unit step, assuming zero initial conditions. 

Eq. (2.60). 

MPA SOLUTION: To solve the problem, we use Eq. (2.54), where G(s) = 1/(s + 2) as 
can [SHON found in Example 2.4. Since r(t) = u(t), R(s) = 1/s, from Table 2.1. Since the initial 


C=ilaplace(Cc) ORSAY PDF Bohan er 1 
Trylt 2.7 ar) 


Use the following MATLAB Expanding by partial fractions, we get 

statements to plot Eq. (2.60) 

for t from 0 to 1 sat intervals of 1 / 2 1 / 2 
0.01 s. CO) - oE 


T=0:0- 01517 3 A ; p 
plotas s Finally, taking the inverse Laplace transform of each term yields 


(t,(1/2-1/2* exp (-2*t))) 


(2.58) 


Skill-Assessment Exercise 2.3 


PROBLEM: Find the transfer function, G(s) = C(s)/R(s), corresponding to the 
dc ,dc „de 

differential equation iB | “ae +7 re 

C(s) _ s + 4s +3 


R(s) ~ 384382 +75+5 





ANSWER: G(s) = 





The complete solution is at www.wiley.com/college/nise. 
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Skill-Assessment Exercise 2.4 


PROBLEM: Find the differential equation corresponding to the transfer function, 


2s+1 
E TE 


2 


e p 


d at d 


ANSWER: 


The complete solution is at www.wiley.com/college/nise. 


Skill-Assessment Exercise 2.5 


PROBLEM: Find the ramp response for a system whose transfer function is 


ce) (s+ 4)(s+8) 


1 
~~ 32 





ANSWER: c(t) 


The complete solution is at www.wiley.com/college/nise. 


In general, a physical system that can be represented by a linear, time-invariant 
differential equation can be modeled as a transfer function. The rest of this chapter will 
be devoted to the task of modeling APAGO PDE wai nhancersent 
electrical networks, translational mechanical systems, rotational mechanical systems, 
and electromechanical systems as transfer functions. As the need arises, the reader can 
consult the Bibliography at the end of the chapter for discussions of other types of 
systems, such as pneumatic, hydraulic, and heat-transfer systems (Cannon, 1967). 


@ 2.4 Electrical Network Transfer Functions 


In this section, we formally apply the transfer function to the mathematical modeling 
of electric circuits including passive networks and operational amplifier circuits. 
Subsequent sections cover mechanical and electromechanical systems. 

Equivalent circuits for the electric networks that we work with first consist of 
three passive linear components: resistors, capacitors, and inductors.* Table 2.3 
summarizes the components and the relationships between voltage and current and 
between voltage and charge under zero initial conditions. 

We now combine electrical components into circuits, decide on the input and 
output, and find the transfer function. Our guiding principles are Kirchhoff’s laws. 
We sum voltages around loops or sum currents at nodes, depending on which 
technique involves the least effort in algebraic manipulation, and then equate the 
result to zero. From these relationships we can write the differential equations for 
the circuit. Then we can take the Laplace transforms of the differential equations 
and finally solve for the transfer function. 


? Passive means that there is no internal source of energy. 
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TABLE 2.3 Voltage-current, voltage-charge, and impedance relationships for capacitors, resistors, and inductors 








Impedance Admittance 
Component Voltage-current Current-voltage Voltage-charge Z(s) = V(s)/I(s) Y(s) = I(s)/V(s) 
+ ‘ 1 ft, dv(t) 1 1 
vsz f ide (y= c20 v(t) = +a) A Cs 
Capacitor C Jo dt C Cs 
; 1 1 
NV\- =R TET =r R Lane 
: R dt R 
Resistor 





= S sy = 1 HO i(t) = ak v(t)dt v(t) = pea Ls 1 
0 


Inductor 


dt? Ls 





Note: The following set of symbols and units is used throughout this book: v(t) — V (volts), i(t) — A (amps), q(t) — Q (coulombs), C — F (farads), 
R — Q (ohms), G — Q (mhos), L — H (henries). 





Simple Circuits via Mesh Analysis 

Transfer functions can be obtained using Kirchhoff’s voltage law and summing 
voltages around loops or meshes. We call this method loop or mesh analysis and 
demonstrate it in the following example. 


Example 2.6 





Transfer Function—Single Loop via the Differential Equation 





“WOT VV 











FIGURE 2.3 RLC network 


Apag Fin PRE PENRAN CRK the capacitor voltage, Vc(s), to 


the input voltage, V(s) in Figure 2.3. 


SOLUTION: In any problem, the designer must first decide what the input and 


+ 
v(t) È) ) C >< "ce output should be. In this network, several variables could have been chosen to be 
i(t) 


the output —for example, the inductor voltage, the capacitor voltage, the resistor 
voltage, or the current. The problem statement, however, is clear in this case: We 
are to treat the capacitor voltage as the output and the applied voltage as the input. 
Summing the voltages around the loop, assuming zero initial conditions, 
yields the integro-differential equation for this network as 








di(t) Lf, 7 
Lor + Ri(t) + af i(t)dt = v(t) (2.61) 
Changing variables from current to charge using i(t) = dq(t)/dt yields 
dalt)  ,dq(t) 1 
L J R I eal) = v(t) (2.62) 
From the voltage-charge relationship for a capacitor in Table 2.3, 
q(t) = Cvc(t) (2.63) 
Substituting Eq. (2.63) into Eq. (2.62) yields 
dvelt) , pvdve(t) , 
LC de RC a vc(t) = v(t) (2.64) 


3 A particular loop that resembles the spaces in a screen or fence is called a mesh. 
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Taking the Laplace transform assuming zero initial conditions, rearranging terms, 
and simplifying yields Vs) 
(LCs* + RCs + 1)Vc(s) = V(s) (2.65) 


Solving for the transfer function, Vc(s)/V(s), we obtain 








FIGURE 2.4 Block diagram of 





Vels) | 1/LC series RLC electrical network 
= (2.66) 
V(s) R 1 
s2 +— 
L 


as shown in Figure 2.4. 





Let us now develop a technique for simplifying the solution for future 
problems. First, take the Laplace transform of the equations in the voltage-current 
column of Table 2.3 assuming zero initial conditions. 

For the capacitor, 





V(s) = —I(s) (2.67) 


For the resistor, 





V(s) = RI(s) (2.68) 











For the inductor, 





(2.69) 
DF Enhancer 








(2.70) 











Notice that this function is similar to the definition of resistance, that is, the ratio of 
voltage to current. But, unlike resistance, this function is applicable to capacitors and 
inductors and carries information on the dynamic behavior of the component, since it 
represents an equivalent differential equation. We call this particular transfer function 
impedance. The impedance for each of the electrical elements is shown in Table 2.3. 

Let us now demonstrate how the concept of impedance simplifies the solution 
for the transfer function. The Laplace transform of Eq. (2.61), assuming zero initial 
conditions, is 


(ts +R+7,)16) = VO) (2.71) 


Notice that Eq. (2.71), which is in the form 


Ls R 
[Sum of impedances]Z(s) = [Sum of applied voltages] (2.72) KOT AMV 


suggests the series circuit shown in Figure 2.5. Also notice that the circuit of 
Figure 2.5 could have been obtained immediately from the circuit of Figure 2.3 ys) ©) 
simply by replacing each element with its impedance. We call this altered circuit 
the transformed circuit. Finally, notice that the transformed circuit leads imme- 16) 
diately to Eq. (2.71) if we add impedances in series as we add resistors in series. FIGURE 2.5 Laplace-transformed 
Thus, rather than writing the differential equation first and then taking the network 





loa 
Go Veo 
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Laplace transform, we can draw the transformed circuit and obtain the Laplace 
transform of the differential equation simply by applying Kirchhoff’s voltage law to 
the transformed circuit. We summarize the steps as follows: 


1. Redraw the original network showing all time variables, such as v(t), i(t), and 
vc(t), as Laplace transforms V(s), I(s), and Vc(s), respectively. 


2. Replace the component values with their impedance values. This replacement is 
similar to the case of dc circuits, where we represent resistors with their resistance 
values. 


We now redo Example 2.6 using the transform methods just described and bypass 
the writing of the differential equation. 


Example 2.7 


Transfer Function—Single Loop via Transform Methods 


PROBLEM: Repeat Example 2.6 using mesh analysis and transform methods 
without writing a differential equation. 


SOLUTION: Using Figure 2.5 and writing a mesh equation using the impedances as 
we would use resistor values in a purely resistive circuit, we obtain 


(zs +R+ a) I(s) = V(s) (2.73) 


Sohmpa Go" (PDF Enhancer 


Vis) 





= i (2.74) 
Ls+R+— 
S++ Cs 
But the voltage across the capacitor, Vc (s), is the product of the current and the 
impedance of the capacitor. Thus, 
1 


Vc(s) = Ks) G 


Solving Eq. (2.75) for I(s), substituting /(s) into Eq. (2.74), and simplifying yields 
the same result as Eq. (2.66). 


(2.75) 





Simple Circuits via Nodal Analysis 

Transfer functions also can be obtained using Kirchhoff’s current law and summing 
currents flowing from nodes. We call this method nodal analysis. We now demon- 
strate this principle by redoing Example 2.6 using Kirchhoff’s current law and the 
transform methods just described to bypass writing the differential equation. 


Example 2.8 





Transfer Function—Single Node via Transform Methods 


PROBLEM: Repeat Example 2.6 using nodal analysis and without writing a 
differential equation. 
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SOLUTION: The transfer function can be obtained by summing currents flowing out 
of the node whose voltage is V c(s) in Figure 2.5. We assume that currents leaving the 
node are positive and currents entering the node are negative. The currents consist of 
the current through the capacitor and the current flowing through the series resistor 
and inductor. From Eq. (2.70), each I(s) = V(s)/Z(s). Hence, 


Vels) _ Ve(s) — Vis) 
I/Cs >`  R+Ls 





=0 (2.76) 


where Vc(s)/(1/Cs) is the current flowing out of the node through the capacitor, 
and [Vc(s) — V(s)]/(R+ Ls) is the current flowing out of the node through the 


series resistor and inductor. Solving Eq. (2.76) for the transfer function, Vc(s)/V(s), 
we arrive at the same result as Eq. (2.66). 





Simple Circuits via Voltage Division 
Example 2.6 can be solved directly by using voltage division on the transformed 
network. We now demonstrate this technique. 


Example 2.9 


Transfer Function—Single Loop via Voltage Division 


PROBLEM: Repeat Example 2.6 using voltage division and the transformed 
circuit. Apago PDF Enhancer 
SOLUTION: The voltage across the capacitor is some proportion of the input 
voltage, namely the impedance of the capacitor divided by the sum of the 
impedances. Thus, 

1/Cs 


ee (rtd) 





V(s) (2.77) 


Solving for the transfer function, Vc (s)/V (s), yields the same result as Eq. (2.66). 
Review Examples 2.6 through 2.9. Which method do you think is easiest for 
this circuit? 





The previous example involves a simple, single-loop electrical network. Many 
electrical networks consist of multiple loops and nodes, and for these circuits we 
must write and solve simultaneous differential equations in order to find the transfer 
function, or solve for the output. 


Complex Circuits via Mesh Analysis 

To solve complex electrical networks— those with multiple loops and nodes— using 
mesh analysis, we can perform the following steps: 

1. Replace passive element values with their impedances. 

2. Replace all sources and time variables with their Laplace transform. 

3. Assume a transform current and a current direction in each mesh. 
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FIGURE 2.6 a. Two-loop 
electrical network; 

b. transformed two-loop 
electrical network; 

c. block diagram 
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4. Write Kirchhoff’s voltage law around each mesh. 
5. Solve the simultaneous equations for the output. 
6. Form the transfer function. 


Let us look at an example. 


Example 2.10 





Transfer Function—Multiple Loops 
PROBLEM: Given the network of Figure 2.6(a), find the transfer function, 


In(s)/V(s). 

SOLUTION: The first step in the solution is to convert the network into Laplace 
transforms for impedances and circuit variables, assuming zero initial conditions. 
The result is shown in Figure 2.6(b). The circuit with which we are dealing requires 
two simultaneous equations to solve for the transfer function. These equations can 
be found by summing voltages around each mesh through which the assumed 
currents, [;(s) and /2(s), flow. Around Mesh 1, where /;(s) flows, 


Ril (s) + Ls (s) — LsIz(s) = V(s) (2.78) 


Around Mesh 2, where J(s) flows, 


Apago PDE) «Enhancer LsI,(s) =0 (2.79) 





Ry 


+ 
L C vc) 
in(t) T 








Rı Ry 
Vi(s) NW Ve(s) 
1 i 
Vis) Ls G 
I,(s) h(s) T 


V(s) LCs? b6) 
(Rı+ Ra)LCs?+(R RC + L)s + Ry 











(c) 
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Combining terms, Eqs. (2.78) and (2.79) become simultaneous equations in 74 (s) 
and I,(s): 
(Ry + Ls)l (s) — Lsh (s) = V (s) (2.80a) 





— Ls, (s) 4 (£s + Ro 4 5) 0) =0 (2.80b) 


We can use Cramer’s rule (or any other method for solving simultaneous 
equations) to solve Eq. (2.80) for I>(s).4 Hence, 


(Ri + Ls) V(s) 





A= 1 
—Ls (zs +R + 5) 
Cs 


Forming the transfer function, G(s), yields 
h(s) Ls LCs? 
G(s) = LL 2.82 
(s) V(s) A (Ri + R2) LCs? + (Ry RoC + L)s +R, ( ) 





as shown in Figure 2.6(c). 
We have succeeded in modeling a physical network as a transfer function: The 
network of Figure 2.6(a) is now modeled as the transfer function of Figure 2.6(c). 


Before leaving the example, we Wpago Pp Futkinkdn @@r The 


form that Eq. (2.80) take is 


f 
Sum of Tane Sum of applied 
impedances | J,(s) — oon oie h(s) = | voltages around | (2.83a) 


around Mesh 1 Mesh 1 
two meshes 


f 
re Sum of Sum of applied 
— P l(s)+| impedances | J2(s) =| voltages around | (2.83b) 


common to the 
around Mesh 2 Mesh 2 
two meshes 


Recognizing the form will help us write such equations rapidly; for example, mechani- 
cal equations of motion (covered in Sections 2.5 and 2.6) have the same form. 


Symbolic Math 
Students who are performing the MATLAB exercises andwant toexplore y 


the added capability of MATLAB’s Symbolic Math Toolbox should now 
run ch2sp4 in Appendix F at www.wiley.com/college/nise, wher 
Example 2.10 is solved. You will learn how to use the Symbolic 
Math Toolbox to solve simultaneous equations using Cramer’s 
rule. Specifically, the Symbolic Math Toolbox will be used to solve 
for the transfer function in Eq. (2.82) using Eq. (2.80). 


























“See Appendix G (Section G.4) at www.wiley.com/college/nise for Cramer’s rule. 
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Complex Circuits via Nodal Analysis 
Often, the easiest way to find the transfer function is to use nodal analysis rather than 
mesh analysis. The number of simultaneous differential equations that must be 
written is equal to the number of nodes whose voltage is unknown. In the previous 
example we wrote simultaneous mesh equations using Kirchhoff’s voltage law. For 
multiple nodes we use Kirchhoff’s current law and sum currents flowing from each 
node. Again, as a convention, currents flowing from the node are assumed to be 
positive, and currents flowing into the node are assumed to be negative. 

Before progressing to an example, let us first define admittance, Y(s), as the 
reciprocal of impedance, or 





eee) 


ED a VIG) 





(2.84) 











When writing nodal equations, it can be more convenient to represent circuit 
elements by their admittance. Admittances for the basic electrical components 
are shown in Table 2.3. Let us look at an example. 


Example 2.11 


Transfer Function—Multiple Nodes 


PROBLEM: Find the transfer function, Vc(s)/V(s), for the circuit in Figure 2.6(). 
Use nodal analysis. 


SOLUTION: For this problem, we sum currents at the nodes rather than sum 


viäpago age hPDRs. Enhian @@rthe sum of currents flowing from 


the nodes marked V;(s) and Vc(s) are, respectively, 
VL(s) = V(s) i VL(s) VL(s) = Vc(s) 
Ri iy * R> 
Vc(s) — Vi(s) 
Ry 


Rearranging and expressing the resistances as conductances,’ G; = 1/R; and 
G2 = 1/R>, we obtain, 


(o: + G2 + T i) Fels ) — G2Vc(s) = V(s)Gi (2.86a) 


=0 (2.85a) 








CsV c(s) 4 =0 (2.85b) 


—G2V_(s) + (G2 + Cs)Vc(s) =0 (2.86b) 


GGz Solving for the transfer function, Vc(s)/V(s), yields 
C $ Vcs) 
2, AGL+C Gr - GiG | 
ee Stie Ve(s) _ C 


FIGURE 2.7 Block diagram of the network of V(s) (Gi | G2)s2 | GiGL + C | 


Figure 2.6 as shown in Figure 2.7. ue a 














>In general, admittance is complex. The real part is called conductance and the imaginary part is called 
susceptance. But when we take the reciprocal of resistance to obtain the admittance, a purely real quantity 
results. The reciprocal of resistance is called conductance. 
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Another way to write node equations is to replace voltage sources by 
current sources. A voltage source presents a constant voltage to any load; 
conversely, a current source delivers a constant current to any load. Practically, 
a current source can be constructed from a voltage source by placing a large 
resistance in series with the voltage source. Thus, variations in the load do not 
appreciably change the current, because the current is determined approxi- 
mately by the large series resistor and the voltage source. Theoretically, we rely 
on Norton’s theorem, which states that a voltage source, V(s), in series with an 
impedance, Z;(s), can be replaced by a current source, I(s) = V(s)/Zs(s), in 
parallel with Z,(s). 

In order to handle multiple-node electrical networks, we can perform the 
following steps: 


. Replace passive element values with their admittances. 

- Replace all sources and time variables with their Laplace transform. 

. Replace transformed voltage sources with transformed current sources. 
. Write Kirchhoff’s current law at each node. 

. Solve the simultaneous equations for the output. 


Non A & NK = 


. Form the transfer function. 


Let us look at an example. 


Example 2.12 





Transfer Function—Multiple Nodes with Current Sources 


PROBLEM: For the network of Figure 2.6, find the transfer function, 
Vc(s)/V(s), using nodal analysis and a transformed circuit with current 





Gy 
Vis) Vcs) 
sources. NW i 
SOLUTION: Convert all impedances to admittances and all voltage Ving e aa e 
sources in series with an impedance to current sources in parallel with mee SLs 
an admittance using Norton’s theorem. 





Redrawing Figure 2.6(b) to reflect the changes, we obtain Fig- 
ure 2.8, where G; = 1/Rı, G2 = 1/R2, and the node voltages—the 
voltages across the inductor and the capacitor—have been identified 
as Vz(s) and Vc(s), respectively. Using the general relationship, 
I(s) = Y (s)V (s), and summing currents at the node Vz (s), 


FIGURE 2.8 Transformed network 
ready for nodal analysis 


1 
GıVL(s) + Ts VL) + G2[Vx(s) — Vc(s)] = V(s)Gi (2.88) 
Summing the currents at the node V¢(s) yields 
CsVc(s) + G2[Vc(s) -VL (s)] =0 (2.89) 


Combining terms, Eqs. (2.88) and (2.89) become simultaneous equations in Vc(s) 
and Vz (s), which are identical to Eq. (2.86) and lead to the same solution as Eq. (2.87). 

An advantage of drawing this circuit lies in the form of Eq. (2.86) and its 
direct relationship to Figure 2.8, namely 
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Sum of admittances 
| Vz(s) — | common to the two | Vc(s) = 


| Sum of admittances 
nodes 


Sum of applied 
connected to Node 1 


currents at Node 1 


(2.90a) 


common to the two 


Sum of applied 
Persano] 


currents at Node 2 


Sum of admittances 
connected to Node 2 


| Hi | Sum of admittances 


nodes 


(2.90b) 





A Problem-Solving Technique 

In all of the previous examples, we have seen a repeating pattern in the equations 
that we can use to our advantage. If we recognize this pattern, we need not write the 
equations component by component; we can sum impedances around a mesh in the 
case of mesh equations or sum admittances at a node in the case of node equations. 
Let us now look at a three-loop electrical network and write the mesh equations by 
inspection to demonstrate the process. 


Example 2.13 


E IJE dadlll 
Mesh Equations via Inspection 










PROBLEM: Write, but do not solve, the mesh equations for the network shown in 
Figure 2.9. 








FIGURE 2.9 Three-loop 
electrical network 





SOLUTION: Each of the previous problems has illustrated that the mesh 
equations and nodal equations have a predictable form. We use that knowledge 
to solve this three-loop problem. The equation for Mesh 1 will have the following 
form: 


Sum of 
Sum of impedances 
common to 
Mesh 1 and 


Mesh 2 


impedances 
around Mesh 1 


(s) = 


Sum of 
impedances 
— | common to 
Mesh 1 and 
Mesh 3 


Similarly, Meshes 2 and 3, respectively, are 


Sum of 
impedances Sum of 
— | commonto | J,(s) + 

Mesh 1 and 


Mesh 2 


impedances 
around Mesh 2 


h(s) — 
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Sum of applied 
I3(s) = | voltages around 


Mesh 1 


Sum of 
impedances 
common to | J/3(s) = 
Mesh 2 and 

Mesh 3 

(2.92) 
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Sum of Sum of 


impedances impedances 
— | common to | J;(s) — 
Mesh 1 and 


Mesh 3 


Mesh 2 and 
Mesh 3 


Sum of 


+ | impedances 


around Mesh 3 


common to | J5(s) 


Sum of applied 
I3(s) = | voltages around 


Mesh 3 


Substituting the values from Figure 2.9 into Eqs. (2.91) through (2.93) yields 


+(2s + 2) (s) — (2s + 1)Jo(s) 








~ (2s + Yh(s) + (95+ Dhb(s) 
— l (s) 


— 4sh(s) + (4s +1 +1)3(s) 


~ B(s) = V(s) (2.94a) 


— 4sI3(s) (2.94b) 


(2.94c) 


=0 
=0 


which can be solved simultaneously for any desired transfer function, for 


example, /3(s)/V(s). 
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Sum of appied 
voltages around 
Mesh 2 


Trylt 2.8 


Use the following MATLAB 
and Symbolic Math Toolbox 
statements to help you solve for 


the electrical currents in Eq. 
(2.94). 


wns © Wil TZ Rs, Ww 
INS NK +2) =({2*s t tl) an 
—1 

—(2*s +1) 
—4*s 

—1 —4*s... 
(4*s+1+1/s)]; 
B=[I11; I2; I3]; 
C=[V; 0; 0]; 
B=inv(A)*C; 
pretty (B) 


OAS 
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+V 
+v1(t) v(t) 
= Vo(t) Vo(t) 
+v2(t) " A 
-V 
(a) (b) 
Z(5) 
vo 2 vo aao 
— V,(s) 
I,(s) I,(s) E 


FIGURE 2.10 a. Operational amplifier; b. schematic for an inverting operational amplifier; 
c. inverting operational amplifier configured for transfer function realization. Typically, the 
amplifier gain, A, is omitted. 


Passive electrical circuits were the topic of discussion up to this point. We now 
csop a class S BK ER han, can be used to implement transfer functions. 


age Pb Samplitier. 
Operational Amplifiers 


An operational amplifier, pictured in Figure 2.10(a), is an electronic amplifier used as 
a basic building block to implement transfer functions. It has the following 
characteristics: 

1. Differential input, V2(t) — vı (t) 

2. High input impedance, Z; = co (ideal) 

3. Low output impedance, Z, = 0 (ideal) 

4. High constant gain amplification, A = 00 (ideal) 


The output, v,(f), is given by 
voli) = A(va(t) — v1(0)) (2.95) 


Inverting Operational Amplifier 
If v2(t) is grounded, the amplifier is called an inverting operational amplifier, as 
shown in Figure 2.10(b). For the inverting operational amplifier, we have 


vo(t) = —Avi(t) (2.96) 


If two impedances are connected to the inverting operational amplifier as 
shown in Figure 2.10(c), we can derive an interesting result if the amplifier has the 
characteristics mentioned in the beginning of this subsection. If the input impedance 
to the amplifier is high, then by Kirchhoff’s current law, /,(s) = 0 and J4 (s) = —Jn(s). 
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Also, since the gain A is large, v(t) ~ 0. Thus, Z (s) = Vi(s)/Z1(s), and —In(s) = 
—V,(s) /Z2(s). Equating the two currents, V,(s)/Z2(s) = —V;(s)/Z1(s), or the transfer 
function of the inverting operational amplifier configured as shown in Figure 2.10(c) is 








as (2.97) 














Example 2.14 


Transfer Function—Inverting Operational Amplifier Circuit 


PROBLEM: Find the transfer function, V,(s)/Vi(s), for the circuit given in 
Figure 2.11. 


R= C= 


Gz 220kQ 0.1 uF 


5.6 UF 











FIGURE 2.11 Inverting operational 
amplifier circuit for Example 2.14 


R= 
360 kQ 
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SOLUTION: The transfer function of the operational amplifier circuit is given by 
Eq. (2.97). Since the admittances of parallel components add, Z4 (s) is the recipro- 
cal of the sum of the admittances, or 
1 1 360 x 10° 


Z1(s) = = = 
Cis + ES 5.6 x 10°°s + = 3 ts 
Ri 360 x 10 





(2.98) 


For Z2(s) the impedances add, or 


Z,(s)=R + _ 499 10° 10" 2.99 
2(s) = sto x 10° + — (2.99) 


Substituting Eqs. (2.98) and (2.99) into Eq. (2.97) and simplifying, we get 


Vo(s) s* + 45.95s + 22.55 
= —1.232 2.100 
Vi(s) A s a 





The resulting circuit is called a PID controller and can be used to improve the 
performance of a control system. We explore this possibility further in Chapter 9. 





Noninverting Operational Amplifier 
Another circuit that can be analyzed for its transfer function is the noninverting 
operational amplifier circuit shown in Figure 2.12. We now derive the transfer 
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function. We see that 
Vols) = A(Vi(s) — Vi(s)) (2.101) 
But, using voltage division, 


Zils) 57.46) (2.102) 


Vils) =F y+ Zale) V° 





L Substituting Eq. (2.102) into Eq. (2.101), rearranging, and simplifying, we obtain 
FIGURE 2.12 General V, (s) A 


noninverting operational FE 
amplifier circuit Vi(s) 1+AZi(s)/(Zi(s) + Z2(s)) 





(2.103) 


For large A, we disregard unity in the denominator and Eq. (2.103) becomes 








Vols) _ Zi(s) + Z2(5) 
u (2.104) 











Let us now look at an example. 


Example 2.15 


Transfer Function—Noninverting Operational Amplifier Circuit 


© in a f )/Vi(s), for the circuit given in 
En os A Is PPFafinhancér 


SOLUTION: We find each of the impedance functions, Z;(s) and Z2(s), and then 
substitute them into Eq. (2.104). Thus, 





(2.105) 


Ro(1/Cos) 


215) = R, + (Gs) 


(2.106) 


Substituting Eqs. (2.105) and (2.106) into Eq. (2.104) yields 


FIGURE 2.13 Noninverting 2 
operational amplifier circuit for Vols) = CoCiRoRis” + (CoRa + Cio + CiRi)s +1 


Example 2.15 Vi(s) C2C1 Ro Ris? + (C2R2 + CiRi)s +1 











Skill-Assessment Exercise 2.6 





PROBLEM: Find the transfer function, G(s) = Vz(s)/V(s), for the circuit given in 
Figure 2.14. Solve the problem two ways—mesh analysis and nodal analysis. Show 
that the two methods yield the same result. 


2.5 Translational Mechanical System Transfer Functions 








FIGURE 2.14 Electric circuit for Skill- 
Assessment Exercise 2.6 











ANSWER: V_(s)/V(s) = (s? + 2s4 


The complete solution is at www.wiley.com/college/nise. 


Skill-Assessment Exercise 2.7 


PROBLEM: If Zı(s) is the impedance of a 10 uF capacitor and Z2(s) is the 
impedance of a 100 KQ resistor, find the transfer function, G(s) = Vo(s)/Vi(s), 
if these components are used with (a) an inverting operational amplifier and (b) a 
noninverting amplifier as shown in Figures 2.10(c) and 2.12, respectively. 


ANSWER: G(s) = —s for an inverting operational amplifier; G(s) =s+1 for a 
noninverting operational amplifier. 


The complete solution is at wwwApagoodRDEe. Enhancer 


In this section, we found transfer functions for multiple-loop and multiple-node 
electrical networks, as well as operational amplifier circuits. We developed mesh and 
nodal equations, noted their form, and wrote them by inspection. In the next section 
we begin our work with mechanical systems. We will see that many of the concepts 
applied to electrical networks can also be applied to mechanical systems via analo- 
gies—from basic concepts to writing the describing equations by inspection. This 
revelation will give you the confidence to move beyond this textbook and study 
systems not covered here, such as hydraulic or pneumatic systems. 


2.5 Translational Mechanical System 
Transfer Functions 


We have shown that electrical networks can be modeled by a transfer function, G(s), 
that algebraically relates the Laplace transform of the output to the Laplace transform 
of the input. Now we will do the same for mechanical systems. In this section we 
concentrate on translational mechanical systems. In the next section we extend the 
concepts to rotational mechanical systems. Notice that the end product, shown in 
Figure 2.2, will be mathematically indistinguishable from an electrical network. 
Hence, an electrical network can be interfaced to a mechanical system by cascading 
their transfer functions, provided that one system is not loaded by the other. 


ê The concept of loading is explained further in Chapter 5. 
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TABLE 2.4 Force-velocity, force-displacement, and impedance translational relationships 
for springs, viscous dampers, and mass 

























































































Impedence 
Component Force-velocity Force-displacement Zm(s) = F(s)/X(s) 
Spring 
= I x(t) 
TT — fa) f(t) = K fi v(t)dt f(t) = Kx(t) K 
K 
Viscous damper 
co —_—» x(t) 
_ _ p dt) 
A ote yy Os kin fs 
= f 
Mass 
T dv(t d x(t 
fo =- mO fy =u Ms? 
M.: > fO 














Note: The following set of symbols and units is used throughout this book: f(t) = N (newtons), 
x(t) = m (meters), v(t) = m/s (meters/second), K = N/m (newtons/meter), f, = N-s/m(newton-seconds/ 
meter), M = kg (kilograms = newton-seconds”/meter). 


ipl s ar 1 rks to such an extent that there are 
na eee, BDF pats tol arn and variables. Mechanical 
systems, like electrical networks, have three passive, linear components. Two of 
them, the spring and the mass, are energy-storage elements; one of them, the viscous 
damper, dissipates energy. The two energy-storage elements are analogous to the 
two electrical energy-storage elements, the inductor and capacitor. The energy 
dissipator is analogous to electrical resistance. Let us take a look at these mechanical 
elements, which are shown in Table 2.4. In the table, K, f,, and M are called spring 
constant, coefficient of viscous friction, and mass, respectively. 

We now create analogies between electrical and mechanical systems by 
comparing Tables 2.3 and 2.4. Comparing the force-velocity column of Table 2.4 
to the voltage-current column of Table 2.3, we see that mechanical force is analogous 
to electrical voltage and mechanical velocity is analogous to electrical current. 
Comparing the force-displacement column of Table 2.4 with the voltage-charge 
column of Table 2.3 leads to the analogy between the mechanical displacement and 
electrical charge. We also see that the spring is analogous to the capacitor, the 
viscous damper is analogous to the resistor, and the mass is analogous to the 
inductor. Thus, summing forces written in terms of velocity is analogous to summing 
voltages written in terms of current, and the resulting mechanical differential 
equations are analogous to mesh equations. If the forces are written in terms of 
displacement, the resulting mechanical equations resemble, but are not analogous 
to, the mesh equations. We, however, will use this model for mechanical systems so 
that we can write equations directly in terms of displacement. 

Another analogy can be drawn by comparing the force-velocity column of 
Table 2.4 to the current-voltage column of Table 2.3 in reverse order. Here the 
analogy is between force and current and between velocity and voltage. Also, the 
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spring is analogous to the inductor, the viscous damper is analogous to the resistor, 
and the mass is analogous to the capacitor. Thus, summing forces written in terms of 
velocity is analogous to summing currents written in terms of voltage and the 
resulting mechanical differential equations are analogous to nodal equations. We 
will discuss these analogies in more detail in Section 2.9. 

We are now ready to find transfer functions for translational mechanical 
systems. Our first example, shown in Figure 2.15(a), is similar to the simple RLC 
network of Example 2.6 (see Figure 2.3). The mechanical system requires just one 
differential equation, called the equation of motion, to describe it. We will begin by 
assuming a positive direction of motion, for example, to the right. This assumed 
positive direction of motion is similar to assuming a current direction in an electrical 
loop. Using our assumed direction of positive motion, we first draw a free-body 
diagram, placing on the body all forces that act on the body either in the direction of 
motion or opposite to it. Next we use Newton’s law to form a differential equation of 
motion by summing the forces and setting the sum equal to zero. Finally, assuming 
zero initial conditions, we take the Laplace transform of the differential equation, 
separate the variables, and arrive at the transfer function. An example follows. 


Example 2.16 





Transfer Function—One Equation of Motion 


x TEN 
‘Witkpago PDFsE hance a 
3 


(a) (b) 
































PROBLEM: Find the transfer function, X (s)/F (s), for the system of Figure 2.15(a). 


SOLUTION: Begin the solution by drawing the free-body diagram shown in Figure 
2.16(a). Place on the mass all forces felt by the mass. We assume the mass is 
traveling toward the right. Thus, only the applied force points to the right; all other 
forces impede the motion and act to oppose it. Hence, the spring, viscous damper, 
and the force due to acceleration point to the left. 

We now write the differential equation of motion using Newton’s law to sum 
to zero all of the forces shown on the mass in Figure 2.16(a): 





























x(t), dx(t) | 
M J2 tfv ai + Kx(t) = f(t) (2.108) 
x(t) X(s) 
Kx(t) pe KX(s) ae 
pea M fo fX) M Le Fs) 
ue a Ms2X(s) «4 
(a) (b) 
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FIGURE 2.15 a. Mass, spring, 
and damper system; b. block 
diagram 


FIGURE 2.16 a. Free-body 
diagram of mass, spring, and 
damper system; b. trans- 
formed free-body diagram 
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Taking the Laplace transform, assuming zero initial conditions, 


Ms?’ X (s) + f,sX(s) + KX(s) = F(s) (2.109) 
or 
(Ms* + fs + K)X(s) = F(s) (2.110) 
Solving for the transfer function yields 


X(s) 1 


cles F(s) ~ Ms2 +f,s +K 





(2.111) 


which is represented in Figure 2.15(b). 





Now can we parallel our work with electrical networks by circumventing the 
writing of differential equations and by defining impedances for mechanical 
components? If so, we can apply to mechanical systems the problem-solving 
techniques learned in the previous section. Taking the Laplace transform of the 
force-displacement column in Table 2.4, we obtain for the spring, 


F(s) = KX (s) (2.112) 





for the viscous damper, 





F(s) = f,sX(s) (2.113) 
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and for the mass, 














F(s) = Ms’? X (s) (2.114) 











If we define impedance for mechanical components as 





Zu(s) = (2.115) 














and apply the definition to Eqs. (2.112) through (2.114), we arrive at the impedances 
of each component as summarized in Table 2.4 (Raven, 1995).’ 

Replacing each force in Figure 2.16(a) by its Laplace transform, which is in the 
format 





F(s) = Zu(s)X(s) (2.116) 











we obtain Figure 2.16(b), from which we could have obtained Eq. (2.109) immedi- 
ately without writing the differential equation. From now on we use this approach. 


7 Notice that the impedance column of Table 2.4 is not a direct analogy to the impedance column of 
Table 2.3, since the denominator of Eq. (2.115) is displacement. A direct analogy could be derived by 
defining mechanical impedance in terms of velocity as F(s)/V(s). We chose Eq. (2.115) as a convenient 
definition for writing the equations of motion in terms of displacement, rather than velocity. The 
alternative, however, is available. 


2.5 Translational Mechanical System Transfer Functions 


Finally, notice that Eq. (2.110) is of the form 


[Sum of impedances] X(s) = [Sum of applied forces] (2.117) 


which is similar, but not analogous, to a mesh equation (see footnote 7). 

Many mechanical systems are similar to multiple-loop and multiple-node 
electrical networks, where more than one simultaneous differential equation is 
required to describe the system. In mechanical systems, the number of equations of 
motion required is equal to the number of linearly independent motions. Linear 
independence implies that a point of motion in a system can still move if all other 
points of motion are held still. Another name for the number of linearly independent 
motions is the number of degrees of freedom. This discussion is not meant to imply 
that these motions are not coupled to one another; in general, they are. For example, 
in a two-loop electrical network, each loop current depends on the other loop 
current, but if we open-circuit just one of the loops, the other current can still exist if 
there is a voltage source in that loop. Similarly, in a mechanical system with two 
degrees of freedom, one point of motion can be held still while the other point of 
motion moves under the influence of an applied force. 

In order to work such a problem, we draw the free-body diagram for each point 
of motion and then use superposition. For each free-body diagram we begin by holding 
all other points of motion still and finding the forces acting on the body due only to its 
own motion. Then we hold the body still and activate the other points of motion one at 
a time, placing on the original body the forces created by the adjacent motion. 

Using Newton’s law, we sum the forces on each body and set the sum to zero. 
The result is a system of simultaneous equations of motion. As Laplace transforms, 
these equations are then solved for the output variable of interest in terms of the 
input variable from which the tra ago iP DE teEnhareaceamon- 


strates this problem-solving technique. 


Example 2.17 





Transfer Function—Two Degrees of Freedom 


PROBLEM: Find the transfer function, X2(s)/F(s), for the system of Figure 2.17(a). 


x(t) X(t) 














hy, 




















































































































fy, fry 
(a) 
FIGURE 2.17 a. Two- 
F(s) (f, s+K,) X,(s) degrees-of-freedom 
rare translational 
mechanical system;® 
(b) b. block diagram 


8 Friction shown here and throughout the book, unless otherwise indicated, is viscous friction. Thus, fy 
and fy2 are not Coulomb friction, but arise because of a viscous interface. 
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Virtual Experiment 2.1 
Automobile Suspension 


Put theory into practice 
exploring the dynamics of 
another two degree of free- 
dom system—an automobile 
suspension system driving 
over a bumpy road demon- 
strated with the Quanser 
Active Suspension System 
modeled in LabVIEW. 





Virtual experiments are found 
on WileyPLUS. 
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FIGURE 2.18 a. Forces on 
M; due only to motion of M1; 
b. forces on M; due only to 
motion of M3; c. all forces 

on Mı 


FIGURE 2.19 a. Forces on 
Mp due only to motion of M3; 
b. forces on M, due only to 
motion of M1; c. all forces 

on M> 


Chapter 2 Modeling in the Frequency Domain 

SOLUTION: The system has two degrees of freedom, since each mass can be moved 
in the horizontal direction while the other is held still. Thus, two simultaneous 
equations of motion will be required to describe the system. The two equations 
come from free-body diagrams of each mass. Superposition is used to draw the free- 
body diagrams. For example, the forces on M4 are due to (1) its own motion and 
(2) the motion of M2 transmitted to M, through the system. We will consider these 
two sources separately. 

If we hold M, still and move M; to the right, we see the forces shown in 
Figure 2.18(a). If we hold M; still and move M3 to the right, we see the forces shown 
in Figure 2.18(b). The total force on M, is the superposition, or sum, of the forces 
just discussed. This result is shown in Figure 2.18(c). For M2, we proceed in a similar 
fashion: First we move M; to the right while holding M; still; then we move M; to 
the right and hold M; still. For each case we evaluate the forces on M3. The results 
appear in Figure 2.19. 






































K,X\(s) <— 
So, 8X1(8) — m Su sXi(8) > K>X(s) 
Mı =— KX,(s) Mı 
ea > fy,8X2(s) 
M,s2X, (s) —— ` 
(a) (b) 
(Kı + Ky)X(s) «—— 
M + h,)8X19) -—— K5X(s) 
1 
Fls) — FoS X8) 
Ms? X (s) i 
Apagé P' F Enhancer 
c 
K5X>(s) ——— 
fo SXas) | K>X\(s) 
i My ja— K3X2(s) M> 
Sy,8X2(s) + Fo SX) 
M)s?X>(s) =— 
(a) (b) 
(K2 + K3)X2(8s) S| 
oe Sf vX 1 (s) 
o, + fo )SX2(8) ~— Mı 
c KX (s) 
Mps?X>(s) =— 











(c) 


The Laplace transform of the equations of motion can now be written from 
Figures 2.18(c) and 2.19(c) as 


[Mis’(f,, + frs)8 + (Ki + K2)]X1(s) — (f,,5 + K2)X2(s) = F(s) 


[M2s t (fa + fis )8 (K2 t 


(2.118a) 








—(fis8 + K2)X1(s) K3)]X2(s)=0 — (2.118b) 


2.5 Translational Mechanical System Transfer Functions 
From this, the transfer function, X2(s)/F(s), is 


X2 (s) 
F(s) 


(f,,5 + K2) 


= G(s) = 


as shown in Figure 2.17(b) where 





[Mist + Uy tf) + (Ki + Ke) os 
—(f,,8 + K2) [Mos + (fan + f,,)8 + (K2 + K3)] 
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Notice again, in Eq. (2.118), that the form of the equations is similar to 
electrical mesh equations: 


Sum of 
f Sum of 
impedances ipeni Sum of 
connected Xı(s) — belwcén X2(s) = | applied forces (2.120a) 
to the motion at x1 
Xi and X2 
at xı 
Sum of Sum of 
impedancér impedances Sum of 
— p Xı(s) + onne = | applied forces (2.120b) 
between oth = Enh 
tanda 7 i n cer 
X2 


The pattern shown in Eq. (2.120) should now be familiar to us. Let us use the concept 
to write the equations of motion of a three-degrees-of-freedom mechanical network 
by inspection, without drawing the free-body diagram. 


Example 2.18 





Equations of Motion by Inspection 


PROBLEM: Write, but do not solve, the equations of motion for the mechanical 
network of Figure 2.20. 













































































—> x(t) 
i, f M3 
I > x(t) 
: Ki Ky 
oo Lane |; 
2 A F\ 


























FIGURE 2.20 Three- 
degrees-of-freedom 
translational mechanical 


system 


68 Chapter 2 Modeling in the Frequency Domain 
SOLUTION: The system has three degrees of freedom, since each of the three 
masses can be moved independently while the others are held still. The form of the 


equations will be similar to electrical mesh equations. For M4, 


Sum of 





; Sum of 
pa impedances 
connected | Xji(s) — P X>(s) 
: between 
to the motion 
X1 and X2 
at x1 (2.121) 
S f 
ee Sunt OE 
ae X3(s) = seis ows 
at xı 
X1 and X3 
Similarly, for Mz and M3, respectively, 
f 
Sum of . Samo 
impedances es 
— P Xı(s) +| connected | X2(s) 
between . 
to the motion 
X1 and Xa t 
S (2.122) 
Sum of Sum of 
Apago PDF er 
— 3(s) = | applied forces 
between 
at x2 
X2 and X3 
Sum of Sum of 
impedances impedances 
= X — 
between 1(8) between a(s) 
Xı and X3 X2 and X3 
Sum of (2.123) 
impedances Sum of 
+| connected | X3(s) = | applied forces 
to the motion at x3 


at x3 


M; has two springs, two viscous dampers, and mass associated with its motion. 
There is one spring between Mı and M3 and one viscous damper between M, and 


M3. Thus, using Eq. (2.121), 
[Mis + (f,, +fy,)8 + (Ki + K2)|X1(s) — K2X2(s) — f,,sX3(s)=0 (2.124) 





Similarly, using Eq. (2.122) for M2, 
—K2X1(s) + [M2 + (f,, +f,,)8 + K2]X2(s) — f,,sX3(s) = F(s) (2.125) 


2.6 Rotational Mechanical System Transfer Functions 


and using Eq. (2.123) for M3, 
— fi,8X1(s) — f,,5X2(s) + [M35 + (fo + f,,)8] X3(s) =0 (2.126) 


Equations (2.124) through (2.126) are the equations of motion. We can solve them 
for any displacement, X1(s), X2(s), or X3(s), or transfer function. 


Skill-Assessment Exercise 2.8 


PROBLEM: Find the transfer function, G(s) = X2(s)/F(s), for the translational 
mechanical system shown in Figure 2.21. 


wo 


fy, = 1 N-s/m 
f(t) ——— M = 1ke 


fy,= 1 N-s/m 




















35+1 


ANSWER: = 
Gs) s(s + 7s? + 5s +1) 





The complete solution is at www.wiley.com/college/nise. 


2.6 Rotational Mechanical System 
Transfer Functions 


Having covered electrical and translational mechanical systems, we now move on 
to consider rotational mechanical systems. Rotational mechanical systems are 
handled the same way as translational mechanical systems, except that torque 
replaces force and angular displacement replaces translational displacement. The 
mechanical components for rotational systems are the same as those for transla- 
tional systems, except that the components undergo rotation instead of translation. 
Table 2.5 shows the components along with the relationships between torque and 
angular velocity, as well as angular displacement. Notice that the symbols for the 
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FIGURE 2.21 Translational 
mechanical system for Skill- 
Assessment Exercise 2.8 
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Chapter 2 Modeling in the Frequency Domain 


TABLE 2.5 Torque-angular velocity, torque-angular displacement, and impedance rotational 
relationships for springs, viscous dampers, and inertia 


































































































Torque-angular Torque-angular Impedence 
Component velocity displacement Zm(s) = T(s)/0(s) 
T(t) @(t) 
Spring 
T(t) = K fj o(t)dt T(t) = KA(t) K 
ri K 
= T(t) O(t) 
amper 
Po T(t) = Do(t) T(t) = po Ds 
> \ 
T(t) O(t) 
Inertia dot) dolt) 
pO, — 2 
T(t) = a T(t) =J J2 Js 


J 





Note: The following set of symbols and units is used throughout this book: T(t) — N-m (newton-meters), 
6(t) — rad(radians), w(t) — rad/s(radians/second), K — N-m/rad(newton- meters/radian), D — N-m-s/rad 
(newton- meters-seconds/radian). J — kg-m?(kilograms-meters? — newton-meters-seconds”/radian). 


cont Pago, PD F Enhancer vois but they are undergoing 


rotation and not translation. 

Also notice that the term associated with the mass is replaced by inertia. The 
values of K, D, and J are called spring constant, coefficient of viscous friction, and 
moment of inertia, respectively. The impedances of the mechanical components are 
also summarized in the last column of Table 2.5. The values can be found by taking 
the Laplace transform, assuming zero initial conditions, of the torque-angular 
displacement column of Table 2.5. 

The concept of degrees of freedom carries over to rotational systems, except 
that we test a point of motion by rotating it while holding still all other points of 
motion. The number of points of motion that can be rotated while all others are 
held still equals the number of equations of motion required to describe the 
system. 

Writing the equations of motion for rotational systems is similar to writing 
them for translational systems; the only difference is that the free-body diagram 
consists of torques rather than forces. We obtain these torques using superposition. 
First, we rotate a body while holding all other points still and place on its free-body 
diagram all torques due to the body’s own motion. Then, holding the body still, we 
rotate adjacent points of motion one at a time and add the torques due to the 
adjacent motion to the free-body diagram. The process is repeated for each point of 
motion. For each free-body diagram, these torques are summed and set equal to zero 
to form the equations of motion. 

Two examples will demonstrate the solution of rotational systems. The first one 
uses free-body diagrams; the second uses the concept of impedances to write the 
equations of motion by inspection. 
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Example 2.19 





Transfer Function—Two Equations of Motion 


PROBLEM: Find the transfer function, 6(s)/7(s), for the rotational system shown 
in Figure 2.22(a). The rod is supported by bearings at either end and is undergoing 
torsion. A torque is applied at the left, and the displacement is measured at the 
right. 


T(t) OÀ OÀ 


æ Aca T(t) O,(2) 65(t) 
¢ Ji J ) 
ZA 


ETO 2 0000) 2 H 
Bearing Bearing D K Dy 


[ZA 
co 1 
D, Torsion D, 
(a) (b) 

























































































S 0a(s ` 
AAs) ak FIGURE 2.22 a. Physical 
system; b. schematic; 
(c) c. block diagram 


SOLUTION: First, obtain the schematic from the physical system. Even though 
torsion occurs throughout the rod in Figure 2.22(a),’ we approximate the system 
by assuming that the torsion acts 4 ing c te e i oint 
in the rod, Sais an inertia J; to Apayo D a RHA IRERE o 
assume that the damping inside the flexible shaft is negligible. The schematic is 
shown in Figure 2.22(b). There are two degrees of freedom, since each inertia can 
be rotated while the other is held still. Hence, it will take two simultaneous 
equations to solve the system. 

Next, draw a free-body diagram of Jı, using superposition. Figure 2.23(a) 
shows the torques on J; if J2 is held still and J; rotated. Figure 2.23(b) shows the 
torques on J; if J; is held still and Jz rotated. Finally, the sum of Figures 2.23(a) and 
2.23(b) is shown in Figure 2.23(c), the final free-body diagram for J;. The same 
process is repeated in Figure 2.24 for Jo. 


0 (s) Direction 0 (s) Direction 0, (s) Direction 


tO) 10168) @ i S 10s) 
} = S ET 


~ D,s0,(s) 
K0,(s) K0,(s) FIGURE 2.23 a. Torques on 


“— Jı due only to the motion of J1; 

KOs) b. torques on Jı due only to the 
motion of J; c. final free-body 
diagram for J; 





° In this case the parameter is referred to as a distributed parameter. 


10 The parameter is now referred to as a Jumped parameter. 
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a(s) Direction 0>(s) Direction 0>(s) Direction 
ee Kil) 
N Js?0(8) A hs? A5(s) 
FIGURE 2.24 a. Torques on © Ta © 4 
Ja due only to the motion of 25029) D2s02(s) 
J2;b. torques on Jz due only Kao) Kaus) 
to the motion of J4; c. final 


free-body diagram for Jz (a) (b) (c) 
Summing torques respectively from Figures 2.23(c) and 2.24(c) we obtain the 
equations of motion, 
(Jı? + Dis + K)o (8) — K62(s) = T(s) (2.127a) 


Trylt 2.9 


Use the following MATLAB 
and Symbolic Math Toolbox 
statements to help you get 


Eq. (2.128). b2 (s) K 


K6,(s) + (J2 + Das + K)62(s) = 0 (2.127b) 





from which the required transfer function is found to be 





Syme S Til Dil tw 2 D2.» . T(s) TA (2.128) 
Mx EF a Y e as shown in Figure 2.22(c), where 
-K (J2*s*2+D2*s+K)]; j 
B=[theta1 B (Jis + Dıs + K) -K 
n Pa -K (Jos? + Dos + K) 
a A)*c; Notice that Eq. (2.127) have that now well-known form 
theta2=B (2); page PDF Enhancer 
'theta2! d Sum of s f 
retty(theta2) A impedances PO 
k connected | 6,(s) — between 62(s) = | applied torques (2.129a) 
to the motion at 01 
at 6; 6, and 63 
Sum of Sum of 
et EVE impedances Sum of 
— seer O:(s)+ | connected | 6@2(s) = | applied torques | (2.129b) 
Bante to the motion at 02 
i 2 at 62 





Example 2.20 





Equations of Motion By Inspection 


PROBLEM: Write, but do not solve, the Laplace transform of the equations of 
motion for the system shown in Figure 2.25. 


0D T(t) O(t) 03t) 


FIGURE 2.25 Three-degrees- FE Ta é ae 
of-freedom rotational Q) g0 Ja) l TED C A 


system 

























































































2.6 Rotational Mechanical System Transfer Functions 


SOLUTION: The equations will take on the following form, similar to electrical 


mesh equations: 


Sum of 
impedances 
connected 
to the motion 
at 01 


Sum of 
impedances 


between 
cal and 0 


Sum of 
impedances 


between 
6, and 63 


Hence, 


(Jı? + Dıs + K)61(s) 


01 (s) = 


Sum of 
impedances 
between 
6, and 6 


Sum of 


imped 
renee? applied torques 


Sum of | 
at 01 


between 
6, and 63 


Sum of 
impedances 
connected | 62(s) 
to the motion 


ae (2.130b) 


Sum of 


impedances ae o 
rApagd™” PEdhanicer 
2 


b2 and 03 


Sum of 
impedances 


between 
62 and 63 


Sum of 
impedances Sum of 
connected | 63(s) = | applied rs 
to the motion at 03 


at 63 


—K6 (s) 


Koi (s) +(J2s? + Dos + K)02(s) 





—00;(s) 


(2.131a, b,c) 
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FIGURE 2.26 Rotational 
mechanical system for Skill- 
Assessment Exercise 2.9 
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Skill-Assessment Exercise 2.9 
PROBLEM: Find the transfer function, G(s) = 62(s)/T(s), for the rotational 
mechanical system shown in Figure 2.26. 


T(t) 1 N-m/rad 


(tee PE 
i 


| 
1 N-m-s/rad 


















































1 N-m-s/rad 
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The complete solution is at www.wiley.com/college/nise. 


@ 2.7 Transfer Functions for Systems with Gears 


T(t) A(t) N; 








Input 
drive gear, 
Gear | Output 
driven gear, 
Gear 2 


FIGURE 2.27 A gear system 


NoWipagae PDE fiinhanmeemction for rotational systems, we 
realize that these systems, especially those driven by motors, are rarely seen 
without associated gear trains driving the load. This section covers this 
important topic. 

Gears provide mechanical advantage to rotational systems. Anyone who has 
ridden a 10-speed bicycle knows the effect of gearing. Going uphill, you shift to 
provide more torque and less speed. On the straightaway, you shift to obtain more 
speed and less torque. Thus, gears allow you to match the drive system and the 
load—a trade-off between speed and torque. 

For many applications, gears exhibit backlash, which occurs because of the 
loose fit between two meshed gears. The drive gear rotates through a small angle 
before making contact with the meshed gear. The result is that the angular rotation 
of the output gear does not occur until a small angular rotation of the input gear has 
occurred. In this section, we idealize the behavior of gears and assume that there is 
no backlash. 

The linearized interaction between two gears is depicted in Figure 2.27. An 


M oa r) input gear with radius rı and N; teeth is rotated through angle 6;() due to a 
) ) torque, T,(¢). An output gear with radius r2 and N2 teeth responds by rotating 


through angle 62(t) and delivering a torque, T(t). Let us now find the relation- 
ship between the rotation of Gear 1, 6)(¢), and Gear 2, 02(t). 

From Figure 2.27, as the gears turn, the distance traveled along each gear’s 
circumference is the same. Thus, 


r101 = 1262 (2.132) 
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or 





Ca om Ni 
A 2.133 
0 n No ( ) 











since the ratio of the number of teeth along the circumference is in the same 
proportion as the ratio of the radii. We conclude that the ratio of the angular 
displacement of the gears is inversely proportional to the ratio of the number of 
teeth. 

What is the relationship between the input torque, Tı, and the delivered 
torque, T2? If we assume the gears are lossless, that is they do not absorb or store 
energy, the energy into Gear 1 equals the energy out of Gear 2.'' Since the 
translational energy of force times displacement becomes the rotational energy 
of torque times angular displacement, 


T10, = T207 (2.134) 


Solving Eq. (2.134) for the ratio of the torques and using Eq. (2.133), we get 





(2.135) 


Thus, the torques are directly proportional to the ratio of the number ò j 7 
of teeth. All results are summarized in Figure 2.28. ! Ta : = 
Let us see what happens to ago imppPProspyhance : f 
s Be i (a) (b) 


driven by gears. Figure 2.29(a) Pe er riving a rotational inertia, 

spring, and viscous damper. For clarity, the gears are shown by an end- FIGURE 2.28 Transfer functions for a. angular 
on view. We want to represent Figure 2.29(a) as an equivalent systemat displacement in lossless gears and b. torque in 
6; without the gears. In other words, can the mechanical impedances be lossless gears 

reflected from the output to the input, thereby eliminating the gears? 








T(t) i) 
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0(0) D ON, a(n) Ee. toe 
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FIGURE 2.29 a. Rotational 
system driven by gears; 

b. equivalent system at the 
output after reflection of input 
torque; c. equivalent system at 
the input after reflection of 
impedances 











11 This is equivalent to saying that the gears have negligible inertia and damping. 
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From Figure 2.28(5), Tı can be reflected to the output by multiplying by N2/N1. 
The result is shown in Figure 2.29(b), from which we write the equation of motion as 
2 N2 
(Js + Ds + K)62(s) = Tı (s) N (2.136) 
1 
Now convert 62(s) into an equivalent 8; (s), so that Eq. (2.136) will look as if it were 
written at the input. Using Figure 2.28(a) to obtain 62(s) in terms of 6;(s), we get 


(Js? + Ds + K) Mg, (s) = Ti (s) = (2.137) 
2 


After simplification, 


LR) o(¥)s «(| o(s) = T1(s) (2.138) 


which suggests the equivalent system at the input and without gears shown in 
Figure 2.29(c). Thus, the load can be thought of as having been reflected from the 
output to the input. 

Generalizing the results, we can make the following statement: Rotational 
mechanical impedances can be reflected through gear trains by multiplying the 
mechanical impedance by the ratio 








Number of teeth of 2 


gear on destination shaft 


Apago PDE Number of teeth of 


gear on source shaft 











where the impedance to be reflected is attached to the source shaft and is being 
reflected to the destination shaft. The next example demonstrates the application of 
the concept of reflected impedances as we find the transfer function of a rotational 
mechanical system with gears. 


Example 2.21 





Transfer Function—System with Lossless Gears 
PROBLEM: Find the transfer function, 62(s)/T1(s), for the system of Figure 2.30(a). 


T\(t) 01O 


N.: 2 
OA) 
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M Noy K,=K. 
—_|—_ = Eaa e 2 
nengu k, Je=s } + 
(a) (b) (c) 
FIGURE 2.30 a. Rotational mechanical system with gears; b. system after reflection of torques and impedances to the output 
shaft; c. block diagram 
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SOLUTION: It may be tempting at this point to search for two simultaneous 
equations corresponding to each inertia. The inertias, however, do not undergo 
linearly independent motion, since they are tied together by the gears. Thus, there 
is only one degree of freedom and hence one equation of motion. 

Let us first reflect the impedances (J; and D1) and torque (T1) on the input 
shaft to the output as shown in Figure 2.30(b), where the impedances are reflected 
by (N2/N;)° and the torque is reflected by (N2/N1). The equation of motion can 
now be written as 

2 N2 
(Jes + Des + Ke)02(s) = N, 


T1(s) (2.139) 


Lane 


2 
Jo: 
x) + J2; 


Solving for 62(s)/T1(s), the transfer function is found to be 


_ (s) _ N/N; 
(s)= =- 
Ti(s) Je? + Des + Ke 


2 
x) + Do; 
1 





as shown in Figure 2.30(c). 





In order to eliminate gears with large radii, a gear train is used 6 

















to implement large gear ratios by cascading smaller gear ratios. A | i 
schematic diagram of a gear train is shown in Figure 2.31. Next to Ni 6= 0; 
each rotation, the angular diplApagatiPDPF, inhancer’ 2 
calculated. From Figure 2.31, J] ™ TE Maa ig 
3 N,” ND Ng! 
NE UEALTT (2.141) N4 [ Ns Ns, _ Ni N3N5 
NoNaNe Oe > NNN i 





No 





For gear trains, we conclude that the equivalent gear ratio is the 
product of the individual gear ratios. We now apply this result to solve 
for the transfer function of a system that does not have lossless gears. 


FIGURE 2.31 Gear train 


Example 2.22 





Transfer Function—Gears with Loss 
PROBLEM: Find the transfer function, 6)(s)/71(s), for the system of Figure 2.32(a). 
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N. : 
N4 As) 2 Na a. System using a gear 
J4 train; b. equivalent 
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(b) 


system at the input; 
c. block diagram 
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SOLUTION: ‘This system, which uses a gear train, does not have lossless gears. All of 
the gears have inertia, and for some shafts there is viscous friction. To solve the 
problem, we want to reflect all of the impedances to the input shaft, 61. The 
gear ratio is not the same for all impedances. For example, D2 is reflected 
only through one gear ratio as D>(N;/N2)°, whereas J4 plus J5 is reflected through 
two gear ratios as (J4 + Js)[(N3/N4)(N1/N2)|°. The result of reflecting all imped- 
ances to 6, is shown in Figure 2.32(b), from which the equation of motion is 





(Jes? + Des)61(s) = T1(s) (2.142) 
where 
heat) oe 
e—J17 SENSN Na T 42S NENG 
and 





an= Tı(s) ~ Jes? + Des ee) 
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Skill-Assessment Exercise 2.10 


PROBLEM: Find the transfer function, G(s) = 62(s)/T(s), for the rotational 
mechanical system with gears shown in Figure 2.33. 


T(t) 
1 N-m-s/rad 


| H N, =25 


O2(t) 


Na = 50 
4 N-m/rad 


FIGURE 2.33 Rotational mechanical system with gears for Skill-Assessment 
Exercise 2.10 
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The complete solution is at www.wiley.com/college/nise. 


2.8 Electromechanical System Transfer Functions 


2.8 Electromechanical System 
Transfer Functions 


In the last section we talked about rotational systems with gears, which completed 
our discussion of purely mechanical systems. Now, we move to systems that are 
hybrids of electrical and mechanical variables, the electromechanical systems. We 
have seen one application of an electromechanical system in Chapter 1, the antenna 
azimuth position control system. Other applications for systems with electrome- 
chanical components are robot controls, sun and star trackers, and computer tape 
and disk-drive position controls. An example of a control system that uses electro- 
mechanical components is shown in Figure 2.34. 

A motor is an electromechanical component that yields a displacement output 
for a voltage input, that is, a mechanical output generated by an electrical input. 
We will derive the transfer function for one particular kind of electromechanical 
system, the armature-controlled dc servomotor (Mablekos, 1980). The motor’s 
schematic is shown in Figure 2.35(a), and the transfer function we will derive 
appears in Figure 2.35(b). 





Fixed 
R, La field 
+ VVV ( ( 0 0 + 























Rotor 
t Armature E,(s) Ons) 
ea) ; circuit me C Td) G(s) a 
pees ig) = Omt) 


(a) (b) 
FIGURE 2.35 DC motor: a. schematic;!? b. block diagram 


12 See Appendix I at www.wiley.com/college/nise for a derivation of this schematic and its parameters. 


FIGURE 2.34 NASA flight 
simulator robot arm with 
electromechanical control 
system components. 
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In Figure 2.35(a) a magnetic field is developed by stationary permanent 
magnets or a stationary electromagnet called the fixed field. A rotating circuit 
called the armature, through which current i,(t) flows, passes through this magnetic 
field at right angles and feels a force, F = Bli,(t), where B is the magnetic field 
strength and /is the length of the conductor. The resulting torque turns the rotor, the 
rotating member of the motor. 

There is another phenomenon that occurs in the motor: A conductor moving at 
right angles to a magnetic field generates a voltage at the terminals of the conductor 
equal to e = Blv, where e is the voltage and v is the velocity of the conductor normal 
to the magnetic field. Since the current-carrying armature is rotating in a magnetic 
field, its voltage is proportional to speed. Thus, 





(2.144) 


We call v(t) the back electromotive force (back emf); K, is a constant of 
proportionality called the back emf constant; and d6,,(t)/dt = @,(t) is the angular 
velocity of the motor. Taking the Laplace transform, we get 


V,(s) = Kps6n(s) (2.145) 
The relationship between the armature current, i,(f), the applied armature 


voltage, e,(t), and the back emf, v,(t), is found by writing a loop equation around the 
Laplace transformed armature circuit (see Figure 3.5(a)): 


Apago PDFE..Bnhancem) = £,(s) (2.146) 
The torque developed by the motor is proportional to the armature current; thus, 
Tm(s) = Kia(s) (2.147) 

where Tm is the torque developed by the motor, and K; is a constant of proportion- 
ality, called the motor torque constant, which depends on the motor and magnetic 


field characteristics. In a consistent set of units, the value of K; is equal to the value of 
K». Rearranging Eq. (2.147) yields 


= T mls) (2.148) 


To find the transfer function of the motor, we first substitute Eqs. (2.145) and 
(2.148) into (2.146), yielding 


(Ra + Las) Tm(s) 


K + Kps0n(s) = Eq(s) (2.149) 











Now we must find 7,,,(s) in terms of 6,,(s) if we are to separate the input and 

















D m 


FIGURE 2.36 Typical equivalent 
mechanical loading on a motor 





output variables and obtain the transfer function, 6,,(s)/E,(s). 

Figure 2.36 shows a typical equivalent mechanical loading on a motor. 
Jm is the equivalent inertia at the armature and includes both the armature 
inertia and, as we will see later, the load inertia reflected to the armature. 

















2.8 Electromechanical System Transfer Functions 


Dm is the equivalent viscous damping at the armature and includes both the 
armature viscous damping and, as we will see later, the load viscous damping 
reflected to the armature. From Figure 2.36, 


Tim(S) = (Jims? + Dm8)On(S) (2.150) 
Substituting Eq. (2.150) into Eq. (2.149) yields 


(Ra + Las) (Ims* + Dins)Om(S) 


+ Kp50m(s) = Eq(s) (2.151) 
K, 





If we assume that the armature inductance, L4, is small compared to the armature 
resistance, R,, which is usual for a dc motor, Eq. (2.151) becomes 


R (Jims + Din) + Ky SOm(s) = E,(s) (2.152) 


After simplification, the desired transfer function, 6,,(s)/Ea(s), is found to be 











oe a ree 4153)" 
sls | 7, (Pm | R, ) 











Even though the form of Eq. (2.153) is relatively simple, namely 


s K 
pago- PDF Enhancet") 


the reader may be concerned about how to evaluate the constants. 
Let us first discuss the mechanical constants, Jm and Dm. Consider 
Figure 2.37, which shows a motor with inertia J, and damping D, at the 
armature driving a load consisting of inertia J, and damping Dz. 
Assuming that all inertia and damping values shown are known, J; 
and Dz can be reflected back to the armature as some equivalent inertia 


Motor 


Ja D a 
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D, 

















and damping to be added to J, and Da, respectively. Thus, the equiv- FIGURE 2.37 DC motor driving a rotational 


alent inertia, Jm, and equivalent damping, Dm, at the armature are mechanical load 
N\? N\* 14 
Jm = Ja + JL | —) ; Dn = Da + DL|— 2.155 
i (x J — & 2 Sa 


Now that we have evaluated the mechanical constants, J,,, and Dm, what about 
the electrical constants in the transfer function of Eq. (2.153)? We will show that 
these constants can be obtained through a dynamometer test of the motor, where a 
dynamometer measures the torque and speed of a motor under the condition of a 


13 The units for the electrical constants are K, = N-m-A (newton-meters/ampere), and K, = V-s/rad 
(volt-seconds/radian). 

‘47 the values of the mechanical constants are not known, motor constants can be determined through 
laboratory testing using transient response or frequency response data. The concept of transient response 
is covered in Chapter 4; frequency response is covered in Chapter 10. 
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constant applied voltage. Let us first develop the relationships that dictate the use of 
a dynamometer. 
Substituting Eqs. (2.145) and (2.148) into Eq. (2.146), with La = 0, yields 


RET m(8) + Kostn(s) = Eals) (2.156) 


Taking the inverse Laplace transform, we get 
— T(t) + Kpom(t) = ea(t) (2.157) 


where the inverse Laplace transform of s6,,(s) is d0,,(t)/dt or, alternately, w,,(t). 

If a dc voltage, e4, is applied, the motor will turn at a constant angular velocity, 
@m, With a constant torque, Tm. Hence, dropping the functional relationship based 
on time from Eq. (2.157), the following relationship exists when the motor is 
operating at steady state with a dc voltage input: 


Ra 








K, Tm + Kp@m = ea (2.158) 
Solving for Tm yields 
KK, K, 
=— — 2.15 
Vp R, On+ R, Ca ( 9) 











Apago PDF Enhancer l 
Equation (2.159) is a straight line, Tm vs. œm, and is shown in 
Figure 2.38. This plot is called the torque-speed curve. The torque axis 
intercept occurs when the angular velocity reaches zero. That value of 
Tiii torque is called the stall torque, Tstan. Thus, 


By, (2.160) 


T stall = 
Ra 


Torque 


The angular velocity occurring when the torque is zero is called the no- 
load speed, wno-ioaa. Thus, 
Ca 


@no-load = K, 
b 


(2.161) 








= On 
@no-load 


Speed The electrical constants of the motor’s transfer function can now be found 


FIGURE 2.38 Torque-speed curves with from Eqs. (2.160) and (2.161) as 
an armature voltage, e,, as a parameter 











K, T sta 
ean 2.162 
Ror ae ( ) 
and 
K,=—= (2.163) 
@no-load 











The electrical constants, K; /R, and Ky, can be found from a dynamometer test of the 
motor, which would yield Tstan and @no-toaa for a given ea. 
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Example 2.23 





Transfer Function—DC Motor and Load 


PROBLEM: Given the system and torque-speed curve of Figure 2.39(a) and (b), 
find the transfer function, 6, (s)/Eq(s). 


SOLUTION: Begin by finding the mechanical constants, Jm and Dm, in Eq. (2.153). 
From Eq. (2.155), the total inertia at the armature of the motor is 








Im =Jg+J MV" _ 54-700 : “Lay (2.164) 
PEE Ng 10) ~ l 
and the total damping at the armature of the motor is 
2 1\2 
Dm = Da+Dz,(—) =2+800 = 10 (2.165) 
2 10 


Now we will find the electrical constants, K,/R, and Kp. From the torque- 
speed curve of Figure 2.39(b), 


T stall = 500 (2.166) 
Ono-load = 50 (2.167) 
ea = 100 (2.168) 
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N, = 100 





Ot) 
No = 1000 
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Virtual Experiment 2.2 
Open-Loop 
Servo Motor 


Put theory into practice explor- 
ing the dynamics of the Quanser 
Rotary Servo System modeled 
in LabVIEW. It is particularly 
important to know how a servo 
motor behaves when using them 
in high-precision applications 
such as hard disk drives. 





Virtual experiments are found 
on WileyPLUS. 











J,= 5 kg-m2 
D,= 2 N-m s/rad 








£) Jz, = 700 kg-m? | l 





Dz = 800 N-m s/rad 


Ea (s) 0.0417 Oz (8) = 
s(s + 1.667) 


(c) 
a. DC motor and load; b. torque-speed curve; ¢. block diagram 


(a) 





FIGURE 2.39 


Hence the electrical constants are 


(2.169) 








Speed (rad/s) 


(b) 
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WileyPLUS 


Control Solutions 


FIGURE 2.40 Electro- 
mechanical system for 
Skill-Assessment Exercise 
2.11 
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and 


ea 100 
@no-load -50 


Substituting Eqs. (2.164), (2.165), (2.169), and (2.170) into Eq. (2.153) yield 
Om(S) 5/12 0.417 


1 z s(s + 1.667) 
sfs +m [10 + cay} 





K, = 2 (2.170) 





(2.171) 


In order to find 0z(s)/E4(s), we use the gear ratio, N1/N2 = 1/10, and find 


OL(s) 0.0417 
E,(s)  s(s + 1.667) (2.172) 





as shown in Figure 2.39(c). 


Skill-Assessment Exercise 2.11 


PROBLEM: Find the transfer function, G(s) = 6,(s)/E,(s), for the motor and load 
shown in Figure 2.40. The torque-speed curve is given by Tm = —8@,, + 200 when 
the input voltage is 100 volts. 
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ealt) | Motor 











N = 100 





J, = 1 kg-m? 
D, = 5 N-m-s/rad 




















+] 





























ANSWER: G(s) = sls + (15/2)] 


The complete solution is at www.wiley.com/college/nise. 


@ 2.9 Electric Circuit Analogs 


In this section, we show the commonality of systems from the various disciplines 
by demonstrating that the mechanical systems with which we worked can be 
represented by equivalent electric circuits. We have pointed out the similarity 
between the equations resulting from Kirchhoff’s laws for electrical systems and 
the equations of motion of mechanical systems. We now show this commonality 
even more convincingly by producing electric circuit equivalents for mechanical 
systems. The variables of the electric circuits behave exactly as the analogous 


2.9 Electric Circuit Analogs 


variables of the mechanical systems. In fact, converting mechanical systems to 
electrical networks before writing the describing equations is a problem-solving 
approach that you may want to pursue. 

An electric circuit that is analogous to a system from another discipline is 
called an electric circuit analog. Analogs can be obtained by comparing the 
describing equations, such as the equations of motion of a mechanical system, 
with either electrical mesh or nodal equations. When compared with mesh 
equations, the resulting electrical circuit is called a series analog. When com- 
pared with nodal equations, the resulting electrical circuit is called a parallel 
analog. 


Series Analog 
Consider the translational mechanical system shown in Figure 2.41(a), whose 
equation of motion is 


(Ms* + f,s + K)X(s) = F(s) (2.173) 


Kirchhoffs mesh equation for the simple series RLC network shown in 
Figure 2.41(b) is 


1 
(zs +R+ a) I(s) = E(s) (2.174) 


As we previously pointed out, Eq. (2.173) is not directly analogous to 
Eq. (2.174) because displacement and current are not analogous. We can create 
a direct analogy by operating on Eq. (2.173) to convert displacement to velocity by 
dividing and multiplying the left-hand side by s, yielding 


Ms + fst K ae aed e ancar 


Comparing Eqs. 2.174 and 2.175, we recognize the sum of impedances and 
draw the circuit shown in Figure 2.41(c). The conversions are summarized in 
Figure 2.41 (d). 

When we have more than one degree of freedom, the impedances 
associated with a motion appear as series electrical elements in a mesh, but 
































K TT 


M.-|\—> fit) e(t) =) ) ANC 
| i(t) 






























































f 
(a) (b) 
M h mass = M —— inductor = M henries 
viscous damper = f, ——> resistor = f, ohms 
Fj spring = K —— capacitor = L farads 
s K 


applied force = f(t) —— voltage source = f(t) 





v(t) 
velocity = v(t) ——> mesh current = v(f) 


(c) (d) 
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FIGURE 2.41 Development 
of series analog: a. mechanical 
system; b. desired 

electrical representation; 

c. series analog; d. parameters 
for series analog 
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the impedances between adjacent motions are drawn as series electrical 


impedances between the two corresponding meshes. We demonstrate with 
an example. 


Example 2.24 


Converting a Mechanical System to a Series Analog 


FIGURE 2.42 Series analog of 
mechanical system of 
Figure 2.17(a) 


PROBLEM: Draw a series analog for the mechanical system of Figure 2.17(a). 


SOLUTION: Equations (2.118) are analogous to electrical mesh equations after 
conversion to velocity. Thus, 


(Kı + a K 
s 


Vi(s) (f+ =) vals) = F6) (2.176a) 





[ms Hn tfn) d 


-(fa +) vie) [ms Go, + fa) Evao (2.1760) 





S 


Coefficients represent sums of electrical impedance. Mechanical impedances 
associated with Mı form the first mesh, where impedances between the two masses 
are common to the two loops. Impedances associated with Mz form the second 
mesh. The result is shown in Figure 2.42, where v;(t) and v2(t) are the velocities of 
Mı and Mz, respectively. 
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Parallel Analog 

A system can also be converted to an equivalent parallel analog. Consider the 
translational mechanical system shown in Figure 2.43(a), whose equation of motion 
is given by Eq. (2.175). Kirchhoff’s nodal equation for the simple parallel RLC 
network shown in Figure 2.43(b) is 





(cs 4 z at 5) E(s) = I(s) (2.177) 











Comparing Eqs. (2.175) and (2.177), we identify the sum of admittances and draw the 
circuit shown in Figure 2.43(c). The conversions are summarized in Figure 2.43(d). 


> x(t) e(t) 
























































(a) (b) 


mass =M ——» 





viscous damper = f, ——> 
spring = K ——» 


applied force = f(t) ——» 





velocity = v(t) ——» 


(d) 





= M fi) iG) c R 


Electric Circuit Analogs 


co 
co 
i 
a 
capacitor = M farads 
3 1 
resistor = = ohms 
fo 
inductor = 1 henries 
K 


current source = f(t) 


node voltage = v(t) 


When we have more than one degree of freedom, the components associated 
with a motion appear as parallel electrical elements connected to a node, but the 
components of adjacent motions are drawn as parallel electrical elements between 
two corresponding nodes. We demonstrate with an example. 


Example 2.25 
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FIGURE 2.43 Development of 
parallel analog: a. mechanical 
system; b. desired electrical 
representation; c. parallel 
analog; d. parameters for 
parallel analog 


Converting a Mechanical System to a Parallel Analog 


PROBLEM: Draw a parallel an PagorcRDE Enhance y (a). 


SOLUTION: Equation (2.176) is also analogous to electrical node equations. Coeffi- 
cients represent sums of electrical admittances. Admittances associated with M, form 
the elements connected to the first node, where mechanical admittances between the 
two masses are common to the two nodes. Mechanical admittances associated with M3 
form the elements connected to the second node. The result is shown in Figure 2.44, 
where v(t) and v(t) are the velocities of Mı and M3, respectively. 


i 
f 





























Skill-Assessment Exercise 2.12 


PROBLEM: Draw a series and parallel analog for the rotational mechanical system 


of Figure 2.22. 


ANSWER: The complete solution is at www.wiley.com/college/nise. 


FIGURE 2.44 Parallel 
analog of mechanical system 
of Figure 2.17 (a) 
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@ 2.10 Nonlinearities 


The models thus far are developed from systems that can be described approxi- 
mately by linear, time-invariant differential equations. An assumption of linearity 
was implicit in the development of these models. In this section, we formally define 
the terms linear and nonlinear and show how to distinguish between the two. In 
Section 2.11, we show how to approximate a nonlinear system as a linear system so 
that we can use the modeling techniques previously covered in this chapter (Hsu, 
1968). 

A linear system possesses two properties: superposition and homogeneity. The 
property of superposition means that the output response of a system to the sum of 
inputs is the sum of the responses to the individual inputs. Thus, if an input of rj (t) 
yields an output of cı (t) and an input of r2(t) yields an output of c2(t), then an input of 
ri(t) + r2(t) yields an output of c1(t) + c2(t). The property of homogeneity describes 
the response of the system to a multiplication of the input by a scalar. Specifically, in 
a linear system, the property of homogeneity is demonstrated if for an input of r;(t) 
that yields an output of cı(t), an input of Ar;(t) yields an output of Ac;(t); that is, 
multiplication of an input by a scalar yields a response that is multiplied by the same 
scalar. 

We can visualize linearity as shown in Figure 2.45. Figure 
fœ Ax) 2.45(a) is a linear system where the output is always 4 the 
input, or f(x) = 0.5x, regardless of the value of x. Thus each of 
the two properties of linear systems applies. For example, an 


52 52 
5. B input of 1 yields an output of 5 and an input of 2 yields an 
Ol Ol pr É Hare ition, an input that is the sum of the 
Apago P origina ih] S, Or 3, S er yield an output that is the sum of 
x x . P” e : 

0 1 2 3 4 0 1 2 3 4 the individual outputs, or 1.5. From Figure 2.45(a), an input of 

Input Input 3 does indeed yield an output of 1.5. 
(a) (b) To test the property of homogeneity, assume an input 
FIGURE 2.45 a. Linear system; b. nonlinear system of 2, which yields an output of 1. Multiplying this input by 


2 should yield an output of twice as much, or 2. From 
Figure 2.45(a), an input of 4 does indeed yield an output of 2. The reader can 
verify that the properties of linearity certainly do not apply to the relationship 
shown in Figure 2.45(b). 

Figure 2.46 shows some examples of physical nonlinearities. An electronic 
amplifier is linear over a specific range but exhibits the nonlinearity called saturation 
at high input voltages. A motor that does not respond at very low input voltages due 
to frictional forces exhibits a nonlinearity called dead zone. Gears that do not fit 
tightly exhibit a nonlinearity called backlash: The input moves over a small range 


Amplifier saturation Motor dead zone Backlash in gears 


fæ) Ax) fx) 





Output 

Output 
Output 

Y 
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FIGURE 2.46 Some physical ee = 
nonlinearities Input Input Input 
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without the output responding. The reader should verify that the curves shown in 
Figure 2.46 do not fit the definitions of linearity over their entire range. Another 
example of a nonlinear subsystem is a phase detector, used in a phase-locked loop in 
an FM radio receiver, whose output response is the sine of the input. 

A designer can often make a linear approximation to a nonlinear system. 
Linear approximations simplify the analysis and design of a system and are used as 
long as the results yield a good approximation to reality. For example, a linear 
relationship can be established at a point on the nonlinear curve if the range of input 
values about that point is small and the origin is translated to that point. Electronic 
amplifiers are an example of physical devices that perform linear amplification with 
small excursions about a point. 


C 2.11 Linearization 


The electrical and mechanical systems covered thus far were assumed to be 
linear. However, if any nonlinear components are present, we must linearize 
the system before we can find the transfer function. In the last section, we 
defined and discussed nonlinearities; in this section, we show how to obtain 
linear approximations to nonlinear systems in order to obtain transfer 
functions. 

The first step is to recognize the nonlinear component and write the 
nonlinear differential equation. When we linearize a nonlinear differential 
equation, we linearize it for small-signal inputs about the steady-state solution 
when the small-signal input is ceApago TRDE Enhangeniied 
equilibrium and is selected as the second step in the linearization process. For 
example, when a pendulum is at rest, it is at equilibrium. The angular 
displacement is described by a nonlinear differential equation, but it can be 
expressed with a linear differential equation for small excursions about this 
equilibrium point. 

Next we linearize the nonlinear differential equation, and then we take the 
Laplace transform of the linearized differential equation, assuming zero initial 
conditions. Finally, we separate input and output variables and form the transfer 
function. Let us first see how to linearize a function; later, we will apply the method 
to the linearization of a differential equation. 

If we assume a nonlinear system operating at point A, [xo, f(xo)] in n 











Figure 2.47, small changes in the input can be related to changes in the So 
output about the point by way of the slope of the curve at the point A. 4 
Thus, if the slope of the curve at point A is ma, then small excursions of 
the input about point A, ôx, yield small changes in the output, éf(x), | =fx) 
related by the slope at point A. Thus, & 
=) 
ô 
[F(x) — f(xo)] ~ ma(x — xo) (2.178) eo) 
from which 
ôf (x) ~ Maôx (2.179) 
and Input 


(2.180) FIGURE 2.47 Linearization about 


f(x) © f(xo) + ma(x — xo) ~ f (x0) + Mmaôx DnA 
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This relationship is shown graphically in Figure 2.47, where a new set of axes, ôy 
and ôf(x), is created at the point A, and f(x) is approximately equal to f(x), the 
ordinate of the new origin, plus small excursions, m,5x, away from point A. Let us 
look at an example. 


Example 2.26 


Linearizing a Function 
PROBLEM: Linearize f(x) = 5cosx about x = 7/2. 


SOLUTION: We first find that the derivative of f(x) is df/dx = (—Ssinx). At 
x = 1/2, the derivative is —5. Also f(xo) = f(a/2) = 5cos(z/2) = 0. Thus, from 
Eq. (2.180), the system can be represented as f(x) = —5 6x for small excursions of x 
about 2/2. The process is shown graphically in Figure 2.48, where the cosine curve 
does indeed look like a straight line of slope —5 near 2/2. 


f(x) 
4 





FIGURE 2.48 Linearization 
of 5 cos x about x = 2/2 








The previous discussion can be formalized using the Taylor series expansion, 
which expresses the value of a function in terms of the value of that function at a 
particular point, the excursion away from that point, and derivatives evaluated at 
that point. The Taylor series is shown in Eq. (2.181). 


(x — xo) « af 
1! | dx 


(x — xo) 
2! 





Fae poe (2.181) 








xX=Xo xX=Xo 


For small excursions of x from x9, we can neglect higher-order terms. The resulting 
approximation yields a straight-line relationship between the change in f(x) and the 
excursions away from xo. Neglecting the higher-order terms in Eq. (2.181), we get 








(x — xo) (2.182) 
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or 








ôf (x) ~ m| yx 6x (2.183) 








which is a linear relationship between ôf (x) and ôx for small excursions away from xo. 
It is interesting to note that Eqs. (2.182) and (2.183) are identical to Eqs. (2.178) and 
(2.179), which we derived intuitively. The following examples illustrate linearization. 
The first example demonstrates linearization of a differential equation, and the 
second example applies linearization to finding a transfer function. 


Example 2.27 





Linearizing a Differential Equation 
PROBLEM: Linearize Eq. (2.184) for small excursions about x = 7/4. 


ax dx 

apt 2g + cosx =0 (2.184) 
SOLUTION: The presence of the term cos x makes this equation nonlinear. Since 
we want to linearize the equation about x = 7/4, we let x = 6x + 2/4, where ôx is 


the small excursion about 7/4, and substitute x into Eq. (2.184): 
d(sx+7)  d(ax+7) 
+ 2 








4 4) | m) 
ad + cos (6x +7) =0 (2.185) 
But 2 T 
dij ôx +— a 
o’PDF Enhanc 
Apag “P @F186) 
and TU 
dt ~ dt (187) 


Finally, the term cos (ôx + (7/4) can be linearized with the truncated Taylor series. 
Substituting f(x) = cos(dx + (2/4)), f(xo) = f (2/4) = cos(7/4), and (x — xo) = ôx 
into Eq. (2.182) yields 











cos( Sx =) cos(7) = coos ox = -sin(7) ôx (2.188) 
Wa 
Solving Eq. (2.188) for cos (5x + (7/4)), we get 
cos (ax + =) = cos (3) sin(7) ôx = ve Var (2.189) 


Substituting Eqs. (2.186), (2.187), and (2.189) into Eq. (2.185) yields the following 
linearized differential equation: 
dsx dix v2 V2 
+2 ôx = 2.190 

dt? ae a 2 vam) 
This equation can now be solved for ôx, from which we can obtain x = ôx + (7/4). 

Even though the nonlinear Eq. (2.184) is homogeneous, the linearized Eq. (2.190) 
is not homogeneous. Eq. (2.190) has a forcing function on its right-hand side. This 
additional term can be thought of as an input to a system represented by Eq. (2.184). 
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Another observation about Eq. (2.190) is the negative sign on the left-hand 
side. The study of differential equations tells us that since the roots of the 
characteristic equation are positive, the homogeneous solution grows without 
bound instead of diminishing to zero. Thus, this system linearized around x = 
1/4 is not stable. 





Example 2.28 





Transfer Function—Nonlinear Electrical Network 





v(t) 


shown in Figure 2.49, which contains a nonlinear resistor whose voltage- 
ye current relationship is defined by i, = 2e°!”, where i, and v, are the resistor 
current and voltage, respectively. Also, v(¢) in Figure 2.49 is a small-signal 

v(t) © 


source. 
Nonlinear 


ebr SOLUTION: We will use Kirchhoff’s voltage law to sum the voltages in the 

loop to obtain the nonlinear differential equation, but first we must solve for 

the voltage across the nonlinear resistor. Taking the natural log of the 

n resistor’s current-voltage relationship, we get v, = 10 In4i,. Applying Kirchh- 


FIGURE 2.49 Nonlinear off’s voltage law around the i where i, = i, yields 
electrical network 


: PROBLEM: Find the transfer function, Vz(s)/V(s), for the electrical network 
(t) 





iont- 4 2.191 
Apago PDF EAEE m ae 
Next, letus evaluate the equilibrium solution. First, set the small-signal 
source, v(t), equal to zero. Now evaluate the steady-state current. With v(t) = 0, 
the circuit consists of a 20 V battery in series with the inductor and nonlinear 
resistor. In the steady state, the voltage across the inductor will be zero, since 
v(t) = Ldi/dt and di/dt is zero in the steady state, given a constant battery 
source. Hence, the resistor voltage, v,, is 20 V. Using the characteristics of the 
resistor, i, = 2e°!”, we find that i, = i= 14.78 amps. This current, ip, is the 
equilibrium value of the network current. Hence i = ip + ôi. Substituting this 
current into Eq. (2.191) yields 


d(io + ôi) 
dt 





1 
L H 101n5 (io + ôi) — 20 = v(2) (2.192) 


Using Eq. (2.182) to linearize ln4 (io + ôi), we get 











1 1, d(indi)} 1 
Inz (io + ôi) In5 to = a F T — ôi (2.193) 
or r 
ic E E (2.194) 
2 2 lo 


Substituting into Eq. (2.192), the linearized equation becomes 


p# 149 (ms ! =i) 20 = v(t) (2.195) 
io 





dt 


2.11 Linearization 


Letting L = 1 and ip = 14.78, the final linearized differential equation is 


a + 0.6778i = v(t) (2.196) 


Taking the Laplace transform with zero initial conditions and solving for di(s), we 
get 


3i(s) (2.197) 


~ 540.677 


But the voltage across the inductor about the equilibrium point is 


v(t) = ie a eee Fe (2.198) 


Taking the Laplace transform, 
Vi(s) = Lséi(s) = sdi(s) (2.199) 
Substituting Eq. (2.197) into Eq. (2.199) yields 


Vis) 


Vil) =s 0677 


(2.200) 


from which the final transfer function is 


Vi(s) | sS 
V(s)  s+0.677 


for small excursions about i = \Apag@vPDE»dinhancer 


(2.201) 





Skill-Assessment Exercise 2.13 


PROBLEM: Find the linearized transfer function, G(s) = V (s)/I(s), for the elec- 
trical network shown in Figure 2.50. The network contains a nonlinear resistor 
whose voltage-current relationship is defined by i, = e”. The current source, i(t), is 
a small-signal generator. 
1 
ANSWER: G(s) = —- 
(5) s+2 
The complete solution is at www.wiley.com/college/nise. 


v(t) 





2A (A) i(t) O Nonlinear 
resistor 
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FIGURE 2.50 Nonlinear 
electric circuit for Skill- 
Assessment Exercise 2.13 
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Chapter 2 Modeling in the Frequency Domain 


Case Studies 





Antenna Control: Transfer Functions 


This chapter showed that physical systems can be modeled mathematically with 
transfer functions. Typically, systems are composed of subsystems of different 
types, such as electrical, mechanical, and electromechanical. 

The first case study uses our ongoing example of the antenna azimuth position 
control system to show how to represent each subsystem as a transfer function. 


PROBLEM: Find the transfer function for each subsystem of the antenna 
azimuth position control system schematic shown on the front endpapers. Use 
Configuration 1. 


SOLUTION: First, we identify the individual subsystems for which we must find 
transfer functions; they are summarized in Table 2.6. We proceed to find the 
transfer function for each subsystem. 


TABLE 2.6 Subsystems of the antenna azimuth position control system 








Subsystem Input Output 

Input potentiometer Angular rotation from user, 6;(t) Voltage to preamp, v;(t) 

Preamp Voltage from potentiometers, Voltage to power amp, vp(t) 

velt) = v(t) — vo(t) 

Power amp Voltage from preamp, vp (f) Voltage to motor, ea(t) 

Motor Voltage from power amp, eq (t) Angular rotation to load, 
A(t) 

Output potentiometer Angular rotation from load, 69(t) | Voltage to preamp, vo(t) 





Input Potentiometer; Output Potentiometer 

Since the input and output potentiometers are configured in the same way, their 
transfer functions will be the same. We neglect the dynamics for the potentiometers 
and simply find the relationship between the output voltage and the input angular 
displacement. In the center position the output voltage is zero. Five turns toward 
either the positive 10 volts or the negative 10 volts yields a voltage change of 10 
volts. Thus, the transfer function, V;(s)/6;(s), for the potentiometers is found by 
dividing the voltage change by the angular displacement: 

Vi(is) 10 1 


o m (2.202) 


Preamplifier; Power Amplifier 

The transfer functions of the amplifiers are given in the problem statement. Two 
phenomena are neglected. First, we assume that saturation is never reached. 
Second, the dynamics of the preamplifier are neglected, since its speed of response 
is typically much greater than that of the power amplifier. The transfer functions of 
both amplifiers are given in the problem statement and are the ratio of the Laplace 
transforms of the output voltage divided by the input voltage. Hence, for the 


Case Studies 











preamplifier, 
V>(s) 
=K 2.203 
V.(s) (2.203) 
and for the power amplifier, 
E,(s) a 100 (2.204) 


Motor and Load 
The motor and its load are next. The transfer function relating the armature displace- 
ment to the armature voltage is given in Eq. (2.153). The equivalent inertia, Jm, is 


E ee “00041 1 _ 093 (2.205) 
a EEN a 100 ` i 


where Jz = 1 is the load inertia at 6). The equivalent viscous damping, Dm, at the 
armature is 


D Da + D 25 \" 0.01 +1 0.02 2.206 
Cae (335) = 00 eae 
where Dz is the load viscous damping at 6). From the problem statement, K, = 0.5 
N-m/A, K» = 0.5 V-s/rad, and the armature resistance R, = 8 ohms. These quantit- 
ies along with Jm and Dm are substituted into Eq. (2.153), yielding the transfer 
function of the motor from the armature voltage to the armature displacement, or 


Om (s) K;/(RaJm) a 2.083 

E,(s) sf mal (pn | 29] s(s + 1.71) 
Ra 

To complete the transfer function of the motor, we multiply by the gear ratio to 

arrive at the transfer function relating load displacement to armature voltage: 





(2.207) 





bols) Om(S) 0.2083 
=0.1 = 2.208 
E,(s) E,(s) s(s+1.71) ( ) 
The results are summarized in the block diagram and table of block diagram 
parameters (Configuration 1) shown on the front endpapers. 








CHALLENGE: We now give you a problem to test your knowledge of this chapter’s 
objectives: Referring to the antenna azimuth position control system schematic 
shown on the front endpapers, evaluate the transfer function of each subsystem. 
Use Configuration 2. Record your results in the table of block diagram parameters 
shown on the front endpapers for use in subsequent chapters’ case study challenges. 


Transfer Function of a Human Leg 


In this case study we find the transfer function of a biological system. The system is 
a human leg, which pivots from the hip joint. In this problem, the component of 
weight is nonlinear, so the system requires linearization before the evaluation of 
the transfer function. 
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Hip joint 





FIGURE 2.51 Cylinder model of a 


human leg. 


Ly Tw) 
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PROBLEM: The transfer function of a human leg relates the output angular 
rotation about the hip joint to the input torque supplied by the leg muscle. A 
simplified model for the leg is shown in Figure 2.51. The model assumes an 
applied muscular torque, T,,,(¢), viscous damping, D, at the hip joint, and 
inertia, J, around the hip joint." Also, a component of the weight of the leg, 
Mg, where M is the mass of the leg and g is the acceleration due to gravity, 
creates a nonlinear torque. If we assume that the leg is of uniform density, 
the weight can be applied at L/2, where L is the length of the leg (Milsum, 
1966). Do the following: 


a. Evaluate the nonlinear torque. 


b. Find the transfer function, 6(s)/T,,(s), for small angles of rotation, 
where 6(s) is the angular rotation of the leg about the hip joint. 


SOLUTION: First, calculate the torque due to the weight. The total weight of 
the leg is Mg acting vertically. The component of the weight in the direction 
of rotation is Mg sin 6. This force is applied at a distance L/2 from the hip 
joint. Hence the torque in the direction of rotation, Tw(t), is Mg(L/2) sin 0. 
Next, draw a free-body diagram of the leg, showing the applied torque, 
Tm(t), the torque due to the weight, T(t), and the opposing torques due to 
inertia and viscous damping (see Figure 2.52). 
Summing torques, we get 
do do 


L 
tD + Mg 5sin8 = T(t) (2.209) 


4 dt? d 





FIGURE 2.52 Free-body diagram of We linearize the system about the equilibrium point, 6 = 0, the vertical 


leg model 


position of the leg. Using Eq. (2.182), we get 
sind — sin0 = (cos0)66 (2.210) 


from which, sind = 66. Also, J d°0/dt? = J d’s0/dt? and D d0/dt = D dô0/dt. 
Hence Eq. (2.209) becomes 


d°s0 d50 L 
d? — dt PaL 2 





J 80 = Pa) (2.211) 


Notice that the torque due to the weight approximates a spring torque on the leg. 
Taking the Laplace transform with zero initial conditions yields 


(us + Ds + Mg 5) 66(s) = Tn (8) (2.212) 


from which the transfer function is 


50(s) 1/J 
= 2213 
Tn(s) 495-4 ae 





15 For emphasis, J is not around the center of mass, as we previously assumed for inertia in mechanical 
rotation. 


for small excursions about the equilibrium point, 0 = 0. 


CHALLENGE: We now introduce a case study challenge to test your 
knowledge of this chapter’s objectives. Although the physical 
system is different from a human leg, the problem demonstrates | ( 
the same principles: linearization followed by transfer function 
evaluation. 


the transfer function relating the output nonlinear resistor voltage, 
V,(s), to the input source voltage, V(s). 
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i(t) 1H 


+ 
i 2 
a Nonlinear v,(t) = 272(2) 
resistor 


Given the nonlinear electrical network shown in Figure 2.53, find = oy 





© 
oS) 
WN 











FIGURE 2.53 Nonlinear electric circuit 





@ summary P 


In this chapter, we discussed how to find a mathematical model, called a transfer 
function, for linear, time-invariant electrical, mechanical, and electromechanical 
systems. The transfer function is defined as G(s) = C(s)/R(s), or the ratio of the 
Laplace transform of the output to the Laplace transform of the input. This relation- 
ship is algebraic and also adapts itself to modeling interconnected subsystems. 


We realize that the physical world consists of more systems than we illustrated 


in this chapter. For example, we could apply transfer function modeling to hydraulic, 
pneumatic, heat, and even economic systems. Of course, we must assume these 


systems to be linear, or make sie se (oi) 9) a E EHS this, podeling 


technique. 


Now that we have our transfer function, we can evaluate its response to a 


specified input. System response will be covered in Chapter 4. For those pursuing the 
state-space approach, we continue our discussion of modeling in Chapter 3, where 
we use the time domain rather than the frequency domain. 


C Review Questions > | 


1. What mathematical model permits easy interconnection of physical systems? 


8. 


. To what classification of systems can the transfer function be best applied? 
. What transformation turns the solution of differential equations into algebraic 


manipulations? 


. Define the transfer function. 


. What assumption is made concerning initial conditions when dealing with 


transfer functions? 


. What do we call the mechanical equations written in order to evaluate the 


transfer function? 


. If we understand the form the mechanical equations take, what step do we avoid 


in evaluating the transfer function? 


Why do transfer functions for mechanical networks look identical to transfer 
functions for electrical networks? 
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9. What function do gears perform? 


10. What are the component parts of the mechanical constants of a motor’s 
transfer function? 


11. The motor’s transfer function relates armature displacement to armature 
voltage. How can the transfer function that relates load displacement and 
armature voltage be determined? 


12. Summarize the steps taken to linearize a nonlinear system. 


GEE oe D 























1. Derive the Laplace transform for the following time Laplace transform of the following 
functions: [Section: 2.2] frequency functions:[ Section: 2.2] 
a. u(t) Ga (s? +3s+10)(s+5) 
b. tu(t) : (s+ 3)(s+4)(s* +25+100) 
c. sin wt u(t) b. G(s) = s'+4s°+2s+6 
d. cos wt u(t) (s+ 8)(s°+8s+ 3)(s*+5s+7) 
2. Using the Laplace transform pairs WileyPLUS 7. A system is described by the following differential 
of Table 2.1 and the Laplace trans- equaron: 
a ears = ee Control Solutions Ëy 2 d’y ue dy | , dx ax Lg dx | 8x 
e Laplace transforms for o, | H Hy=-31 zA H 
lowing time functions: snio DA go PDF Enhancer dr adi a 


Find the expression for the transfer function of the 
system, Y(s)/X(s). [Section: 2.3] 
8. For each of the following transfer functions, write 


a. e“sin wt u(t) 


b. e-“cos wt u(t) 














c Pult) the corresponding differential equation. [Section: 
3. Repeat Problem 18 in Chapter 1, using Laplace 2.3] 

transforms. Assume that the forcing functions are X(s) 7 

zero prior to t = 0—. [Section: 2.2] . = 

F(s) s- +5s+10 
4. Repeat Problem 19 in Chapter 1, using Laplace 
EE TE pi X(s) 15 

transforms. Use the following initial conditions i = 

for each part as follows: (a) x(0) = 4, x'(0) = —4; F(s) (s+ 10)(s + 11) 

(b)x(0) = 4, x'(0) = 1; (c)x(0) = 2, x' (0) = 3, where X(s) _ s+3 

* F(s) sè +1182 + 12s + 18 


x' (0) = (0). Assume that the forcing functions are 
dt 9. Write the differential equation for the system shown 


zero prior to t = 0—. [Section: 2.2] in Figure P2.1. [Section: 2.3] 
5. Use MATLAB and the Symbolic Math symbolic Math 
Toolbox to find the Laplace 


transformof the following R(s) FESTES TETT o 
time functions: [Section: 2.2] 5+ 79> + 354+ 253 + 5245 





a. F(t) = 8t°cos(3t + 45°) FIGURE P2.1 
b. f(t) =3te?tsin(4t + 60°) 

6. Use MATLAB and the Symbolic Math SymbolicMmath 10. Write the differential equation that WileyPLUS 
Toolbox to find the inverse CID is mathematically equivalent to the 


Control Solutions 


11. 


12. 


13. 


14. 


15. 


block diagram shown in Figure P2.2. Assume that 
r(t) = 38. [Section: 2.3] 


Ris) 54+ 353+. 2s7 + 541 Cs) 
| _ 
s5 + 4544 353 + 2524+ 3942 


FIGURE P2.2 





A system is described by the following differential 
equation: [Section 2.3] 

ax dx 

— +2—43x=1 

de de 
with the initial conditions x(0) = 1, x(0) = —1. 
Show a block diagram of the system, giving its 
transfer function and all pertinent inputs and out- 
puts. (Hint: the initial conditions will show up as 
added inputs to an effective system with zero initial 
conditions.) 


Use MATLAB to generate the transfer MATLAB 
function: [Section: 2.3] 
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inthe following ways: Apago PDF 


a. the ratio of factors; 
b. the ratio of polynomials. 


Repeat Problem 12 forthe following MATLAB 
transfer function: [Section: 2.3] 





4 








S 
2: 4 
T 


+ 25s? +20s*+15s+ 42 
13s44+ 9s? + 37s? +35s +50 





S 


Use MATLAB to generate the partial- 
fraction expansion of the following 
function: [Section: 2.3] 





04(s+5)(s+ 70) 
s(s+ 45)(s+55)(s? +75+110)(s? + 6s + 95) 














Use MATLAB and the SymbolicMath Symbolic Math 
Toolbox to input and form LTI ob- EID 
jects in polynomial and factored form 
for the following frequency functions: 
[Section: 2.3] 






































= 45(s* + 37s+74)(s°+28s* + 325416) 

a. G(s) = (s+ 39)(s+47)(s? +25+100)(s3+27s?+18s+15) 
_ 56(s+14)(s3+ 49s? + 625+53) 

b. G(s) (s?+ 81s? +76s+ 65)(s* +88s+ 33)( 56s+77) 
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16. Find the transfer function, G(s) = Vo(s)/Vi(s), for 
each network shown in Figure P2.3. [Section: 2.4] 


vi) =) irre wÒ ee reo 


FIGURE P2.3 

















17. Find the transfer function, G(s) = Vz(s)/V(s), 
for each network shown in Figure P2.4. [Section: 2.4] 


2H 2Q IF 


O00 WAG 
2Q rO = 22 
v(t) 20 + v(t) © + 


2HQ LO 1F=& 2HQ LO 














(a) (b) 
FIGURE P2.4 








; ; ileyPLUS 
18. Find the transfer function, G(s) = Vo(s)/ D 


Eñhancer network shown in 
Figure P2.5. Solve the problem using 


mesh analysis. [Section: 2.4] 


Control Solutions 








+Vo()- 1H 
NVA 








NI- 


vin) 12 = 


FR 5 
0 mg SKIFF 1F Æ vð 
































(a) (b) 
FIGURE P2.5 


19. Repeat Problem 18 using nodal equations. [Section: 
2.4] 


20. a. Write, but do not solve, the mesh and nodal 
equations for the network of Figure P2.6. [Sec- 
tion: 2.4] 


b. Use MATLAB, the Symbolic Math Symbolic Math 
Toolbox, andtheequations found 
inpartatosolveforthetransfer 
function, G(s) = Vo(s)/V(s). Use both the 
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mesh and nodal equations 


Modeling in the Frequency Domain 


and show 


that either set yields the same transfer 


function. [Section: 2.4] 


















































110KkKQ  4uF 
AW 
| 
1 ay v(i) 
oF v,(t) 
T —— F 
IK 
20 4Q 6H = 400 KQ 
5% aN 4 uF 
O 8.0 = Volt) - 
4H (a) 
110 KQ 
FIGURE P2.6 WWW 
WV 
600kQ  4uF 
21. Find the transfer function, G(s) = V.(s)/V;(s), for a v(t) 
each operational amplifier circuit shown in Figure v,(t) - 
P2.7. [Section: 2.4] 











100 kQ 
AN 
2 UF 
ON | ( v,() ~ Apag¢ 
500kQ 2uF > 














100 kQ 


NVA 


100 kQ 
































2 UF 
v(t) v(t) 
WWE v0 
100kQ 2uF 
+ 
(b) 
FIGURE P2.7 


22. Find the transfer function, G(s) = Vo(s)/V:(s), for 
each operational amplifier circuit shown in Figure 


P2.8. [Section: 2.4] 








4uF A 








PDF Enhancer 











(b) 


FIGURE P2.8 


23. Find the transfer function, G(s) = X1(s)/F(s), for 
the translational mechanical system shown in Figure 


P2.9. [Section: 2.5] 








4N-s/m 








tm» x(t) 












































5 kg 


5 N/m 
— 0000) — fio 





FIGURE P2.9 


24. Find the transfer function, G(s) = X2(s)/F(s), for 


the translational mechanical network shown in 
Figure P2.10. [Section: 2.5] 


10 
I 















































ana X(t) 
1 N/m I 
fo ( 0 0 0 
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FIGURE P2.10 


25. Find the transfer function, G(s) = 
X>(s)/F(s), for the translational 
mechanical system shown in Figure 
P2.11. (Hint: place a zero mass at 
X2(t).) [Section: 2.5] 


w THD 


Læ x(t) 




















10 kg 
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5 N-s/m 
FIGURE P2.11 


























2 N-s/m 








26. For the system of Figure P2.12 find the transfer 


function, G(s) = 








X1(s)/F(s). [Section: 2.5] 
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M,=8kg 


16 N-s/m 15 N/m 
Frictionless 


Frictionless 


























(b) 
FIGURE P2.14 


29. Write, but do not solve, the equations of motion for 




















the translational mechanical system shown in Figure 
P2.15. [Section: 2.5] 
























































E = 3 N-s/m 























Ki=4Nm — [POR =5 Nim [| 2 
TOD. m~ 
= K,=5 N/m 
fo, = 3 N-s/m| Mi =1 kg 42 peg Mp=2kg| f,,= 2 N-s/m i 
n fy, = 2 N-s/m 
FIGURE P2.12 K i 000 
| 
27. Find the transfer function, G(s) = X3(s)/F(s 5), for fv =2N-s/m 


the translational mechanical SA shown in 


P2.13. [Section: 2.5] 
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FIGURE P2.15 





Frictionless 


X(t) 


30. For each of the rotational mechanical systems 
shown in Figure P2.16, write, but do not solve, the 











28. Find the transfer function, X3(s)/F(s), for each 


Prictionless 


FIGURE P2.13 


E -a 


system shown in Figure P2.14. [Section: 2.5] 











fv, =4N-s/m 














—Mh = 4 kg 


fg = 4 N-s/m 


/ 











(a) 


equations of motion. [Section: 2.6] 


A(t) T(t) O(t) 


1 N-m-s/rad 


8 N-m-s/rad 
HE Qim J em 


9 N-m/rad 


(a) 
T(t) D D2 


Pı 
CLOE mW GOD 
b) 
FIGURE P2.16 
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31. For the rotational mechanical system 
shown in Figure P2.17, find the transfer 
function G(s) = 62(s)/T(s) 
2.6] 


WileyPLUS 


[Section: control solutions 
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T(t) 1 N-m/rad Ot) 
DH a 
[E 1 N-m-s/rad 
1 N-m-s/rad 














A 1 N-m-s/rad 




















FIGURE P2.17 


32. For the rotational mechanical system with gears 
shown in Figure P2.18, find the transfer function, 
G(s) = 63(s)/T(s). The gears have inertia and bear- 
ing friction as shown. [Section: 2.7] 


T(t) 
a 
Ji, Dı 
No N3 
Jn, D2 J3,D3 65(t) 
N4 - 
J4, D4 J5, D5 


FIGURE P2.18 





33. For the rotational system show pado P DF Enhancer 


the transfer function, G(s) = 02(s)/T (s). [Section: 2.7] 
T(t) 




















— >| Ni =4 
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FIGURE P2.19 


34. Find the transfer function, G(s) = 62(s)/T(s), for 
the rotational mechanical system shown in Figure 
P2.20. [Section: 2.7] 


1000 N-m-s/rad 


N3 = 25 — 200kg-m? } | 
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FIGURE P2.20 
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35. Find the transfer function, G(s) = 84(s)/T(s), for 
the rotational system shown in Figure P2.21. 
[Section: 2.7] 


T(t) A (0) P49) 96 N-m-s/rad 
ae N,=26 Nq= 120 E 


Ot) 03(t) 
Np = 110 F000 f ree 
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FIGURE P2.21 












































36. For the rotational system shown in Figure P2.22, 
find the transfer function, G(s) = 6,(s)/T(s). [Sec- 
tion: 2.7] 
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FIGURE P2.22 


37. For the rotational system shown in 
Figure P2.23, write the equations of 
motion from which the transfer func- 
tion, G(s) = 0;(s)/T(s), can be found. 
[Section: 2.7] 
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FIGURE P2.23 


38. Given the rotational system shown in Figure P2.24, 
find the transfer function, G(s) = 06(s)/0;(s). 
[Section: 2.7] 
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39. In the system shown in Figure P2.25, the inertia, J, of 
radius, r, is constrained to move only about the station- 
ary axis A. A viscous damping force of translational 
value f, exists between the bodies J and M. If an 
external force, f(t), is applied to the mass, find the 
transfer function, G(s) = 0(s)/F(s). [Sections: 2.5; 2.6] 
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FIGURE P2.25 


40. For the combined translational and rotational sys- 
tem shown in Figure P2.26, find the transfer func- 
tion, G(s) = X(s)/T(s). [Sections: 2.5; 2.6; 2.7] 
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FIGURE P2.27 


42. For the motor, load, and torque-speed curve shown 
in Figure P2.28, find the transfer function, 
G(s) = 8L (s)/Ea(s). [Section: 2.8] 
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FIGURE P2.28 


43. The motor whose torque-speed characteristics are 
shown in Figure P2.29 drives the load shown in the 
diagram. Some of the gears have inertia. Find the 
transfer function, G(s) = 62(s)/Eaq(s). [Section: 2.8] 
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41. Given the combined translational and 
rotational system shown in Figure 
P2.27, find the transfer function, 


G(s) = X(s)/T(s). [Sections: 2.5; 2.6] 
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44. 





+ 
e,(t)| Motor k N; =12 
Ny = 25 N3=25 
Ot) 
FIGURE P2.30 
45. In this chapter, we derived the WileyPLUS 
transfer function of a de motor CƏ 
relating the angular displace- Control Solutions 
ment output to the armature 
voltage input. Often we want to control the out- 
put torque rather than the di ¥ {ore} SF 
the transfer function of the t t relate 
output torque to input armature voltage. 
[Section: 2.8] 
46. Find the transfer function, G(s) = X(s)/Ea(s), for 
the system shown in Figure P2.31. [Sections: 2.5-2.8] 
+ 
ealt) | Motor N,=10 
= J=1 kg-m? D = 1 N-m-s/rad__ 
N2=20 | 
Radius = 2m Ideal E 
gear 1:1 
M=1kg EI 
For the motor: 
Ja = 1 kg-m? x(t) 
D, = 1 N-m-s/rad L 
R, =12 A fy = 1 N-s/m 
K, = 1 V-s/rad 
K, = 1 N-m/A 
FIGURE P2.31 
47. Find the series and parallel analogs for the transla- 





Chapter 2 


A dc motor develops 55 N-m of torque at a speed 
of 600 rad/s when 12 volts are applied. It stalls out 
at this voltage with 100 N-m of torque. If the 
inertia and damping of the armature are 7 kg-m? 
and 3 N-m-s/rad, respectively, find the transfer 
function, G(s) = 0z (s)/Ea(s), of this motor if it 
drives an inertia load of 105 kg-m” through a gear 
train, as shown in Figure P2.30. [Section: 2.8] 
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tional mechanical system shown in Figure 2.20 in the 
text. [Section: 2.9] 
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49. 


51. 
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Find the series and parallel analogs for the rota- 
tional mechanical systems shown in Figure P2.16(b) 
in the problems. [Section: 2.9] 


A system’s output, c, is related to the system’s input, 
r, by the straight-line relationship, c = 5r + 7. Is the 
system linear? [Section: 2.10] 


. Consider the differential equation 


&x 
dt? 


d. 
+3 = +2x = f(x) 
where f(x) is the input and is a function of the 
output, x. If f(x) = sinx, linearize the differential 
equation for small excursions. [Section: 2.10] 


a x=0 
bx=az 


Consider the differential equation WileyPLUS 


2 
dx Control Solutions 


dt? a 


dx 
JP | 10 





where f(x) is the input and is a function of the 
output, x. If f(x) =e, linearize the differential 
equation for x near 0. [Section: 2.10] 


52. Many systems are piecewise linear. That is, over a 


Enhance rriable values, the system can be 


described linearly. A system with amplifier satura- 
tion is one such example. Given the differential 
equation 


dx 


dx 
dt? 


+177 


+ 50x = f (x) 


assume that f(x) is as shown in Figure P2.32. Write 
the differential equation for each of the following 
ranges of x: [Section: 2.10] 


a —oo<x<-—3 
b. -3<x<3 
ce 3<x< oo 
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FIGURE P2.32 


53. For the translational mechanical system 
with a nonlinear spring shown in Figure 
P2.33, find the transfer function, 
G(s) = X(s)/F(s), for small excursions 
around f(t) =1. The spring is defined by x;(t) = 
1—e7s, where x,(f) is the spring displacement 
and f,(t) is the spring force. [Section: 2.10] 


Nonlinear 
. x(t) 
spring i 


Ta 1 N-s/m 
FIGURE P2.33 
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54. Consider the restaurant plate dispenser shown in 
Figure P2.34, which consists of a vertical stack of 
dishes supported by a compressed spring. As each 
plate is removed, the reduced weight on the 
dispenser causes the remaining plates to rise. 
Assume that the mass of the system minus the 
top plate is M, the viscous friction between 
the piston and the sides of the cylinder is f, 
the spring constant is K, and the weight of a 
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that deflect with skull movements and whose main 
purpose is to work as attitude sensors as well as help 
us maintain our sense of direction and equilibrium 
are attached to the canals. As the hair cells move, 
they deflect a waterproof flap called the cupula. It 
has been shown that the skull and cupula move- 
ments are related by the following equation (Mil- 
sum, 1966): 


J+ bọ + ko = (al) 
where 


J = moment of inertia of the fluid in the 
thin tube (constant) 

b = torque per unit relative angular velocity 
(constant) 

k = torque per unit relative angular 
displacement (constant) 

a = constant 

g(t) = angular deflection of the cupula (output) 


y(t) = skull’s angular acceleration (input) 


Find the transfer function oe 
sS 


56. Diabetes is an illness that has risen to epidemic propor- 





single plate is Wp. Find rApago PDF Enhaffatse out 3% of the total world population 
ep feduction i 


Y(s)/F(s), where F(s) is the ction in 
force felt when the top plate is removed, and 
Y(s) is the vertical displacement of the dispenser 
in an upward direction. 


ye Plates 


yt) 





Piston 


FIGURE P2.34 Plate dispenser 


55. Each inner ear in a human has a set of three nearly 
perpendicular semicircular canals of about 0.28 mm 
in diameter filled with fluid. Hair-cell transducers 


in 2003. A differential equation model that describes 
the total population size of diabetics is 





ac) =-(A+mt+d+yt+v)C(t) +AN(t) 
ve = —(v + 8)C(t) — UN(A + IÀ) 
with the initial conditions C(0) = Cp and N(0) = No 
and 
I(t) = the system input: the number of new 
cases of diabetes 
C(t) = number of diabetics with complications 
N(t) = the system output: the total number of 
diabetics with and without complications 
u = natural mortality rate (constant) 
À = probability of developing a complication 
(constant) 
ô = mortality rate due to complications 
(constant) 
v = rate at which patients with complications 
become severely disabled (constant) 
y = rate at which complications are cured 


(constant) 


106 


Chapter 2 


Assume the following values for parameters: v = 6 = 

0.05/yr, u = 0.02/yr, y = 0.08/yr, à = 0.7, with ini- 

tial conditions Cp = 47,000,500 and No =, 61,100,500. 

Assume also that diabetic incidence is constant J(t) = 

I = 6 x 10° (Boutayeb, 2004). 

a. Draw a block diagram of the system showing the 
output N(s), the input Z(s), the transfer function, 
and the initial conditions. 


b. Use any method to find the analytic expression 
for N(t) for t > 0. 


57. The circuit shown in Figure P2.35(a) is excited with 
the pulse shown in Figure P2.35(b). 


Vin 





3V 


+ + 
Vin(t) E 4F Vo(t) 


(a) (b) 
FIGURE P2.35 











The Laplace transform can ben 
in two different ways: The ‘ 
formed by writing v;(t) = a (t) — u(t — 0.005)] 
from which we use the Laplace transform to a 


1— e7 0-005s 

Vin(s) =3 5 

(Hint: look at Item 5 in Table 2.2, the time shift 
theorem.) In the second approach the pulse is approxi- 
mated by an impulse input having the same area 
(energy) as the original input. From Figure P2.35(b): 
Vin(t) © (3 V)(5 msec) (t) = 0.0156(t). In this case, 
Vin(s) = 0.015. This approximation can be used as 
long as the width of the pulse of Figure P2.35(b) is 
much smaller than the circuit’s smallest time constant. 
(Here, t = RC = (20)(4F) = 8 sec >> 5 msec.) 


a. Assuming the capacitor is initially discharged, 
obtain an analytic expression for v,(t) using both 
methods. 


b. Plot the results of both methods using any means 


available to you, and compare both outputs. 
Discuss the differences. 


58. In a magnetic levitation experiment a metallic ob- 


ject is held up in the air suspended under an electro- 
magnet. The vertical displacement of the object can 


Apaga Pur myisi 


59. 


Modeling in the Frequency Domain 


be described by the following nonlinear differential 
equation (Galvao, 2003): 


dH P 
ma = mg kP 





where 


m = mass of the metallic object 
g = gravity acceleration constant 
k = a positive constant 


H = distance between the electromagnet and 
the metallic object (output signal) 
I =electromagnet/s current (input signal) 


a. Show that a system’s equilibrium will be achieved 


when Ho = Io, EA 


b. Linearize the equation about the equilibrium 
point found in Part a and show that the resulting 
transfer function obtained from the linearized 
differential equation can be expressed as 


ôH (s) _ a 
sI(s) 2 — b? 





o perform ny linearization, define 





o and ôl = I(t) — Io; substitute into 
the original equation. This d give 
dP (Ho + 6H Io + ôI) 
mË = )_ , lo + êI) : 
dt (Ho + 6H) 





Now get a first-order Taylor’s series approximation on 

the right-hand side of the equation. Namely, calculate 

nf ot 
dt? 


_ oy 
ôH dH=0, 6J=0 


Oy 
ôH +— ôI 
ol ôH=0, ŝ8ŝI=0 





Figure P2.36 shows a quarter-car model commonly 
used for analyzing suspension systems. The car’s tire 
is considered to act as a spring without damping, as 
shown. The parameters of the model are (Lin, 1997) 


M, = car’s body mass 
Mus = wheel’s mass 
K, = strut’s spring constant 
K, = tire’s spring constant 
f, = strut’s damping constant 
r = road disturbance (input) 
xs = car’s vertical displacement 
Xw = wheel’s vertical displacement 


Obtain the transfer function from the road distur- 
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FIGURE P2.36 Quarter-car model used for suspension design. 
(© 1997 IEEE) 


60. Enzymes are large proteins that biological systems 
use to increase the rate at which reactions occur. For 
example, food is usually composed of large mole- 61. 


cules that are hard to digest; pa B R 
the large molecules into mA trie o, par F E H 


the digestive process. One such enzyme is amylase, 
contained in human saliva. It is commonly known 
that if you place a piece of uncooked pasta in your 
mouth its taste will change from paper-like to sweet 
as amylase breaks down the carbohydrates into 
sugars. Enzyme breakdown is often expressed by 
the following relation: 


ks 
S+EACSP 
1 


In this expression a substrate (S) interacts with an 
enzyme (E) to form a combined product (C) at a 
rate kı. The intermediate compound is reversible 
and gets disassociated at a rate k_;. Simultaneously 
some of the compound is transformed into the final 
product (P) at a rate k2. The kinetics describing this 
reaction are known as the Michaelis-Menten equations 
and consist of four nonlinear differential equations. 
However, under some conditions these equations can 
be simplified. Let Eo and Sp be the initial concentra- 
tions of enzyme and substrate, respectively. It is gener- 
ally accepted that under some energetic conditions or 
when the enzyme concentration is very big (Eo >> So), 
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the kinetics for this reaction are given by 
dS 


a TRC- S) 
dC 5 
p= kv(S -Ku C) 
dP 

dt — koC 


where the following constant terms are used 
(Schnell, 2004) : 


ky = ki Eo 
c=! 
d i 
an 
” ~ k 


a. Assuming the initial conditions for the reaction 
are S(0) = So, E(0) = Eo, C(0) = P(0) = 0, find 
the Laplace transform expressions for S, C, and 
P: L{S}, L{C}, and Y{P}, respectively. 

b. Use the final theorem to find S(oo), C(co), and 
P(o). 

Humans are able to stand on two legs through a 

lot pa system that includes several sensory 
mnputs—equilibrium and visual along with muscle ac- 
tuation. In order to gain a better understanding of the 
workings of the postural feedback mechanism, an 
individual is asked to stand on a platform to which 
sensors are attached at the base. Vibration actuators are 
attached with straps to the individual’s calves. As the 
vibration actuators are stimulated, the individual sways 
and movements are recorded. It was hypothesized that 
the human postural dynamics are analogous to those of 

a cart with a balancing standing pole attached (inverted 

pendulum). In that case, the dynamics can be described 

by the following two equations: 
do . 
JJZ = mgl sin 0(t) + Tva + Talt) 


Toa (t) = —mgl sin 0(t) + kJO(t) — nJO(t) 
—pJ | 0(t)dt 
! 


where m is the individual’s mass; / is the height of 
the individual’s center of gravity; g is the gravita- 
tional constant; J is the individual’s equivalent 
moment of inertia; n, p, and k are constants given 
by the body’s postural control system; 0(f) is the 
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individual’s angle with respect to a vertical line; 
Tpai(t) is the torque generated by the body muscles 
to maintain balance; and T,(t) is the external 
torque input disturbance. Find the transfer func- 
a (Johansson, 1988). 

Figure P2.37 shows a crane hoisting a load. Al- 
though the actual system’s model is highly non- 
linear, if the rope is considered to be stiff with a 
fixed length L, the system can be modeled using the 
following equations: 


tion 





MLÝLa = MLO 
mrłr =fr- mgo 
XLa = XT XL 

XL = Lo 


where m, is the mass of the load, mpy is the mass of the 

cart, xr and xz are displacements as defined in the 

figure, ¢ is the rope angle with respect to the vertical, 

and f y is the force applied to the cart (Marttinen, 1990). 

a. Obtain the transfer function from cart velocity to 

Ps) 

Vr(s) 

b. Assume that the cart is 
velocity Vo and obtain an expression for the 
resulting ¢(t). Show that under this condition, 


rope angle 





the load will sway with a frequency wo = Vf 


c. Find the transfer function from the applied force 

Xr(s) 

Fr(s) 

d. Show that if a constant force is applied to the cart, 
its velocity will increase without bound as t > co. 


to the cart’s position, 
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FIGURE P2.37 (© 1990 IEEE) 


In 1978, Malthus developed a model for human 
growth population that is also commonly used to 
model bacterial growth as follows. Let N(t) be the 
population density observed at time t. Let K be the 
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rate of reproduction per unit time. Neglecting pop- 
ulation deaths, the population density at a time 
t+ At (with small Aż) is given by 


N(t + At) = N(t) + KN(t)At 
which also can be written as 


N(t + At) — N(t) 


Ai = KN(t) 


Since M(t) can be considered to be a very large 
number, letting At — 0 gives the following differen- 
tial equation (Edelstein-Keshet, 2005): 


dN(t) _ 
dt 





= KN(t) 

a. Assuming an initial population N(0) = No, solve 
the differential equation by finding N(f). 

b. Find the time at which the population is double 
the initial population. 

Blood vessel blockages can in some instances be 

diagnosed through noninvasive techniques such as 

the use of sensitive microphones to detect flow 

acoustic anomalies. In order to predict the sound 

properties of the left coronary artery, a model has 


Apag ORBE Enhanterthat partitions the artery into 14 


segments, as shown in Figure P2.38(a). 





(a) 


Pi R L P, 

ovn iTe 
Ti Cc = >Q: 

1 

oO O 











(b) 








65. 


66. 


Problems 109 

c. Verify the result obtained in Part b using the 
transfer function obtained in Part a and applying 
the final value theorem. 


In order to design an underwater vehicle that has 
the characteristics of both a long-range transit vehi- 
cle (torpedo-like) and a highly maneuverable low- 
speed vehicle (boxlike), researchers have developed 
a thruster that mimics that of squid jet locomotion 
(Krieg, 2008). It has been demonstrated there that 
the average normalized thrust due to a command 


: Tref se 3 : 
step input, U(s) = —, > is given by: 


T(t) =T- e™) + asin(2zft) 
where T,,¢ is the reference or desired thrust, A is 
the system’s damping constant, a is the amplitude of 
the oscillation caused by the pumping action 


of the actuator, f is the actuator frequency, and 
T(t) is the average resulting normalized thrust. Find 


T(s) 


the thruster’s transfer function Us) Show all steps. 
s 

The Gompertz growth model is commonly used to 

model tumor cell growth. Let v(t) be the tumor’s 


volume, then 
dv(t) 


© Apago PDF Enhancer? =ne”) 


FIGURE P2.38 (© 1990 IEEE) 


Each segment is then modeled through the anal- 
ogous electrical circuit of Figure P2.38(b), resulting 
in the total model shown in Figure P2.38(c), where 
eight terminal resistances (Z) have been added. In 
the electrical model, pressure is analogous to volt- 
age and blood flow is analogous to current. As an 
example, for Segment 3 it was experimentally veri- 
fied that R3 = 4176.0, C3 = 0.98 uF, L3 = 140.6 H, 
and Z3 = 308, 1630 (Wang, 1990). 


a. For Segment 3, find the transfer function from 

Qos(s) 

P2(s) | 

b. It is well known in circuit analysis that if a 
constant input is applied to a circuit such as 
the one of Figure P2.38(b), the capacitor can be 
substituted by an open circuit and the inductor 
can be substituted by a short circuit as time 
approaches infinity. Use this fact to calculate 
the flow through Z3 after a constant unit pres- 
sure pulse is applied and time approaches 
infinity. 


input pressure to blood flow through Z3, 





where à and «œ are two appropriate constants 

(Edelstein-Keshet, 2005). 

a. Verify that the solution to this equation is given 
by v(t) = voet- where vo is the initial 
tumor volume. 

b. This model takes into account the fact that when 
nutrients and oxygen are scarce at the tumor’s 
core, its growth is impaired. Find the final pre- 
dicted tumor volume (let t —> o0). 

c. For a specific mouse tumor, it was experimen- 
tally found that A = 2.5 days, a = 0.1 days with 
vo = 50 x 10°? mm? (Chignola, 2005). Use any 
method available to make a plot of v(t) vs. t. 

d. Check the result obtained in Part b with the results 
from the graph from Part c. 
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67. High-speed rail pantograph. Problem 21 in Chap- 


ter 1 discusses active control of a pantograph 
mechanism for high-speed rail systems. The dia- 
gram for the pantograph and catenary coupling is 
shown in Figure P2.39(a). Assume the simplified 
model shown in Figure P2.39(b), where the catenary 
is represented by the spring, Kaye (O’Connor, 1997). 


































Kaye = 1.535 x 106 N/m 


3 K, = 82.3 x 103 N/m 
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FIGURE P2.39 a. Coupling of pantograph and catenary; b. simplified representation showing the active-control force (Reprinted 
with permission of ASME.) 
Apago PDF Enhancer 
a. Find the transfer function, Gi(s) = Ycat(s)/ 
Fup(s), where y,.,(¢) is the catenary displacement | s 
and f,,,(t) is the upward force applied to the 
pantograph under active control. Healy ect! 
b. Find the transfer function G2(s) = Yn(s)/Fup(s), Q) E 
where y,(t) is the pantograph head displacement. 
c. Find the transfer function, G(s) = (Yn(s)— | d 
Y cat($))/Fup(s). 
68. Control of HIV/AIDS. HIV inflicts its damage by 


infecting healthy CD4 + T cells (a type of white 
blood cell) that are necessary to fight infection. As 
the virus embeds in a T cell and the immune system 
produces more of these cells to fight the infection, 
the virus propagates in an opportunistic fashion. As 
we now develop a simple HIV model, refer to Figure 
P2.40. Normally T cells are produced at a rate s and 
die at a rate d. The HIV virus is present in the 
bloodstream in the infected individual. These 
viruses in the bloodstream, called free viruses, infect 
healthy T cells at a rate 8. Also, the viruses repro- 
duce through the T cell multiplication process or 
otherwise at a rate k. Free viruses die at a rate c. 
Infected T cells die at a rate w. 


FIGURE P2.40 (© 2004 IEEE) 


A simple mathematical model that illustrates 
these interactions is given by the following equa- 
tions (Craig, 2004): 


f =5— dT — pv 
dT* . 
© = kT — cv 


69. 


where 
T = number of healthy T cells 
T* =number of infected T cells 
v = number of free viruses 


a. The system is nonlinear; thus linearization is 
necessary to find transfer functions as you will 
do in subsequent chapters. The nonlinear nature 
of this model can be seen from the above equa- 
tions. Determine which of these equations are 
linear, which are nonlinear, and explain why. 

b. The system has two equilibrium points. Show 
that these are given by 


(To, T); vo) = 


and 


s cd sk 5) 
u pk’ ch $ 





7 cp 
(To, To, vo) = (a. 


Hybrid vehicle. Problem 23 in Chapter 1 discusses 
the cruise control of serial, parallel, and split- 
power hybrid electric vehicles (HEVs). The func- 
tional block diagrams develo go 
indicated that the speed of a vehicle dépends upon 
the balance between the motive forces (developed 
by the gasoline engine and/or the electric motor) 
and running resistive forces. The resistive forces 
include the aerodynamic drag, rolling resistance, 
and climbing resistance. Figure P2.41 illustrates 
the running resistances for a car moving uphill 
(Bosch, 2007). 





FIGURE P2.41 Running resistances 
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The total running resistance, Fw, is calculated as 
Fy = Fro + Fr + Fst, where FR, is the rolling resist- 
ance, Fz is the aerodynamic drag, and Fy; is the 
climbing resistance. The aerodynamic drag is propor- 
tional to the square of the sum of car velocity, v, and 
the head-wind velocity, Vaw, Or v + Vaw. The other two 
resistances are functions of car weight, G, and the 
gradient of the road (given by the gradient angle, œ), 
as seen from the following equations: 


Fro = fG cos œ = fmg cosa 
where 


f = coefficient of rolling resistance, 


3 
II 


car mass, in kg, 
g = gravitational acceleration, in m/s”. 
Fi = 0.5pCyA(v + vmn) 
where 
p = air density, in kg/m3, 
Cy = coefficient of aerodynamic drag, 
A 


Fs, = Gsina = mgsin 


II 


largest cross-section of the car, in kg/m”. 





ee force, F, available at the drive wheels 
hnnancer 
Titot Phot 
F =m — 
7 "tot v 


where 


T = motive torque, 
P = motive power, 
i tot = total transmission ratio, 
r = tire radius, 
Not = total drive-train efficiency. 


The surplus force, F — Fw, accelerates the vehicle (or 
F-F, 
———, wherea 
km: m 
is the acceleration and k,,, is a coefficient that com- 
pensates for the apparent increase in vehicle mass due 
torotating masses (wheels, flywheel, crankshaft, etc. ): 
6 


retardsit when Fy > F). Lettinga = 


a. Show that car acceleration, 
mined from the equation: 


a, may be deter- 


F = fmgcosa+mgsina + 0.50C,A(v + Vig + km ma 


16 Other quantities, such as top speed, climbing ability, etc., may also be 
calculated by manipulation from that equation. 


112 


Chapter 2 


b. Assuming constant acceleration and using the 


average value for speed, find the average motive 
force, Fa (in N), and power, Pa, (inkW) the car needs 
to accelerate from 40 to 60 km/h in 4 seconds on a 
level road, (a = 0°), under windless conditions, 
where vaw = 0. You are given the following parame- 
ters: m = 1590kg, A=2m’, f= 0.011, p= 
1.2 kg/m?, Cy = 0.3, nor = 0.9, km = 1.2. Further- 
more, calculate the additional power, Paaa, the car 
needs after reaching 60 km/h to maintain its speed 
while climbing a hill with a gradient « = 5°. 


. The equation derived in Part a describes the non- 


linear car motion dynamics where F(t) is the input to 
the system, and v(t) the resulting output. Given that 
the aerodynamic drag is proportional to v? under 


Experiment 2.1 
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windless conditions, linearize the resulting equation 
of motion around an average speed, vo = 50 km/h, 
when the car travels on a level road,” where a = 0°. 
(Hint: Expand v? — vé in a truncated Taylor series). 
Write that equation of motion and represent it witha 
block diagram in which the block G, represents the 
vehicle dynamics. The output of that block is the car 
speed, v(t), and the input is the excess motive force, 
F(t), defined as: Fe = F — Fst — Fro + Fo, where 
F, the constant component of the linearized aerody- 
namic drag. 


. Use the equation in Part e to find the vehicle 


transfer function: G,(s) = 


V(s)/Fe(s). 


17 Note that on a level road the climbing resistance is Fs; = 0, 
since sina = sin 0° = 0. 


GOs cyber Exploration Laboratory FD 


Objectives To learn to use MATLAB to (1) generate polynomials, (2) manipu- 
late polynomials, (3) generate transfer functions, (4) manipulate transfer functions, 
and (5) perform partial-fraction expansions. 


Mik PaGQoquPdBofdindVam Gr MATLAB and the Control System 


Toolbox 
Prelab 


1. Calculate the following by hand or with a calculator: 


a. The roots of P; = sô 
b. The roots of P) = sô 


e P3 = Pi + Po; P4 


























= P — 


2. Calculate by hand or with a calculator the polynomial 


Po = (s4 





T55 + 254 + 953 + 1052 + 125 +15 

955 + 854 + 953 + 1252 + 155 + 20 
Po; Ps = P\ Pz 

7)(s + 8)(s + 3)(s + 5)(s + 9)(s + 10) 


3. Calculate by hand or with a calculator the following transfer functions: 


204s + 2)(s 


3)(s 





a. Gi(s) = 


6)(s + 8) 








s(s+7)(s 


+ O)(s 


+ 10)(s 


+ 15)’ 


represented as a numerator polynomial divided by a denominator polynomial. 
+ 99s? + 223s + 140 


44.1753 





b. Go (s) = 





s5 + 32s* + 36353 + 2092s? + 5052s + 4320 


expressed as factors in the numerator divided by factors in the denominator, 
similar to the form of G;(s) in Prelab 3a. 


C. G3 (s) = 


Gi (s) + G(s); G(s) = 


Gi(s) — Go(s); Gs(s) = Gi(s)Go(s) 


expressed as factors divided by factors and expressed as polynomials divided 


by polynomials. 


Cyber Exploration Laboratory 














4. Calculate by hand or with a calculator the partial-fraction expansion of the 
following transfer functions: 
_ 5(s+2) 
al s(s? + 8s + 15) 
5(s +2) 
oS s(s* + 6s + 9) 
_ S5(s++2) 
Oe s(s? + 6s + 34) 
Lab 
1. Use MATLAB to find P3, P4, and Ps in Prelab 1. 
2. Use only one MATLAB command to find P6 in Prelab 2. 
3. Use only two MATLAB commands to find G;(s) in Prelab 3a represented as a 
polynomial divided by a polynomial. 
4. Use only two MATLAB commands to find G(s) expressed as factors in the 
numerator divided by factors in the denominator. 
5. Using various combinations of G(s) and Gy(s), find G3(s), G4(s), and Gs(s). 


6. 


Postlab 


1. 
2. 





Various combinations implies mixing and matching G(s) and G2(s) expressed as 
factors and polynomials. For example, in finding G3(s), Gi(s) can be expressed in 
factored form and G2(s) can be expressed in polynomial form. Another combi- 
nation is Gi(s) and G(s) both expressed as polynomials. Still another combina- 
tion is G1(s)and G2(s) both expressed in factored form. 


Use MATLAB to evaluate the partial fraction expansions shown in Prelab 4. 
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Discuss your findings for Lab 5. What can you conclude? 


Discuss the use of MATLAB to manipulate transfer functions and polynomials. 
Discuss any shortcomings in using MATLAB to evaluate partial fraction expansions. 


Experiment 2.2 


Objectives To learn to use MATLAB and the Symbolic Math Toolbox to (1) find 
Laplace transforms for time functions, (2) find time functions from Laplace trans- 
forms, (3) create LTI transfer functions from symbolic transfer functions, and (4) 
perform solutions of symbolic simultaneous equations. 


Minimum Required Software Packages MATLAB, the Symbolic 


1 
Math Toolbox, and the Control System Toolbox 10 i 
WWW 
Prelab g 
1. Using a hand calculation, find the Laplace transform of: 590 a ao 
25 25t ç; ; 8 WW VW 
f(t) = 0.0075 — 0.00034e~*>" cos(22t) + 0.087e~**' sin(22r) — 0.0072e-" 1p i 
2. Using a hand calculation, find the inverse Laplace transform of : E 
F(s) = 26 #3) + 56 +7) wO a 
s(s + 8)(s? + 10s + 100) iO LO 
3. Use a hand calculation to solve the circuit for the loop currents shown in 
Figure P2.42. FIGURE P2.42 
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Lab 


1. 


Use MATLAB and the Symbolic Math Toolbox to 
a. Generate symbolically the time function f(t) shown in Prelab 1. 


b. Generate symbolically F(s) shown in Prelab 2. Obtain your result symboli- 
cally in both factored and polynomial forms. 


. Find the Laplace transform of f(t) shown in Prelab 1. 


ao 


. Find the inverse Laplace transform of F(s) shown in Prelab 2. 


e. Generate an LTI transfer function for your symbolic representation of F(s) in 
Prelab 2 in both polynomial form and factored form. Start with the F(s) you 
generated symbolically. 


f. Solve for the loop currents in Prelab 3. 


Postlab 


1. 


Discuss the advantages and disadvantages between the Symbolic Math Toolbox 
and MATLAB alone to convert a transfer function from factored form to 
polynomial form and vice versa. 


. Discuss the advantages and disadvantages of using the Symbolic Math Toolbox to 


generate LTI transfer functions. 


. Discuss the advantages of using the Symbolic Math Toolbox to solve simulta- 


neous equations of the type generated by the electrical network in Prelab 3. Is it 
possible to solve the equations via MATLAB alone? Explain. 


. Discuss any other observations you had using the Symbolic Math Toolbox. 
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Experiment 2.3 


Objective To learn to use LabVIEW to generate and manipulate polynomials 
and transfer functions. 


Minimum Required Software Packages LabVIEW and the LabVIEW 
Control Design and Simulation Module. 


Prelab 

1. Study Appendix D, Sections D.1 through Section D.4, Example D.1. 

2. Perform by hand the calculations stated in Prelab 1 of Experiment 2.1. 

3. Find by a hand calculation the polynomial whose roots are: —7,—8, —3, —5, 


. Perform by hand a partial-fraction expansion of G(s) 


—9, and — 10. 
5s +10 


~ 53 + 852 + 155° 


. Find by a hand calculation G;(s) + G2(s), Gi(s) — Go(s), and G1(s)G2(s), where 


s+1 


Gals) ~ 2 44543" 


ayo e 


Lab 


A U Nm 


Open the LabVIEW functions palette and select the Mathematics/Polynomial palette. 
Generate the polynomials enumerated in Prelab 1a and lb of Experiment 2.1. 
Generate the polynomial operations stated in Prelab 1c of Experiment 2.1. 

Generate a polynomial whose roots are those stated in Prelab 3 of this experiment. 


Bibliography 


5. Generate the partial fraction expansion of the transfer function given in Prelab 4 
of this experiment. 


6. Using the Control Design and Simulation/Control Design/Model Construction 
palette, construct the two transfer functions enumerated in Prelab 5. 
7. Using the Control Design and Simulation/Control Design/Model Inter- 


connection palette, display the results of the mathematical operations enumer- 
ated in Prelab 5 of this experiment. 


Postlab 

1. Compare the polynomial operations obtained in Lab 3 to those obtained in 
Prelab 2. 

2. Compare the polynomial displayed in Lab 4 with that calculated in Prelab 3. 

3. Compare the partial-fraction expansion obtained in Lab 5 with that calculated in 
Prelab 4. 

4. Compare the results of the mathematical operations found in Lab 7 to those 
calculated in Prelab 5. 
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State Space 


This chapter covers only state-space methods. 
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E Chapter Learning Outcomes $ 


After completing this chapter, the student will be able to: 

@ Find a mathematical model, called a state-space representation, for a linear, time- 
invariant system (Sections 3.1-3.3) 

Model electrical and mechanical systems in state space (Section 3.4) 

Convert a transfer function to state space (Section 3.5) 

Convert a state-space representation to a transfer function (Section 3.6) 
Linearize a state-space representation (Section 3.7) 


C Case Study Learning Outcomes Ð 


You will be able to demonstrate your knowledge of the chapter objectives with case 
studies as follows: 


@ Given the antenna azimuth position control system shown on the front endpapers, 
you will be able to find the state-space representation of each subsystem. 

@ Given a description of the way a pharmaceutical drug flows through a human being, you 
will be able to find the state-space representation to determine drug concentrations in 
specified compartmentalized blocks of the process and of the human body. You will also 
be able to apply the same concepts to an aquifer to find water level. 
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@ 3.1 Introduction 


Two approaches are available for the analysis and design of feedback control 
systems. The first, which we began to study in Chapter 2, is known as the classical, 
or frequency-domain, technique. This approach is based on converting a system’s 
differential equation to a transfer function, thus generating a mathematical model of 
the system that algebraically relates a representation of the output to a representa- 
tion of the input. Replacing a differential equation with an algebraic equation not 
only simplifies the representation of individual subsystems but also simplifies 
modeling interconnected subsystems. 

The primary disadvantage of the classical approach is its limited applicability: 
It can be applied only to linear, time-invariant systems or systems that can be 
approximated as such. 

A major advantage of frequency-domain techniques is that they rapidly 
provide stability and transient response information. Thus, we can immediately 
see the effects of varying system parameters until an acceptable design is met. 

With the arrival of space exploration, requirements for control systems 
increased in scope. Modeling systems by using linear, time-invariant differential 
equations and subsequent transfer functions became inadequate. The state-space 
approach (also referred to as the modern, or time-domain, approach) is a unified 
method for modeling, analyzing, and designing a wide range of systems. For example, 
the state-space approach can be used to represent nonlinear systems that have 
backlash, saturation, and dead zone. Also, it can handle, conveniently, systems with 
nonzero initial conditions. Time-varying systems, (for example, missiles with varying 
fuel 4 & PDF VENnHSHeeY wide range of altitudes) can be 
represénted-h state space. Many systems do not have just a single input and a single 
output. Multiple-input, multiple-output systems (such as a vehicle with input 
direction and input velocity yielding an output direction and an output velocity) 
can be compactly represented in state space with a model similar in form and 
complexity to that used for single-input, single-output systems. The time-domain 
approach can be used to represent systems with a digital computer in the loop or to 
model systems for digital simulation. With a simulated system, system response can 
be obtained for changes in system parameters—an important design tool. The state- 
space approach is also attractive because of the availability of numerous state-space 
software packages for the personal computer. 

The time-domain approach can also be used for the same class of systems 
modeled by the classical approach. This alternate model gives the control systems 
designer another perspective from which to create a design. While the state-space 
approach can be applied to a wide range of systems, it is not as intuitive as the classical 
approach. The designer has to engage in several calculations before the physical 
interpretation of the model is apparent, whereas in classical control a few quick 
calculations or a graphic presentation of data rapidly yields the physical interpretation. 

In this book, the coverage of state-space techniques is to be regarded as an 
introduction to the subject, a springboard to advanced studies, and an alternate 
approach to frequency-domain techniques. We will limit the state-space approach to 
linear, time-invariant systems or systems that can be linearized by the methods of 
Chapter 2. The study of other classes of systems is beyond the scope of this book. 
Since state-space analysis and design rely on matrices and matrix operations, you 
may want to review this topic in Appendix G, located at www.wiley.com/college/nise, 
before continuing. 


3.2 Some Observations 


@ 3.2 Some Observations 


We proceed now to establish the state-space approach as an alternate method for 
representing physical systems. This section sets the stage for the formal definition of 
the state-space representation by making some observations about systems and their 
variables. In the discussion that follows, some of the development has been placed in 
footnotes to avoid clouding the main issues with an excess of equations and to ensure 
that the concept is clear. Although we use two electrical networks to illustrate the 
concepts, we could just as easily have used a mechanical or any other physical 
system. 

We now demonstrate that for a system with many variables, such as inductor 
voltage, resistor voltage, and capacitor charge, we need to use differential equations 
only to solve for a selected subset of system variables because all other remaining 
system variables can be evaluated algebraically from the variables in the subset. Our 
examples take the following approach: 


1. We select a particular subset of all possible system variables and call the variables 
in this subset state variables. 

2. For an nth-order system, we write n simultaneous, first-order differential equations 
in terms of the state variables. We call this system of simultaneous differential 
equations state equations. 

3. If we know the initial condition of all of the state variables at tọ as well as the 
system input for t > tọ, we can solve the simultaneous differential equations for 
the state variables for t > fo. 


4. We algebraically combine the stapa: WiP DBs t Sty bpa mele gall of 


the other system variables for t > tọ. We call this algebraic equation the output 
equation. 


5. We consider the state equations and the output equations a viable representation of 
the system. We call this representation of the system a state-space representation. 


Let us now follow these steps through an example. Consider the RL network shown 
in Figure 3.1 with an initial current of i(0). 


1. We select the current, i(t), for which we will write and solve a differential equation 
using Laplace transforms. 


2. We write the loop equation, 


di 
ra Ri = v(t) (3.1) 


3. Taking the Laplace transform, using Table 2.2, Item 7, and including the initial 
conditions, yields 
L|sI(s) — i(0)| + RI(s) = V (s) (3.2) 


Assuming the input, v(t), to be a unit step, u(t), whose Laplace transform is 
V(s) = 1/s, we solve for J(s) and get 


1 1 i(0 


Ks) => 7 R R 
L 





(3.3) 


R 
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FIGURE 3.1 RZL network 
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v(t) (4) 


i(t) 
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FIGURE 3.2 RLC network 
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from which 
1 
AA (1 — o~ (R/L) ; —(R/L)t 
i(t) = R (1 e ) + i(O)e (3.4) 


The function i(t) is a subset of all possible network variables that we are able to 
find from Eq. (3.4) if we know its initial condition, i(0), and the input, v(t). Thus, 
i(t) is a state variable, and the differential equation (3.1) is a state equation. 


. We can now solve for all of the other network variables algebraically in terms of 


i(t) and the applied voltage, v(t). For example, the voltage across the resistor is 


vr(t) = Ri(t) (3.5) 
The voltage across the inductor is 
v(t) = v(t) — Ri(t) (3.6)! 


di 1 : 
= yA- Rilo) (3.7)° 


Thus, knowing the state variable, i(t), and the input, v(t), we can find the value, or 
state, of any network variable at any time, t > tọ. Hence, the algebraic equations, 
Eqs. (3.5) through (3.7), are output equations. 


. Since the variables of interest are completely described by Eq. (3.1) and Eqs. (3.5) 


through (3.7), we say that the combined state equation (3.1) and the output 
oe (3.5 throu BB h 3.7) form a viable representation of the network, which we 
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Equation (3.1), which describes the dynamics of the network, is not unique. 


This equation could be written in terms of any other network variable. For example, 
substituting i = vg/R into Eq. (3.1) yields 


———+ vr = v(t) (3.8) 


which can be solved knowing that the initial condition vg(0) = Ri(0) and 
knowing v(t). In this case, the state variable is vg(t). Similarly, all other 
network variables can now be written in terms of the state variable, vg(t), 
and the input, v(t). Let us now extend our observations to a second-order 
system, such as that shown in Figure 3.2. 


. Since the network is of second order, two simultaneous, first-order differential 


equations are needed to solve for two state variables. We select i(t) and q(t), the 
charge on the capacitor, as the two state variables. 


2. Writing the loop equation yields 


L— GtRi+e f id= v0 (3.9) 








3.2 Some Observations 
Converting to charge, using i(t) = dq/dt, we get 


2 
1 
Lpg + aa = v(0) (3.10) 


But an nth-order differential equation can be converted to n simultaneous 
first-order differential equations, with each equation of the form 


a = AyjX, + Gj2X2 +++ + AinXyn + bi f(t) (3.11) 
where each x; is a state variable, and the aj;’s and b; are constants for linear, time- 
invariant systems. We say that the right-hand side of Eq. (3.11) is a linear 
combination of the state variables and the input, f(t). 

We can convert Eq. (3.10) into two simultaneous, first-order differential 
equations in terms of i(t) and q(t). The first equation can be dq/dt = i. The 
second equation can be formed by substituting f i dt = q into Eq. (3.9) and solving 
for di/dt. Summarizing the two resulting equations, we get 


dq _ 
a 
di 1 R. 1 

o ie rN 


i (3.12a) 





(3.12b) 


3. These equations are the state equations and can be solved simultaneously for the 
state variables, g(t) and i(t), using the Laplace transform and the methods of 
Chapter 2, if we know the initial conditions for q(t) and i(t) and if we know v(t), 
the input. 


4. From these two state variables, age (PDEhbeRnhanceee For 


example, the voltage across the inductor can be written in terms of the solved state 
variables and the input as 


v(t) = —=q(t) — Ri(t) + v(t) (3.13)° 


Equation (3.13) is an output equation; we say that v; (t) is a linear combination of 
the state variables, g(t) and i(t), and the input, v(t). 


5. The combined state equations (3.12) and the output equation (3.13) form a viable 
representation of the network, which we call a state-space representation. 


Another choice of two state variables can be made, for example, vr(t) and 
v(t), the resistor and capacitor voltage, respectively. The resulting set of simul- 
taneous, first-order differential equations follows: 





dvr R R R 4 
a A pret (3.14a) 
dvc 1 
ZE = Fave (3.14b) 


3 Since vz (t) = L(di/dt) = —(1/C)q — Ri + v(t), where di/dt can be found from Eq. (3.9), and fidt = q. 
“Since va(t) = i(t)R, and vc(t) = (1/C) f idt, differentiating vg(t) yields dvg/dt = R(di/dt) = (R/L)vi = 
(R/L){v(t) — vr — vc], and differentiating vc (f) yields dvc/dt = (1/C)i = (1/RC)vr. 
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Again, these differential equations can be solved for the state variables if we know 
the initial conditions along with v(t). Further, all other network variables can be 
found as a linear combination of these state variables. 

Is there a restriction on the choice of state variables? Yes! Typically, the 
minimum number of state variables required to describe a system equals the 
order of the differential equation. Thus, a second-order system requires a 
minimum of two state variables to describe it. We can define more state variables 
than the minimal set; however, within this minimal set the state variables must be 
linearly independent. For example, if vr(t) is chosen as a state variable, then i(t) 
cannot be chosen, because vg(t) can be written as a linear combination of i(t), 
namely vg(t) = Ri(t). Under these circumstances we say that the state variables 
are linearly dependent. State variables must be linearly independent; that is, no 
state variable can be written as a linear combination of the other state variables, 
or else we would not have enough information to solve for all other system 
variables, and we could even have trouble writing the simultaneous equations 
themselves. 

The state and output equations can be written in vector-matrix form if the 
system is linear. Thus, Eq. (3.12), the state equations, can be written as 


x = Ax+ Bu (3.15) 
where 


ee =| vite Een] 
Apago Pe a] 
ie ea SEE 


; u= v(t) 


Equation (3.13), the output equation, can be written as 
y = Cx + Du (3.16) 


where 
y=u(); C=[-1/C R]; x=[4]; D=1; u=v(0 


We call the combination of Eqs. (3.15) and (3.16) a state-space representation of the 
network of Figure 3.2. A state-space representation, therefore, consists of (1) the 
simultaneous, first-order differential equations from which the state variables can be 
solved and (2) the algebraic output equation from which all other system variables 
can be found. A state-space representation is not unique, since a different choice of 
state variables leads to a different representation of the same system. 

In this section, we used two electrical networks to demonstrate some principles 
that are the foundation of the state-space representation. The representations 
developed in this section were for single-input, single-output systems, where y,D, 
and u in Eqs. (3.15) and (3.16) are scalar quantities. In general, systems have multiple 
inputs and multiple outputs. For these cases, y and u become vector quantities, and D 
becomes a matrix. In Section 3.3 we will generalize the representation for multiple- 
input, multiple-output systems and summarize the concept of the state-space 
representation. 


3.3 The General State-Space Representation 


3.3 The General State-Space 
Representation 


Now that we have represented a physical network in state space and have a good 
idea of the terminology and the concept, let us summarize and generalize the 
representation for linear differential equations. First, we formalize some of the 
definitions that we came across in the last section. 

Linear combination. A linear combination of n variables, x;, for i = 1 ton, is 
given by the following sum, S: 


S = KyxXn + Kn-1Xn-1 + +++ + Kix (3.17) 


where each K; is a constant. 

Linear independence. A set of variables is said to be linearly independent if 
none of the variables can be written as a linear combination of the others. For 
example, given x1, x2, and x3, if x2 = 5x; + 6x3, then the variables are not linearly 
independent, since one of them can be written as a linear combination of the other 
two. Now, what must be true so that one variable cannot be written as a linear 
combination of the other variables? Consider the example K2x2 = Kıxı + K3x3. If 
no x; = 0, then any x; can be written as a linear combination of other variables, unless 
all K; =0. Formally, then, variables x; for i=1ton, are said to be linearly 
independent if their linear combination, S, equals zero only if every K; = 0 and 
no x; = 0 for all t > 0. 

System variable. Any variable that responds to an input or initial conditions ina 


system. 
State variables. The smallest ARAIA, RRE ERRARE Ruch 


that the values of the members of the set at time tọ along with known forcing 
functions completely determine the value of all system variables for all t > tọ. 

State vector. A vector whose elements are the state variables. 

State space. The n-dimensional space whose axes are the state ve 
variables. This is a new term and is illustrated in Figure 3.3, where the 4 
state variables are assumed to be a resistor voltage, vg, and a capacitor 
voltage, vc. These variables form the axes of the state space. A 
trajectory can be thought of as being mapped out by the state vector, L 
x(t), for a range of t. Also shown is the state vector at the particular l 


State space 





time t = 4. 

State equations. A set of n simultaneous, first-order differential 
equations with n variables, where the n variables to be solved are the 
state variables. 

Output equation. The algebraic equation that expresses the out- 
put variables of a system as linear combinations of the state variables 
and the inputs. 
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State vector, x(t) 
State vector trajectory 


State vector, x(4) 


Now that the definitions have been formally stated, we define the FIGURE 3.3 Graphic representation of state 
state-space representation of a system. A system is represented in state space and a state vector 


space by the following equations: 


x = Ax+ Bu (3.18) 














y = Cx + Du (3.19) 
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for tf > tọ and initial conditions, x(to), where 


= state vector 
derivative of the state vector with respect to time 


output vector 


input or control vector 
system matrix 
= input matrix 


QRWPrpa< * K 
II 


output matrix 
D = feedforward matrix 


Equation (3.18) is called the state equation, and the vector x, the state vector, contains 
the state variables. Equation (3.18) can be solved for the state variables, which we 
demonstrate in Chapter 4. Equation (3.19) is called the output equation. This 
equation is used to calculate any other system variables. This representation of a 
system provides complete knowledge of all variables of the system at any t > fo. 

As an example, for a linear, time-invariant, second-order system with a single 
input v(t), the state equations could take on the following form: 

















dx 
E = 11X1 12X2 bıv(t) (3.20a) 
dx 
i = A21X1 + 42X2 bov(t) (3.20b) 


where x, and x; are the state variables. If there is a single output, the output equation 
lå tak: 
ouA Bayo" PDE? PRhancer 
= C1X1 + C2X2 + dıv(t ) (3.21) 


The choice of state variables for a given system is not unique. The requirement in 
choosing the state variables is that they be linearly independent and that a minimum 
number of them be chosen. 


@ 3.4 Applying the State-Space Representation 


In this section, we apply the state-space formulation to the representation of more 
complicated physical systems. The first step in representing a system is to select the 
state vector, which must be chosen according to the following considerations: 


1. A minimum number of state variables must be selected as components of the state 
vector. This minimum number of state variables is sufficient to describe com- 
pletely the state of the system. 

2. The components of the state vector (that is, this minimum number of state 
variables) must be linearly independent. 


Let us review and clarify these statements. 


Linearly Independent State Variables 

The components of the state vector must be linearly independent. For example, 
following the definition of linear independence in Section 3.3, if x1, x2, and x3 are 
chosen as state variables, but x3 = 5x, + 4x2, then x3 is not linearly independent of x, 
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and x2, since knowledge of the values of xı and x2 will yield the value of x3. Variables 
and their successive derivatives are linearly independent. For example, the voltage 
across an inductor, vz, is linearly independent of the current through the inductor, iz, 
since vz = Ldi,/dt. Thus, vz cannot be evaluated as a linear combination of the 
current, iz. 


Minimum Number of State Variables 

How do we know the minimum number of state variables to select? Typically, the 
minimum number required equals the order of the differential equation describing 
the system. For example, if a third-order differential equation describes the system, 
then three simultaneous, first-order differential equations are required along with 
three state variables. From the perspective of the transfer function, the order of the 
differential equation is the order of the denominator of the transfer function after 
canceling common factors in the numerator and denominator. 

In most cases, another way to determine the number of state variables is to 
count the number of independent energy-storage elements in the system.” The 
number of these energy-storage elements equals the order of the differential 
equation and the number of state variables. In Figure 3.2 there are two energy- 
storage elements, the capacitor and the inductor. Hence, two state variables and two 
state equations are required for the system. 

If too few state variables are selected, it may be impossible to write particular 
output equations, since some system variables cannot be written as a linear 
combination of the reduced number of state variables. In many cases, it may be 
impossible even to complete the writing of the state equations, since the derivatives 
of the state variables cannot be expressed as linear combinations of the reduced 


number of state variables. 

If you select the minimum rAR299.. PDF... Enhan SEE any 
independent, at best you may not be able to solve for all other system variables. At 
worst you may not be able to complete the writing of the state equations. 

Often the state vector includes more than the minimum number of state 
variables required. Two possible cases exist. Often state variables are chosen to be 
physical variables of a system, such as position and velocity in a mechanical system. 
Cases arise where these variables, although linearly independent, are also decoupled. 
That is, some linearly independent variables are not required in order to solve for 
any of the other linearly independent variables or any other dependent system 
variable. Consider the case of a mass and viscous damper whose differential 
equation is M dv/dt + Dv = f(t), where v is the velocity of the mass. Since this is 
a first-order equation, one state equation is all that is required to define this system 
in state space with velocity as the state variable. Also, since there is only one 
energy-storage element, mass, only one state variable is required to repre- 
sent this system in state space. However, the mass also has an associated F(s) 


1 
M 


V(s) 
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X(s) 





position, which is linearly independent of velocity. If we want to include 
position in the state vector along with velocity, then we add position as a state 


s+ 


XI 


variable that is linearly independent of the other state variable, velocity. FIGURE 3.4 Block diagram of a mass 
Figure 3.4 illustrates what is happening. The first block is the transfer and damper 


5 Sometimes it is not apparent in a schematic how many independent energy-storage elements there are. It 
is possible that more than the minimum number of energy-storage elements could be selected, leading to a 
state vector whose components number more than the minimum required and are not linearly indepen- 
dent. Selecting additional dependent energy-storage elements results in a system matrix of higher order 
and more complexity than required for the solution of the state equations. 
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function equivalent to M dv(t)/dt + Dv(t) = f(t). The second block shows that we 
integrate the output velocity to yield output displacement (see Table 2.2, Item 10). 
Thus, if we want displacement as an output, the denominator, or characteristic 
equation, has increased in order to 2, the product of the two transfer functions. Many 
times, the writing of the state equations is simplified by including additional state 
variables. 

Another case that increases the size of the state vector arises when the added 
variable is not linearly independent of the other members of the state vector. This 
usually occurs when a variable is selected as a state variable but its dependence on 
the other state variables is not immediately apparent. For example, energy-storage 
elements may be used to select the state variables, and the dependence of the 
variable associated with one energy-storage element on the variables of other 
energy-storage elements may not be recognized. Thus, the dimension of the system 
matrix is increased unnecessarily, and the solution for the state vector, which we 
cover in Chapter 4, is more difficult. Also, adding dependent state variables affects 
the designer’s ability to use state-space methods for design.° 

We saw in Section 3.2 that the state-space representation is not unique. The 
following example demonstrates one technique for selecting state variables and 
representing a system in state space. Our approach is to write the simple derivative 
equation for each energy-storage element and solve for each derivative term as a 
linear combination of any of the system variables and the input that are present in 
the equation. Next we select each differentiated variable as a state variable. Then we 
express all other system variables in the equations in terms of the state variables and 
the input. Finally, we write the output variables as linear combinations of the state 
variables and the input. 
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Example 3.1 





Representing an Electrical Network 


PROBLEM: Given the electrical network of Figure 3.5, find a state-space repre- 
sentation if the output is the current through the resistor. 


Node 1 








) + pa (es 
FIGURE 3.5 Electrical wo @) |= R PE 


network for representation in 
state space 














SOLUTION: The following steps will yield a viable representation of the network in 
state space. 


Step 1 Label all of the branch currents in the network. These include iz, ip, and ic, 
as shown in Figure 3.5. 


See Chapter 12 for state-space design techniques. 
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Step 2 Select the state variables by writing the derivative equation for all energy- 
storage elements, that is, the inductor and the capacitor. Thus, 


di 
L= VL (3.23) 


From Eqs. (3.22) and (3.23), choose the state variables as the quantities that 
are differentiated, namely vc and iz. Using Eq. (3.20) as a guide, we see that the 
state-space representation is complete if the right-hand sides of Eqs. (3.22) and 
(3.23) can be written as linear combinations of the state variables and the input. 

Since ic and v; are not state variables, our next step is to express ic and v; as 
linear combinations of the state variables, vc and iz, and the input, v(t). 


Step 3 Apply network theory, such as Kirchhoff’s voltage and current laws, to 
obtain ic and vz in terms of the state variables, vc and iz. At Node 1, 


ic = —ir + iL 
1 , (3.24) 
=— R vc +1iL 
which yields ic in terms of the state variables, vc and iz. 
Around the outer loop, 
v = —vc + v(t) (3.25) 


which yields vz in terms of the state variable, vc, and the source, v(t). 
Step 4 Substitute the results of Eqs. (3.24) and (3.25) into Eqs. (3.22) and (3.23) to 


obtain the following “ApAgO ,PDF Enhancer 











ait Rye r4 (3.26a) 
SrL ve + H(i) (3.26b) 
or 
dvc 1 1 š 
P7 Rect Git (3.27a) 
diz 1 1 
= a 3.27b 
dt ene eae 
Step 5 Find the output equation. Since the output is ig(t), 
. 1 
ir = RYC (3.28) 


The final result for the state-space representation is found by representing 
Eqs. (3.27) and (3.28) in vector-matrix form as follows: 

















vc —1/(RC) 1/C| | vc 0 
fel ~~ bei 0 d + lay v(t) (3.29a) 
a M (3.29b) 
IL 





where the dot indicates differentiation with respect to time. 
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In order to clarify the representation of physical systems in state space, we will 
look at two more examples. The first is an electrical network with a dependent 
source. Although we will follow the same procedure as in the previous problem, this 
problem will yield increased complexity in applying network analysis to find the 
state equations. For the second example, we find the state-space representation of a 
mechanical system. 


Example 3.2 





Representing an Electrical Network with a Dependent Source 


PROBLEM: Find the state and output equations for the electrical network shown in 
Figure 3.6 if the output vector is y=[vr,_ ir, |; where T means transpose.” 





C 
Node 1 +j ( — Node 2 
| 


FIGURE 3.6 Electrical ir (Ð irt) 
network for Example 3.2 




















SOLUTION: Immediately notice that this network has a voltage-dependent current 
source. 


Apago PDF Enhancer 
Step 1 Label all of the branch currents on the network, as shown in Figure 3.6. 


Step 2 Select the state variables by listing the voltage-current relationships for all 
of the energy-storage elements: 


di 
=v, (3.30a) 
dv . 

Cc. =ic (3.30b) 


From Eqs. (3.30) select the state variables to be the differentiated variables. Thus, 
the state variables, x, and x», are 


X1 = iL; X2 = VC (3.31) 
Step 3 Remembering that the form of the state equation is 
x = Ax + Bu (3.32) 


we see that the remaining task is to transform the right-hand side of Eq. (3.30) 
into linear combinations of the state variables and input source current. Using 
Kirchhoff’s voltage and current laws, we find vz and ic in terms of the state 
variables and the input current source. 


7 See Appendix G for a discussion of the transpose. Appendix G is located at www.wiley.com/college/nise. 
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Around the mesh containing L and C, 
vL =Vvcot+vrR, =vc+ir R2 (3.33) 
But at Node 2, ir, = ic + 4vL. Substituting this relationship for ir, into Eq. (3.33) yields 
vL = vc + (ic + 4vL) Ro (3.34) 


Solving for vz, we get 


1 . 


Notice that since vc is a state variable, we only need to find ic in terms of the state 
variables. We will then have obtained vz in terms of the state variables. 
Thus, at Node 1 we can write the sum of the currents as 


ic = i(t) — ip, — iz 
; VR. 
= i(t) — a — ir 
=i) -p Ti (3.36) 


where vr, = vz. Equations (3.35) and (3.36) are two equations relating vz and icin 
terms of the state variables i; and vc. Rewriting Eqs. (3.35) and (3.36), we obtain 
two simultaneous equations yielding vz and ic as linear combinations of the state 
variables i; and vc: 


a-Apage;.PDF Enhances;,,) 
-p — iç =i, — i(t) (3.37b) 


Solving Eq. (3.37) simultaneously for vz and ic yields 





VL = L [Roi ~ vc — Roi(t)| (3.38) 
and 
ic= x ja — 4Rə)iL + K” =(= 4Rajio) (3.39) 
where 
A= ja 4R2) 4 a (3.40) 


Substituting Eqs. (3.38) and (3.39) into (3.30), simplifying, and writing the result in 
vector-matrix form renders the following state equation: 


Hem a e 
—R,/(LA) . 
io 


+a — 4R2)/(CA (3.41) 
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Step 4 Derive the output equation. Since the specified output variables are vp, 
and ig,, we note that around the mesh containing C, L, and Ro, 

VR, = —vc +YL (3.42a) 

=ic + 4v, (3.42b) 

Substituting Eqs. (3.38) and (3.39) into Eq. (3.42), vr, and ir, are obtained as linear 


combinations of the state variables, iz and vc. In vector-matrix form, the output 
equation is 


el Lit azar] aO 6 





In the next example, we find the state-space representation for a mechanical 
system. It is more convenient when working with mechanical systems to obtain the 
state equations directly from the equations of motion rather than from the energy- 
storage elements. For example, consider an energy-storage element such as a spring, 
where F = Kx. This relationship does not contain the derivative of a physical 
variable as in the case of electrical networks, where i= C dv/dt for capacitors, 
and v = L di/dt for inductors. Thus, in mechanical systems we change our selection 
of state variables to be the position and velocity of each point of linearly indepen- 
dent motion. In the example, we will see that although there are three energy- 
storage elements, there will be four state variables; an additional linearly indepen- 
dent state variable ig ipc ni, the convenience of writing the state equations. It is 
left Apagen D iai th ANGAR a fourth-order transfer function if 
we relate the displacement of H mass to the applied force, and a third-order 
transfer function if we relate the velocity of either mass to the applied force. 


Example 3.3 





Representing a Translational Mechanical System 


PROBLEM: Find the state equations for the translational mechanical system shown 
in Figure 3.7. 

















im HOON? M = KÀ 
































FIGURE 3.7 Translational 
mechanical system Frictionless 


SOLUTION: First write the differential equations for the network in Figure 3.7, 
using the methods of Chapter 2 to find the Laplace-transformed equations of 
motion. Next take the inverse Laplace transform of these equations, assuming zero 
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initial conditions, and obtain 








a 
Mı n ! pa 1 Kx, — Kx, =0 (3.44) 
dx 
Kx, + M2 = + Kx, = f(t) (3.45) 


Now let d’x,/dt? = dv,/dt, and d*x2/dt? = dv2/dt, and then select x1, v1, x2, and 
v2 as State variables. Next form two of the state equations by solving Eq. (3.44) for 
dv,/dt and Eq. (3.45) for dv2/dt. Finally, add dxı/dt = vı and dx2/dt = v2 to 
complete the set of state equations. Hence, 


dx, _ 





+= +v (3.46a) 
dvı K D K 
= H 3.46 
dt M, X1 M, vi Mı X2 ( b) 
dx 
a = +v2 (3.46c) 
dv2 K K 1 
ee = — f(t 3.46d 
P7 ye Me +a fF ( ) 
In vector-matrix form, 
“i j 1 Apagd PD nhancer 
V1 —K/M, —D/M, /M, 0 vı 0 
j = + f(t) (3.47) 
X2 0 0 0 1 X2 0 
v2 K/M: 0 -K/M: 0 v2 1/M2 


where the dot indicates differentiation with respect to time. What is the output 
equation if the output is x(t)? 





Skill-Assessment Exercise 3.1 





PROBLEM: Find the state-space representation of the electrical network shown in WileyPLUS 
Figure 3.8. The output is vo(t). 


Control Solutions 





for Skill-Assessment 


is c volt 
vi) L i T FIGURE 3.8 Electric circuit 
Exercise 3.1 
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ANSWER: 
(iC Wp -1/Gı 0 
x=|-1/L 0 o |x+]1]v,(2) 
ie, 0 -1/0 0 
y= [0 0 1)x 


The complete solution is at www.wiley.com/college/nise. 


Skill-Assessment Exercise 3.2 


PROBLEM: Represent the translational mechanical system shown in Figure 3.9 in 
state space, where x;3(f) is the output. 


eno pe) eH 
E] 1Nm 1 N-s/m 1 N/m 1 N-s/m 
M0000 4 ikg | 1kg K000 H Ike | 


fo) 


































































































FIGURE 3.9 Translational mechanical system for Skill-Assessment Exercise 3.2 
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0 
1 
0 
0 
0 


: i . aT 
Z=([xX1 šķ X2 X2 x X3] 


The complete solution is at www.wiley.com/college/nise. 





@ 3.5 Converting a Transfer Function to State Space 


In the last section, we applied the state-space representation to electrical and 
mechanical systems. We learn how to convert a transfer function representation to 
a state-space representation in this section. One advantage of the state-space 


3.5 Converting a Transfer Function to State Space 


representation is that it can be used for the simulation of physical systems on the digital 
computer. Thus, if we want to simulate a system that is represented by a transfer 
function, we must first convert the transfer function representation to state space. 
At first we select a set of state variables, called phase variables, where each 
subsequent state variable is defined to be the derivative of the previous state 
variable. In Chapter 5 we show how to make other choices for the state variables. 
Let us begin by showing how to represent a general, nth-order, linear differ- 
ential equation with constant coefficients in state space in the phase-variable form. 
We will then show how to apply this representation to transfer functions. 
Consider the differential equation 
n m—1 
OO + ana Gah to tar D+ aay = bot (3.48) 
A convenient way to choose state variables is to choose the output, y(t), and its 
(n—1) derivatives as the state variables. This choice is called the phase-variable 
choice. Choosing the state variables, x;, we get 


Xx =y (3.49a) 
dy 

== 3.49b 

te ( ) 
d’y 

3.49d 

pay (3.494) 
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and differentiating both sides yields 





; dy 
a=? (3.50a) 
. æy 
. _ ay 
X3 = JB (3.50c) 
3.50d 
ey (3.504) 
"att 


where the dot above the x signifies differentiation with respect to time. 
Substituting the definitions of Eq. (3.49) into Eq. (3.50), the state equations are 
evaluated as 


xy =X2 (3.51a) 
X2 = X3 (3.51b) 
(3.51c) 

Xn-1 = Xn 


Än = —40X1 — a1X2--+ —an—1Xn + bou (3.51d) 


133 


134 Chapter 3 Modeling in the Time Domain 


where Eq. (3.51d) was obtained from Eq. (3.48) by solving for d"y/dt" and using 
Eq. (3.49). In vector-matrix form, Eq. (3.51) become 





xy 0 1 0 0 0 0 «:: 0 xy 0 

x2 0 0 1 0 0 0 >’ 0 x2 0 

x3 0 0 0 1 0 QO: 0 X3 0 
= ; +]. Ju 

i 0 0 0 0 0 0 i liza 0 

Xn a —a, ~-a —a3 —a4 —A5 +++ —an-1 Xn bo 
(3.52) 


Equation (3.52) is the phase-variable form of the state equations. This form is easily 
recognized by the unique pattern of 1’s and 0’s and the negative of the coefficients 
of the differential equation written in reverse order in the last row of the system 
matrix. 

Finally, since the solution to the differential equation is y(t), or x1, the output 
equation is 


y=[1 0 0- o (3.53) 


Y. EDE Wri errete petion into state equations in phase- 


variablé form, we first convert the transfer function to a differential equation by 
cross-multiplying and taking the inverse Laplace transform, assuming zero initial 
conditions. Then we represent the differential equation in state space in phase- 
variable form. An example illustrates the process. 


Example 3.4 





Converting a Transfer Function with Constant Term in Numerator 


PROBLEM: Find the state-space representation in phase-variable form for the 
transfer function shown in Figure 3.10(a). 


SOLUTION: 
Step 1 Find the associated differential equation. Since 
C(s) 24 


R(s) ~ (s3 + 982 + 26s + 24) (3.54) 





cross-multiplying yields 
(s3 + 9s? + 26s + 24)C(s) = 24R(s) (3.55) 


The corresponding differential equation is found by taking the inverse Laplace 
transform, assuming zero initial conditions: 


C498 +266 + 24c = 24r (3.56) 
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R(s) 24 C(s) 
s3 + 952 + 265 + 24 


(a) 

















FIGURE 3.10 a. Transfer function; b. equivalent block diagram showing phase variables. 
Note: y(t) = c(t). 


Step 2 Select the state variables. 
Choosing the state variables as successive derivatives, we get 


xXy=Cc (3.57a) 
x2 =t (3.57b) 
(3.57c) 


X3 = Cc 
Apago PDF Enhancer 
Differentiating both sides and making usé of Eq. (3.57) to find x; and x2, and Eq. 


(3.56) to find č = x3, we obtain the state equations. Since the output is c = x, the 
combined state and output equations are 


xy = X2 (3.58a) 
X = X3 (3.58b) 
x3 = —24x, — 26x2 — 9x3 + 24r (3.58c) 
y=c=xX, (3.58d) 
In vector-matrix form, 
x1 0 1 0 xy 0 
ty | = 0 0 1 x| + | 0 |r (3.59a) 
x3 —24 -26 -9 x3 24 
X1 
y=|1 0 O]|x% (3.59b) 
X3 


Notice that the third row of the system matrix has the same coefficients as the 
denominator of the transfer function but negative and in reverse order. 


At this point, we can create an equivalent block diagram of the system of Figure 
3.10(a) to help visualize the state variables. We draw three integral blocks as shown in 
Figure 3.10(b) and label each output as one of the state variables, x;(t), as shown. Since 
the input to each integrator is x;(t), use Eqs. (3.58a), (3.58b), and (3.58c) to determine 
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the combination of input signals to each integrator. Form and label each input. Finally, 
use Eq. (3.58d) to form and label the output, y(t) = c(t). The final result of Figure 3.10 
(b) isa system equivalent to Figure 3.10(a) that explicitly shows the state variables and 
gives a vivid picture of the state-space representation. 


Students who are using MATLAB should now run ch3p1 through ch3p4 
in Appendix B. You will learn how to represent the system matrix 
A, the input matrix B, and the output matrix C using MATLAB. You 





will learn how to convert a transfer function to the state-spac 
representation in phase-variable form. Finally, Example 3.4 
will be solved using MATLAB. 

















FIGURE 3.11 Decomposing a 
transfer function 


The transfer function of Example 3.4 has a constant term in the numerator. If a 
transfer function has a polynomial in s in the numerator that is of order less than the 
polynomial in the denominator, as shown in Figure 3.11(a), the numerator and 
denominator can be handled separately. First separate the transfer function into two 
cascaded transfer functions, as shown in Figure 3.11(b); the first is the denominator, 
and the second is just the numerator. The first transfer function with just the 
denominator is converted to the phase-variable representation in state space as 
demonstrated in the last example. Hence, phase variable x, is the output, and the 
rest of the phase variables are the internal variables of the first block, as shown in 
Figure 3.11(b). The second transfer function with just the numerator yields 


Y(s) = C(s) = (b25? + bis + bo) X1(s) (3.60) 
whe. after takin Spi PoR Enba. transform with zero initial conditions, 
Apago ancer 
y(t) = bya T bi TP (3.61) 


But the derivative terms are the definitions of the phase variables obtained in the 
first block. Thus, writing the terms in reverse order to conform to an output equation, 


y(t) = boxy + bıx2 + b2x3 (3.62) 


Hence, the second block simply forms a specified linear combination of the state 
variables developed in the first block. 

From another perspective, the denominator of the transfer function yields the 
state equations, while the numerator yields the output equation. The next example 
demonstrates the process. 


R(s) bys? + bys + bo C(s) 
> 
38? + ays? + ays + ao 


(a) 


RG X\(s CEs. 
(s) 1 (5) bos? + bys + bo (s) 
ays? + ans? + ays + ay 


Internal variables: 
Xo(s), X3(8) 





(b) 
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Example 3.5 





Converting a Transfer Function with Polynomial in Numerator 


PROBLEM: Find the state-space representation of the transfer function shown in 


Figure 3.12(a). 
RG) s? +7s+2 Cls) 
s3 + 95s? + 26s + 24 


(a) 








Internal variables: 
Xy(s), X3(s) 


(b) 











CERE 




















FIGURE 3.12 a. Transfer 
x fe function; b. decomposed trans- 
fer function; c. equivalent block 
(c) diagram Note: y(t) = c(t). 


SOLUTION: This problem differs from Example 3.4 since the numerator has a 
polynomial in s instead of just a constant term. 


Step 1 Separate the system into two cascaded blocks, as shown in Figure 3.12(b). The 
first block contains the denominator and the second block contains the 
numerator. 

Step 2 Find the state equations for the block containing the denominator. We 
notice that the first block’s numerator is 1/24 that of Example 3.4. Thus, 
the state equations are the same except that this system’s input matrix is 
1/24 that of Example 3.4. Hence, the state equation is 

xy 0 1 0 xy 0 
ky | = 0 0 1 x| + | O]r (3.63) 
X3 —24 -26 -9 X3 1 
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Use the following MATLAB 
statements to form an LTI 
state-space representation 
from the transfer function 
shown in Figure 3.12(a). The 
A matrix and B vector are 
shown in Eq. (3.63). The C 
vector is shown in Eq. (3.67). 


num=[{1 7 2]; 

den=[1 9 26 24]; 

[A pale DISCOS 5 so 
(num, den); 

P=(0 0 1-0 LO; 1 0 Ol; 
A=inv (P) *A*P 

B=inv (P)*B 

C=C*P 


WileyPLUS 
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Step 3 Introduce the effect of the block with the numerator. The second block of 
Figure 3.12(b), where b2 = 1, bı = 7, and bo = 2, states that 


C(s) = (b23? + bys + bo) X1(s) = (° + 7s + 2)X1(s) (3.64) 
Taking the inverse Laplace transform with zero initial conditions, we get 
c = xX + 7x1 + 2x1 (3.65) 
But 
xy =x 
Xx, = XxX2 
Xy = X3 
Hence, 
y = c(t) = box3 + bix + boxy = x3 + x2 + 2x1 (3.66) 


Thus, the last box of Figure 3.11(b) “collects” the states and generates the output 
equation. From Eq. (3.66), 


X1 Xi 
y=[bo bı sifel =e 7 ufel 
X3 X3 


Although the second block of Figure 3.12(b) shows differentiation, this block was 
implemented without differentiation because of the partitioning that was applied 
to the transfer function. The last block simply collected derivatives that were 
magago” PDE" ‘Enhancer . B 

ce again we can produce an equivalent block diagram that vividly repre- 
sents our state-space model. The first block of Figure 3.12(b) is the same as Figure 
3.10(a) except for the different constant in the numerator. Thus, in Figure 3.12(c) 
we reproduce Figure 3.10(b) except for the change in the numerator constant, 
which appears as a change in the input multiplying factor. The second block of 
Figure 3.12(b) is represented using Eq. (3.66), which forms the output from a linear 
combination of the state variables, as shown in Figure 3.12(c). 


(3.67) 


Skill-Assessment Exercise 3.3 


PROBLEM: Find the state equations and output equation for the phase-variable 
2s+1 


representation of the transfer function G(s) = P PES 
s s 


ANSWER: 


y=[1 2]x 


The complete solution is at www.wiley.com/college.nise. 


3.6 Converting from State Space to a Transfer Function 


3.6 Converting from State Space toa 
Transfer Function 


In Chapters 2 and 3, we have explored two methods of representing systems: the 
transfer function representation and the state-space representation. In the last 
section, we united the two representations by converting transfer functions into 
state-space representations. Now we move in the opposite direction and convert the 
state-space representation into a transfer function. 

Given the state and output equations 


x = Ax+ Bu (3.68a) 
y = Cx + Du (3.68b) 


take the Laplace transform assuming zero initial conditions: 


sX(s) = AX(s) + BU(s) (3.69a) 
Y(s) = CX(s) + DU(s) (3.69b) 


Solving for X(s) in Eq. (3.69a), 
(sI — A)X(s) = BU(s) (3.70) 
or 


xo RAI BRE Enhancer 


where I is the identity matrix. 
Substituting Eq. (3.71) into Eq. (3.69b) yields 


Y(s) = C(sI — A) 'BU(s) + DU(s) = [C(sI — A)'B + D]U(s) (3.72) 
We call the matrix [C(sI — A) 'B + D] the transfer function matrix, since it relates 


the output vector, Y(s), to the input vector, U(s). However, if U(s) = U(s) and 
Y(s) = Y(s) are scalars, we can find the transfer function, 





T(s) = 77) = C(sI- A) 'B+D (3.73) 


Let us look at an example. 


8 The Laplace transform of a vector is found by taking the Laplace transform of each component. Since x 
consists of the derivatives of the state variables, the Laplace transform of x with zero initial conditions 
yields each component with the form sX;(s), where X;(s) is the Laplace transform of the state variable. 
Factoring out the complex variable, s, in each component yields the Laplace transform of x as s X(s), where 
X(s) is a column vector with components X;(s). 
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Example 3.6 


State-Space Representation to Transfer Function 


PROBLEM: Given the system defined by Eq. (3.74), find the transfer function, 
T(s) = Y(s)/U(s), where U(s) is the input and Y(s) is the output. 


0 1 0 10 
x=/ 0 O 1 ]fx+)]0 fu (3.74a) 
-1 -2 -3 0 
y=[1 0 Ojx (3.74b) 


SOLUTION: The solution revolves around finding the term (sI— A) in 
Eq. (3.73).” All other terms are already defined. Hence, first find (sI — A): 


s 0 0 0O 1 0 s -1 0 
(I-A)=|0 s o| -| 0 o 1iıļl=ļ0 s -1 (3.75) 
00s af =% 3 1 2 s+3 


(s?+3s+2) s+3 1 








—1 s(s+3) s 
; 2 
Ce Ay” F ia = x ~ 3 + 35? + a > (3:70) 
Substituting (sI — A)~', B, C, and D into Eq. (3.73), where 
Apago PDF Enha r 
B=|0 
0 
C=[1 0 0] 
D=0 
we obtain the final result for the transfer function: 
T(s) = 10(s? + 3s + 2) (3.77) 


so +352 +2541 
Students who are using MATLAB should now run ch3p5 in Appendix B. 
You will learn how to convert a state-space representation toa 
transfer function using MATLAB. You can practice by writing a 
MATLAB program to solve Example 3.6. 











Students who are performing the MATLAB exercises andwant toexplore 
the added capability of MATLAB’s Symbolic Math Toolbox should now 
run ch3sp1 in Appendix F located at www.wiley.com/college/nise. 
Youwill learn how to use the Symbolic Math Toolbox towritematrices 
and vectors. You will see that the Symbolic Math Toolbox yields 
an alternative way to use MATLAB to solve Example 3.6. 














? See Appendix G. It is located at www.wiley.com/college/nise and discusses the evaluation of the matrix 
inverse. 


3.7 Linearization 


Skill-Assessment Exercise 3.4 


PROBLEM: Convert the state and output equations shown in Eq. (3.78) to a 
transfer function. 


-1.5 
0 
y=[15 0.625]x (3.78b) 


(3.78a) 


ANSWER: 


3s+5 


Sag ae 


The complete solution is located at www.wiley.com/college/nise. 


In Example 3.6, the state equations in phase-variable form were converted to 
transfer functions. In Chapter 5, we will see that other forms besides the phase- 
variable form can be used to represent a system in state space. The method of finding 
the transfer function representation for these other forms is the same as that 
presented in this section. 


@ 3.7 Linearization go PDF Enhancer 


A prime advantage of the state-space representation over the transfer function 
representation is the ability to represent systems with nonlinearities, such as the 
one shown in Figure 3.13. The ability to represent nonlinear systems does not imply the 
ability to solve their state equations for the state variables and the output. Techniques 
do exist for the solution of some nonlinear state equations, but this study is beyond the 
scope of this course. However, in Appendix H, located at www.wiley.com/college/nise, 





FIGURE 3.13 Walking robots, such as Hannibal shown here, can be used to explore hostile 
environments and rough terrain, such as that found on other planets or inside volcanoes. 
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Trylt 3.2 


Use the following MATLAB 
and the Control System 
Toolbox statements to obtain 
the transfer function shown in 
Skill-Assessment Exercise 3.4 
from the state-space repre- 
sentation of Eq. (3.78). 


T=ss (A,B,C,D); 
T=tf (T) 
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Virtual Experiment 3.1 
Rotary Inverted 
Pendulum 


Put theory into practice by 
simulating the linear and 
non-linear model of the 


Quanser Rotary Inverted 
Pendulum in LabVIEW. The 
behavior of an inverted pen- 
dulum is similar to a variety of 
systems, such as Segway trans- 
porters and human 

posture. 





Virtual experiments are found 
on WileyPLUS. 
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you can see how to use the digital computer to solve state equations. This method also 
can be used for nonlinear state equations. 

If we are interested in small perturbations about an equilibrium point, as we 
were when we studied linearization in Chapter 2, we can also linearize the state 
equations about the equilibrium point. The key to linearization about an equilibrium 
point is, once again, the Taylor series. In the following example, we write the state 
equations for a simple pendulum, showing that we can represent a nonlinear system 
in state space; then we linearize the pendulum about its equilibrium point, the 
vertical position with zero velocity. 


Example 3.7 





Representing a Nonlinear System 


PROBLEM: First represent the simple pendulum shown in Figure 3.14(a) (which 
could be a simple model for the leg of the robot shown in Figure 3.13) in state space: 
Mg is the weight, Tis an applied torque in the 0 direction, and L is the length of the 
pendulum. Assume the mass is evenly distributed, with the center of mass at L/2. 
Then linearize the state equations about the pendulum’s equilibrium point—the 
vertical position with zero angular velocity. 



































Mg sin@ 





Mg 
(a) (b) (c) 
FIGURE 3.14 a. Simple pendulum; b. force components of Mg; c. free-body diagram 


SOLUTION: First draw a free-body diagram as shown in Figure 3.14(c). Summing 
the torques, we get 


sin @ = T (3.79) 





dt? 2 
where J is the moment of inertia of the pendulum around the point of rotation. 
Select the state variables xı and x2 as phase variables. Letting xı = 0 and 
x2 = d0 /dt, we write the state equations as 

x, = Xo (3.80a) 


use sin x; 4 (3.80b) 


where x, = d’6/dt* is evaluated from Eq. (3.79). 
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Thus, we have represented a nonlinear system in state space. It is interesting 
to note that the nonlinear Eq. (3.80) represent a valid and complete model of the 
pendulum in state space even under nonzero initial conditions and even if 
parameters are time varying. However, if we want to apply classical techniques 
and convert these state equations to a transfer function, we must linearize them. 

Let us proceed now to linearize the equation about the equilibrium point, 
xı = 0, x2 = 0, that is, 6 = 0 and dé/dt = 0. Let xı and xz be perturbed about the 
equilibrium point, or 





X1 = 0+ Ox (3.81a) 
x2 = 0+ ôxX2 (3.81b) 
Using Eq. (2.182), we obtain 
d(si 
sin xı — sin 0 = dni) ôxı = dx, (3.82) 
dx x1=0 
from which 
sin X1 = Oxy (3.83) 
Substituting Eqs. (3.81) and (3.83) into Eq. (3.80) yields the following state 
equations: 
xı = 5x2 (3.84a) 
x2 = eee, a (3.84b) 
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which are linear and a good approximation to Eq. (3.80) for small excursions away 
from the equilibrium point. What is the output equation? 





Skill-Assessment Exercise 3.5 


WileyPLUS 
PROBLEM: Represent the translational mechanical system shown in Figure 3.15 in 
state space about the equilibrium displacement. The spring is nonlinear, where the Control Solutions 
relationship between the spring force, f,(¢), and the spring displacement, x,(t), is 
f(t) = 2x2(t). The applied force is f(t) = 10 + ôf (t), where f(t) is a small force 
about the 10 N constant value. 
Assume the output to be the displacement of the mass, x(t). 


ANSWER: 


Nonlinear > x(t) 
spring 


HOOD] ike — so 


FIGURE 3.15 Nonlinear translational 


; ; : . mechanical system for Skill- 
The complete solution is located at www.wiley.com/college/nise. Assessment Exercise 3:5 
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Case Studies 





Antenna Control: State-Space Representation 


We have covered the state-space representation of individual physical subsystems 
in this chapter. In Chapter 5, we will assemble individual subsystems into feedback 
control systems and represent the entire feedback system in state space. Chapter 5 
also shows how the state-space representation, via signal-flow diagrams, can be 
used to interconnect these subsystems and permit the state-space representation of 
the whole closed-loop system. In the following case study, we look at the antenna 
azimuth position control system and demonstrate the concepts of this chapter by 
representing each subsystem in state space. 


PROBLEM: Find the state-space representation in phase-variable form for each 
dynamic subsystem in the antenna azimuth position control system shown on the 
front endpapers, Configuration 1. By dynamic, we mean that the system does not 
reach the steady state instantaneously. For example, a system described by a 
differential equation of first order or higher is a dynamic system. A pure gain, on 
the other hand, is an example of a nondynamic system, since the steady state is 
reached instantaneously. 


SOLUTION: Inthe case study problem of Chapter 2, each subsystem of the antenna 
azimuth position control system was identified. We found that the power amplifier 
and the motor and load were dynamic systems. The preamplifier and the potenti- 
ometers are pure gains and so respond instantaneously. Hence, we will find the 
state-space representations only of the power amplifier and of the motor and load. 


Power amplifier: 
The transfer function of the power amplifier is given on the front endpapers as 
G(s) = 100/(s +100). We will convert this transfer function to its state-space 
representation. Letting v,(¢) represent the power amplifier input and e,(t) repre- 
sent the power amplifier output, 
E,(s) 100 
G(s) = = 3.85 

OS VG) m G22100) Ce) 
Cross-multiplying, (s + 100) E,(s) = 100V,(s), from which the differential equation 
can be written as 





- + 100e, = 100v, (t) (3.86) 
Rearranging Eq. (3.86) leads to the state equation with e, as the state variable: 
= —100e, + 100v, (t) (3.87) 

Since the output of the power amplifier is e,(t), the output equation is 
Ye (3.88) 


Motor and load: 

We now find the state-space representation for the motor and load. We could of course 
use the motor and load block shown in the block diagram on the front endpapers 
to obtain the result. However, it is more informative to derive the state-space 
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representation directly from the physics of the motor without first deriving the transfer 
function. The elements of the derivation were covered in Section 2.8 but are repeated 
here for continuity. Starting with Kirchhoff’s voltage equation around the armature 
circuit, we find 
; dO 
ealt) = ig(t)Ra + Kp A (3.89) 
where e,(t) is the armature input voltage, i,(t) is the armature current, R, is the 
armature resistance, K, is the armature constant, and 6,, is the angular displace- 
ment of the armature. 
The torque, T,,,(t), delivered by the motor is related separately to the armature 
current and the load seen by the armature. From Section 2.8, 
2 
dt? dt 
where J,, is the equivalent inertia as seen by the armature, and D, is the equivalent 
viscous damping as seen by the armature. 
Solving Eq. (3.90) for i,(¢) and substituting the result into Eq. (3.89) yields 


EOS) = Jm (3.90) 














Ralm\ Om _ (DmRa dom 
D i tK 3.91 
eal ) ( K, ) de ( K, s) dt ( 9 ) 
Defining the state variables xı and xz as 
i) = Oy (3.92a) 
dOm 
and substituting into Eq. (3.91), we get 
RaJm\ dx2 DmRa 
alt) = } tK 3.93 
cali) ak = p) ee 
Solving for dx2/dt yields 
dx2 = 1 j KK, i K, 
dt = T (>, T Ra Je T (=) ealt) (3.94) 
Using Eqs. (3.92) and (3.94), the state equations are written as 
dx 
= £ Xo (3.95a) 
dx2 = 1 i KK, i K, 
dt = Tr (pn T R, Je i (gi) et (3.95b) 


The output, 0,(f), is 1/10 the displacement of the armature, which is x1. Hence, the 
output equation is 

















y=0.1x (3.96) 
In vector-matrix form, 
0 1 0 
x= 1 KiK) |x+| K, | ea(t) (3.97a) 
0 Din 
Lea Ra idles 


y=([01 0]x (3.97b) 
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But from the case study problem in Chapter 2, Jm = 0.03 and Dn = 0.02. Also, 
K,/R, = 0.0625 and K, = 0.5. Substituting the values into Eq. (3.97a), we obtain 
the final state-space representation: 


x= 4 : i 3.98 
x l an+ ME (3.98a) 


y=[0.1 0]x (3.98b) 


CHALLENGE: You are now given a problem to test your knowledge of this chapter’s 
objectives. Referring to the antenna azimuth position control system shown on the 
front endpapers, find the state-space representation of each dynamic subsystem. 
Use Configuration 2. 


Pharmaceutical Drug Absorption 


An advantage of state-space representation over the transfer function representa- 
tion is the ability to focus on component parts of a system and write n simultaneous, 
first-order differential equations rather than attempt to represent the system as a 
single, nth-order differential equation, as we have done with the transfer function. 
Also, multiple-input, multiple-output systems can be conveniently represented in 
state space. This case study demonstrates both of these concepts. 


PROBLEM: In the pharmaceutical industry we want to de- 
scribe the distribution of a drug in the body. A simple model 





The rate of change of the amount of a drug in a compartment is 
equal to the input flow rate diminished by the output flow rate. 
Figure 3.16 summarizes the system. Here each x; is the amount 
of drug in that particular compartment (Lordi, 1972). Repre- 


divides the process into compartments: the dosage, the absorp- 
tion site, the blood, the peripheral compartment, and the urine. 


concentrations in a human 


Peripheral j 
compartment amounts of drug in each compartment. 


FIGURE 3.16 Pharmaceutical drug-level 


sent the system in state space, where the outputs are the 


SOLUTION: The flow rate of the drug into any given compart- 
ment is proportional to the concentration of the drug in the 
previous compartment, and the flow rate out of a given compartment is propor- 
tional to the concentration of the drug in its own compartment. 

We now write the flow rate for each compartment. The dosage is released to the 
absorption site at a rate proportional to the dosage concentration, or 
a = —Kıxı (3.99) 
The flow into the absorption site is proportional to the concentration of the drug 
at the dosage site. The flow from the absorption site into the blood is proportional 
to the concentration of the drug at the absorption site. Hence, 





d. 
“2 ako (3.100) 
Similarly, the net flow rate into the blood and peripheral compartment is 
d. 
= E oa E eee (3.101) 
d 
“Z K5x3 — K4x4 (3.102) 


dt 
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where (K4x4 — K5x3) is the net flow rate into the blood from the peripheral 
compartment. Finally, the amount of the drug in the urine is increased as the 
blood releases the drug to the urine at a rate proportional to the concentration of 
the drug in the blood. Thus, 
dxs 
— = K3x 3.103 
alee (3.103) 
Equations (3.99) through (3.103) are the state equations. The output equation is 
a vector that contains each of the amounts, x;. Thus, in vector-matrix form, 


Kı 0 0 0 o0 
Kae 0 0 0 
SSO Ky Rs Ke) Ka 0 x. (3.104a) 
0 0 Ks =k i 
0 0 K; 0 o0 
10000 
01000 
y=|0 0 1 0 Olx (3.104b) 
0001 0 
00001 


You may wonder how there can be a solution to these equations if there is no 
input. In Chapter 4, when we study how to solve the state equations, we will see that 
initial conditions will yield solutions without forcing functions. For this problem, an 
initial condition on the amount of dosage, xı, will generate drug quantities in all 
other compartments. 


CHALLENGE: We now give you a problem to test your knowledge of this chapter’s 
objectives. The problem concerns the storage of water in aquifers. The principles 
are similar to those used to model pharmaceutical drug absorption. 

Underground water supplies, called aquifers, are used in many areas for 
agricultural, industrial, and residential purposes. An aquifer system consists of a 
number of interconnected natural storage tanks. Natural water flows through the 
sand and sandstone of the aquifer system, changing the water levels in the tanks on 
its way to the sea. A water conservation policy can be established whereby water is 
pumped between tanks to prevent its loss to the sea. 

A model for the aquifer system is shown in Figure 3.17. In this model, the aquifer 
is represented by three tanks, with water level h; called the head. Each q, is the 


di1 4o2 i2 903 913 






q21 = Gai (Hı—hı) 





qı= Gıhı 








q2 = Gy(hy-hy) q3 = G3(h3-hg) 
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FIGURE 3.17 Aquifer system 
model 
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natural water flow to the sea and is proportional to the difference in head between 
two adjoining tanks, or g,, = Gn (An — hn-1), where G, is a constant of proportion- 
ality and the units of qn are m”/yr. 

The engineered flow consists of three components, also measured in m*/yr: (1) flow 
from the tanks for irrigation, industry, and homes, qon; (2) replenishing of the tanks 
from wells, gin; and (3) flow, q21, created by the water conservation policy to prevent 
loss to the sea. In this model, water for irrigation and industry will be taken only from 
Tank 2 and Tank 3. Water conservation will take place only between Tank 1 and Tank 2, 
as follows. Let H; be a reference head for Tank 1. If the water level in Tank 1 falls below 
H4, water will be pumped from Tank 2 to Tank 1 to replenish the head. If h is higher 
than Hj, water will be pumped back to Tank 2 to prevent loss to the sea. Calling this 
flow for conservation q21, we can say this flow is proportional to the difference between 
the head of Tank 1, h4, and the reference head, H4, or qx, = Ga (Hi — hi). 

The net flow into a tank is proportional to the rate of change of head in each 
tank. Thus, 





Cndh, /dt = Gin — Gon + Invi — Ant F(n+1)n — In(n-1) 


(Kandel, 1973). 
Represent the aquifer system in state space, where the state variables and the 
outputs are the heads of each tank. 
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This chapter has dealt with the state-space representation of physical systems, which 
took the form of a state equation, 


x = Ax+ Bu (3.105) 
and an output equation, 


y = Cx + Du (3.106) 


for t > tọ, and initial conditions x(tọ). Vector x is called the state vector and contains 
variables, called state variables. The state variables can be combined algebraically 
with the input to form the output equation, Eq. (3.106), from which any other system 
variables can be found. State variables, which can represent physical quantities such 
as current or voltage, are chosen to be linearly independent. The choice of state 
variables is not unique and affects how the matrices A, B, C, and D look. We will 
solve the state and output equations for x and y in Chapter 4. 

In this chapter, transfer functions were represented in state space. The form 
selected was the phase-variable form, which consists of state variables that are 
successive derivatives of each other. In three-dimensional state space, the resulting 
system matrix, A, for the phase-variable representation is of the form 


0 1 0 
0 0 1 (3.107) 


Problems 


where the a;’s are the coefficients of the characteristic polynomial or denominator of 
the system transfer function. We also discussed how to convert from a state-space 
representation to a transfer function. 

In conclusion, then, for linear, time-invariant systems, the state-space repre- 
sentation is simply another way of mathematically modeling them. One major 
advantage of applying the state-space representation to such linear systems is 
that it allows computer simulation. Programming the system on the digital computer 
and watching the system’s response is an invaluable analysis and design tool. 
Simulation is covered in Appendix H located at www.wiley.com/college/nise. 


@ Review Questions P 


1. Give two reasons for modeling systems in state space. 


2. State an advantage of the transfer function approach over the state-space 
approach. 


. Define state variables. 
. Define state. 
. Define state vector. 


3 

4 

5 

6. Define state space. 

7. What is required to represent a system in state space? 
8 


. An eighth-order system would be represented in state space with how many 
state equations? 


9. If the state equations are a Apagea.oRDEiteEANaAGe Dose 


solution yields the state variables, then the output equation performs what 
function? 


10. What is meant by linear independence? 
11. What factors influence the choice of state variables in any system? 
12. What is a convenient choice of state variables for electrical networks? 


13. If an electrical network has three energy-storage elements, is it possible to have a 
state-space representation with more than three state variables? Explain. 


14. What is meant by the phase-variable form of the state-equation? 
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1. Represent the electrical network shown in Figure P3.1 2. Represent the electrical network shown in Figure P3.2 
in state space, where vo(f) is the output. [Section: 3.4] in state space, where ig(t) is the output. [Section: 3.4] 


1Q 1Q 1Q 3Q 


WAV VW 
v0 ©) 1H 1H IFZ 


við 2H 








Vo(t) vt) (t 3F = hÀ 3Q ip(t) 


its 




















FIGURE P3.1 FIGURE P3.2 
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i ; wileyPLUS : ; 
3. Find the state-space representation of Pwecs } 6. Represent the rotational mechanical system shown 
the network shown in Figure P3.3 if the Baas in Figure P3.6 in state space, where 6,(f) is the 


output is v(t). [Section: 3.4] output. [Section: 3.4] 


Wy T(t) y(t) 


CON ( N= 100 00 —() 100kem? JHT F l 
F 



































| 
| 
1H i : 100 N-m/rad 100 N-m-s/rad 
FIGURE P3.6 
vo 4) (\ ==4 o 1Q v(t) 
i(t) i(t) 7 7. Represent the system shown in Figure P3.7 in state 
space where the output is z(t). [Section: 3.4] 


FIGURE P3.3 





| iv, = 30 
2 N-m/rad 3 N-m-s/rad 


No = 300 0H. —_- ns = 10 
fvz = 1 N-s/m To mag j L a 
> k 
— N4 =100 


4. Represent the system shown in Figure P3.4 in state À an 
space where the output is x3(¢). [Section: 3.4] \ 
1 
TON 
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Sv, =1N-s/m =IN- 
Vy | M, =2kë fva = 1 N-s/m Mya lig fo 
agoi PDF Enhanceriicurep3.7 


























8. Show that the system of Figure 3.7 in the text yields 


Frictionless 








=| eae = en a fourth-order transfer function if we relate the 
FIGURE P3.4 displacement of either mass to the applied force, 
and a third-order one if we relate the velocity of 
5. Represent the translational mechanical system either mass to the applied force. [Section: 3.4] 
shown in Figure P3.5 in state space, where xi(t) is 9, Find the state-space representation WileyPLUS 
the output. [Section: 3.4] in phase-variable form for each of the QUE 
systems shown in Figure P3.8. Control Solutions 


[Section: 3.5] 


R(s) 100 C(s) 
s4+20s3 + 1052+ 7s + 100 























(a) 
FO — 
R(s) 30 C(s) 
= > 
s5 + 854+ 953+ 652 +s +30 
(b) 
fy. = 1 N-s/m FIGURE P3.8 
P i 
10. Repeat Problem 9 using MATLAB. MATLAB 


FIGURE P3.5 [Section: 3.5] 


11. For each system shown in Figure P3.9, write the 


state equations and the output equation for the 
phase-variable representation. [Section: 3.5] 


R(s) 85+ 10 C(s) 
s4 + 553 + s2 + 5s +13 


(a) 


R(s) a| st+293+4 1252+75+6 Cs) = 
s+ 954+ 1353 + 852 


(b) 
FIGURE P3.9 





MATLAB 


12. Repeat Problem 11 using MATLAB. 


[Section: 3.5] 


13. Represent the following transfer function in state 


space. Give your answer in vector-matrix form. 
[Section: 3.5] 


(2 +3s +8) 


MS) TOET 





14. Find the transfer function G(s) = Y (s)/R(s) WileyPLus 


for each of the following systerApa oO 
represented in state space: [Section: 3.6 


0 1 0 0 
a x=| 0 0 1ijx+]ļ| Olr 
-3 -2 -5 10 
y=[1 0 O)x 
2 -3 -8 1 
b x= 0 5 3ļ|x+ļ|4ļr 
-3 -5 —4 6 
y=[1 3 6j]x 
3 -5 2 5 
& x= 1 -8 7|x+]|—3ļ|r 
—3 -6 2 2 


y=[1 —4 3)x 


15. Use MATLAB to find the transfer MATLAB 





function, G(s) = Y(s)/R(s), for 
each of the following systems 
represented in state space: [Section: 3.6] 


16. Repeat Problem 15 using MATLAB, 


Control Solutions 


Bearing 
6, 
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0 1 5 0 0 
; 0 0 1 0 5 
etl y o o a ee 
7 -9 -2 -3 2 
y=|1 3 6 6j]x 
31 0 4 2 5 
-3 5 -5 2 1 7 
b. x= 0 1 -1 2 8/x+/8]r 
-7 6 -3 —4 0 5 
-6 0 4 -3 1 4 


y=|1 -2 -9 7 6]x 


Symbolic Math 
the Symbolic Math Toolbox, 
andEq. (3.73). [Section: 3.6] 





. Gyros are used on space vehicles, WileyPLUS 


aircraft, and ships for inertial nav- 
igation. The gyro shown in Fig- 

ure P3.10is a rate gyro restrained by springs connected 
between the inner gimbal and the outer gimbal (frame) 
as shown. A rotational rate about the z-axis causes the 
rotating disk to precess about the x-axis. Hence, the 
input is a rotational rate about the z-axis, and the output 


Control Solutions 


EnhAaM@EiPlacement about the x-axis. Since the 


outer gimbal is secured to the vehicle, the displacement 
about the x-axis is a measure of the vehicle’s angular 
rate about the z-axis. The equation of motion is 


do, do, do. 


J + D,— + K,0,; = Jo— 





* dt? dt dt 


Z 











x 











Frame 


FIGURE P3.10 Gyro system 
Represent the gyro in state space. [Section: 3.4] 
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18. A missile in flight, as shown in Figure P3.11, is subject 
to several forces: thrust, lift, drag, and gravity. 
The missile flies at an angle of attack, a, from its 
longitudinal axis, creating lift. For steering, the body 
angle from vertical, ¢, is controlled by rotating the 
engine at the tail. The transfer function relating 
the body angle, ¢, to the angular displacement, 6, of 
the engine is of the form 
(s) Kas + Kp 
8(s) K358? + K282 + Kis + Ko 





Vertical 
¢ ae 








Apa o> 


Thrust 


FIGURE P3.11 Missile 


Represent the missile steering control in state space. 
[Section: 3.5] 


19. Given the dc servomotor and load shown in Figure 
P3.12, represent the system in state space, where the 
state variables are the armature current, i,, load 
displacement, 6z, and load angular velocity, wr. 
Assume that the output is the angular displacement 
of the armature. Do not neglect armature induc- 
tance. [Section: 3.4] 


Fixed 
field 
Ra La 


+ On) 


Nı 
e,(t) Armature 
i,(t) A(t) 


wo oe 


FIGURE P3.12 Motor and load 












































20. Consider the mechanical system of Figure P3.13. If 
the spring is nonlinear, and the force, Fs, required to 
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stretch the spring is F; = 2x7, represent the system 
in state space linearized about x; = 1 if the output is 


x2. [Section: 3.7] 
x(t) x(t) 
F,=2x2 N 1 N-s/m 
1 kg 


R 


FIGURE P3.13 Nonlinear mechanical system 
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21. Image-based homing for robots can be WileyPLUS 


implemented by generating heading 
command inputs to a steering system 
based on the following guidance algorithm. Suppose 
the robot shown in Figure P3.14(a) is to go from point 
R to a target, point T, as shown in Figure P3.14(b). If 
R,, R,, and R, are vectors from the robot to each 
landmark, X, Y, Z, respectively, and T,, T,, and T, are 
vectors from the target to each landmark, respectively, 
then heading commands would drive the robot to 
minimize R,—T,, R, — T,, and R; — T; simulta- 
neously, since the differences will be zero when the 
robot arrives at the target (Hong, 1992). If Figure 
P3.14(c) represents the control system that steers the 


Control Solutions 


rokot, represent each block—the controller, wheels, 
DF EKRANE 


tate space. [Section: 3.5] 


, Spherical 
mirror 














Camera 











Robot 





(a) (b) 


Actual 
heading 


d g 
c 1 
ste S = 


Heading Heading Controller Steering 
command error comman 


+ Ki(s +a) 
g 


Wheels Wheel Vehicle 
angle 














(c) 
FIGURE P3.14 a. Robot with television imaging system; 
b. vector diagram showing concept behind image-based 
homing; c. heading control system (© 1992 IEEE) 


22. Given the F4-E military aircraft shown in Figure 
P3.15(a), where normal acceleration, a„, and pitch 


rate, q, are controlled by elevator deflection, ôe, on 
the horizontal stabilizers and by canard deflection, 
ôe. A commanded deflection, com, aS shown in 
Figure P3.15(b), is used to effect a change in both 
ôe and ôe. The relationships are 











be(s) 1/r 
dcom(S) s+1/t 
5-(s) = K./t 
dcom(S) s+1/t 


Horizontal 
canards (6,.) 











f Aircraft 
Scom(s) | Lr longitudinal 
s+l/r dynamics 





(b) 
FIGURE P3.15 a. F4-E with canards b. open-loop flight 
control system 


These deflections yield, via the aircraft longitudinal 
dynamics, a„ and q. The state equations describing the 
effect of dcom On a, and q is given by (Cavallo, 1992) 


ån —1.702 50.72 263.38 an 
g|=| 0.22 —1.418 -31.99 q 
ôe 0 0 —14 ôe 
—272.06 
+ 0 Scom 
14 


Find the following transfer functions: [Section: 3.5] 





aie) oO 
= Q(s) 
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23. Modern robotic manipulators that act directly upon 


their target environments must be controlled so that 
impact forces as well as steady-state forces do not 
damage the targets. At the same time, the manipu- 
lator must provide sufficient force to perform the 
task. In order to develop a control system to regu- 
late these forces, the robotic manipulator and target 
environment must be modeled. Assuming the 
model shown in Figure P3.16, represent in state 
space the manipulator and its environment under 
the following conditions (Chiu, 1997). [Section: 3.5] 


a. The manipulator is not in contact with its target 
environment. 

b. The manipulator is in constant contact with its 
target environment. 















































Contact 
point 

1 N/m 1 N/m | 

u(t)}—+} 1kg 1 kg 1kg 
| | H | 

1 N-s/m 1 N-s/m 1 N/m 1 N-s/m 1 N-s/m 
<= `= A ~v k a 

Manipulator Sensor Internal force Environment 





model 


T ; botic manipulator and target 
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24. In the past, Type-1 diabetes patients had to inject 


themselves with insulin three to four times a day. New 
delayed-action insulin analogues such as insulin Glar- 
gine require a single daily dose. A similar procedure 
to the one described in the Pharmaceutical Drug 
Absorption case study of this chapter is used to 
find a model for the concentration-time evolution 
of plasma for insulin Glargine. For a specific patient, 
state-space model matrices are given by (Tarin, 2007) 


—0.435 0.209 0.02 1 
A= | 0.268 -0.394 0 |; B=|oO}]; 
0.227 0 —0.02 0 


C = [0.00030 0]; D=0 


where the state vector is given by 
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25. 


26. 


Chapter 3 


The state variables are 


xı = insulin amount in plasma compartment 

x2 = insulin amount in liver compartment 

x3 = insulin amount in interstitial (in body tissue) 
compartment 


The system’s input is u = external insulin flow. 
The system’s output is y = plasma insulin 
concentration. 


a. Find the system’s transfer function. MATLAB 
b. Verify your result using MATLAB. ( ML )] 


A linear, time-invariant model of the hypothalamic- 
pituitary-adrenal axis of the endocrine system with 
five state variables has been proposed as follows 
(Kyrylov, 2005): 


dxo 
—— = a00X0 + a02xX2 + do 


dt 


dxı 
=z = 410X00 + 411X1 T 412X2 





2 
— = 420X0 + A21X1 + A22X2 + A23X3 + 4X4 


Apago PDF 


3 
sr = 432X2 T 433X3 





4 
— = 442X2 + A44X4 


dt 


where each of the state variables represents circula- 
tory concentrations as follows: 


xo = corticotropin-releasing hormone 
xı = corticotropin 

X2 = free cortisol 

x3 = albumin-bound cortisol 

x4 = corticosteroid-binding globulin 
dọ = an external generating factor 


Express the system in the form x = Ax + Bu. 


In this chapter, we described the state-space repre- 
sentation of single-input, single-output systems. In 
general, systems can have multiple inputs and multiple 
outputs. An autopilot is to be designed for a submarine 
as shown in Figure P3.17 to maintain a constant depth 
under severe wave disturbances. We will see that this 
system has two inputs and two outputs and thus the 
scaler u becomes a vector, u, and the scaler y becomes 
a vector, y, in the state equations. 
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v: mean sea level 














w(t) 





FIGURE P3.17 (© 1995 IEEE) 


It has been shown that the system’s linearized dy- 
namics under neutral buoyancy and at a given 
constant speed are given by (Liceaga-Castro, 2009): 


x = Ax+ Bu 
Enhancer '~“% 
where 
w 
_|4 Jz]. „_ [ôs 
oa eal aoe 
0 
—0.038 0.896 0 0.0015 
A= 0.0017 —0.092 0 —0.0056 |- 
E 1 0 0 —3.086 |’ 
0 1 0 0 
—0.0075 —0.023 
B= 0.0017 —0.0022 [0 0 1 0 
7 0 0 i ~10 001 
0 0 
and where 


w = the heave velocity 

q = the pitch rate 

z = the submarine depth 

0 = the pitch angle 
ôg = the bow hydroplane angle 
ôs = the stern hydroplane angle 


27. 


28. 


29. 


Since this system has two inputs and two outputs, 
four transfer functions are possible. 


a. Use MATLAB to calculate the MATLAB 


system’s matrix transfer 
function. 


b. Using the results from Part a, write the transfer 
z(s) z(s) 2(s) o(s) 
5p(s)’ ôs(s)’ êg(s) ôs(s) ` 


Experiments to identify precision grip dynamics 
between the index finger and thumb have been 
performed using a ball-drop experiment. A subject 
holds a device with a small receptacle into which an 
object is dropped, and the response is measured 
(Fagergren, 2000). Assuming a step input, it has 
been found that the response of the motor sub- 
system together with the sensory system is of the 
form 


function 








S+C 


GH= Zi (2 + as + b)(s +d) 





Convert this transfer function to a state-space 
representation. 


One sistem can be repre ARAGM pee Enh 


ways. For example, consider the following systems: 


a x= —5x + 3u 














y=7x 
x1 —5 0 X1 3 
b = + u 
X2 0 —1 X2 1 
X1 
y =[7 0] 
X2 
x4 —5 0 Xi 3 
Cc. = + u 
X2 0 —1 X2 0 














=< 
II 


K 
[7 3] 
X2 


Show that these systems will result in the same 
transfer function. We will explore this phenomenon 
in more detail in Chapter 5. 


Figure P3.18 shows a schematic description of the 
global carbon cycle (Li, 2009). In the figure, m,(t) 
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represents the amount of carbon in gigatons (GtC) 
present in the atmosphere of earth; my(t) the 
amount in vegetation; m,(t) the amount in soil; 
Mso(t) the amount in surface ocean; and mypo(t) 
the amount in intermediate and deep-ocean reser- 
voirs. Let u(t) stand for the human generated CO, 
emissions (GtC/yr). From the figure, the atmo- 
spheric mass balance in the atmosphere can be 
expressed as: 


dm, 


a O => uz(t) = (koi E krı)m4(t) + kr2my(t) 


+ kozmso(t) + kr4ms(t) 





where the k’s are exchange coefficients (yr_'). 

a. Write the remaining reservoir mass balances. 

dmso(t) dmypo(t) 
dt > dt ’ 





Namely, write equations for 


dmy(t) dms(t) 
dt ’ and dt 





b. Express the system in state space form. 





ug (t) —> 





Ocean sink 


FIGURE P3.18 Global carbon cycle 


PROGRESSIVE ANALYSIS AND DESIGN PROBLEMS 

30. High-speed rail pantograph. A translational me- 
chanical system model for a high-speed rail panto- 
graph, used to supply electricity to a train from an 
overhead catenary, is shown in Figure P2.39(b) 
(O’Connor, 1979). Represent the pantograph in 
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31. 


Chapter 3 


state space, where the output is the displacement 
of the top of the pantograph, y,(t) — ycar(t). 

Control of HIV/AIDS. Problem 68 in Chapter 2 intro- 
duced a model for HIV infection. If retroviral drugs, 
RTIs and PIs as discussed in Problem 22 in Chapter 1, 
are used, the model is modified as follows (Craig, 2004): 








dT 

T =s — dT — (1 — u )STv 
dT* 

a: (1 —u,)6Tv — uT* 
dv 
a (1 —u2)kT* — cv 


where 0 < u < 1,0 < u < 1 represent the effective- 
ness of the RTI and PI medication, respectively. 





a. Obtain a state-space representation of the HIV/ 
AIDS model by linearizing the equations about the 


cu s cd sk d 
To, To = 
( 0; 0 vo) (a Bk’ cu 5) 


equilibrium with uwi9 = u29 = 0. This equilibrium 
represents the asymptomatic HIV-infected pa- 
tient. Note that each one of the above equations 
is of the form x; = f;(x;, u, u2)i = 1, 2, 3. 














b 
0 ð 0 
Ai af oh 
z g ðu Our 
a |e dfa | pl af 
Ox Ox2 Ox3 , 7 Ou, Ou 
Ox, Ox. 0x3 To, T$ vo ðu, ug To, Tovo 
and we are interested in the number of free HIV 
viruses as the system’s output, 
C={[0 0 1] 
show that 
—(d + vo) 0 —BT Tovo 0 
A= pvo —u PToj; B= | -Tovo 0 
0 k =c 0 —kT5 


c. Typical parameter values and descriptions for the 
HIV/AIDS model are shown in the following table. 


Substitute the values from the table into your model 
and write as 


x = Ax+ Bu 
y = Cx 


Modeling in the Time Domain 





t | Time days 


0.02/day 





d | Death of uninfected T cells 





Rate of free viruses produced| 100 counts/cell 
per infected T cell 





s | Source term for 
uninfected T cells 


10/mm?/day 





£ | Infectivity rate of 2.4 x 10-°/mm3/day 


free virus particles 





c | Death rate of viruses 2.4/day 


0.24/day 





u | Death rate of infected 
T cells 














(© 2004 IEEE) 


32. Hybrid vehicle. For Problem 23 in Chapter 1 we 


developed the functional block diagrams for the 
cruise control of serial, parallel, and split-power 
hybrid electric vehicles (HEV). Those diagrams 
showed that the engine or electric motor or both 
may propel the vehicle. When electric motors are 
the sole providers of the motive force, the forward 
paths of all HEV topologies are similar. In general, 


. If Matrices A and B are jApago PDF Enhamoetcpath can be represented (Preitl, 


2007) by a block diagram similar to the one of 
Figure P3.19. 

Assume the motor to be an armature- 
controlled dc motor. In this diagram, K4 is the 
power amplifier gain; G,(s) is the transfer func- 
tion of the motor electric circuit and consists of a 
series inductor and resistor, L, and R,, respec- 
tively; K, is the motor torque constant; J,,, is the 
sum of the motor inertia, Jm, the inertias of the 
vehicle, Jen, and the two driven wheels, J,,, both 
of which are reflected to the motor shaft; kyis the 
coefficient of viscous friction; and k, is the back 
emf constant. 

The input variables are u(t), the command volt- 
age from the electronic control unit and T(t), the 
load torque. The output variables in this block 
diagram are the motor angular speed, w(t), and its 
armature current, J,(f). 


a. Write the basic time-domain equations that char- 
acterize the relationships between the state, in- 
put, and output variables for the block diagram 
of Figure P3.19, given that the state variables are 
the motor armature current, /,(t), and angular 
speed, w(t). 
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. dynamics 
Control Amplifier Armature Motive Load 
command, output current, torque, torque, 
uct) voltage, LÒ TO | Te(d) pg 
ualt) + olt) 
Friction 
torque, 
T(t) 
Pl a 
FIGURE P3.19 Block diagram representation of an HEV forward path (© 2007 IEEE) 
b. Write the resulting state-space equations and Thus, in your resulting state-space representa- 
then represent them in matrix form. Regard the tion, the system will have two inputs and two 


load torque T,(t) as an extra input to the system. outputs. 
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Experiment 3.1 DF Enh 
Objectives To learn to use BRAGS, P, mo iY ate spade 


representation of a system and (2) convert an LTI state-space representation of a 
system to an LTI transfer function. 


Minimum Required Software Packages MATLAB and the Control System 
Toolbox 


Prelab 


1. Derive the state-space representation of the translational mechanical system 
shown in Skill-Assessment Exercise 3.2 if you have not already done so. Consider 
the output to be x3(t). 

X3(s) 


2. Derive the transfer function, Fo)? from the equations of motion for the transla- 
tional mechanical system shown in Skill-Assessment Exercise 3.2. 


Lab 


1. Use MATLAB to generate the LTI state-space representation derived in Prelab 1. 


2. Use MATLAB to convert the LTI state-space representation found in Lab 1 to 
the LTI transfer function found in Prelab 2. 


Postlab 


1. Compare your transfer functions as found from Prelab 2 and Lab 2. 


2. Discuss the use of MATLAB to create LTI state-space representations and the 
use of MATLAB to convert these representations to transfer functions. 
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Experiment 3.2 


Objectives To learn to use MATLAB and the Symbolic Math Toolbox to (1) find 
a symbolic transfer function from the state-space representation and (2) find a state- 
space representation from the equations of motion. 


Minimum Required Software Packages MATLAB, the Symbolic Math 
Toolbox, and the Control System Toolbox 


Prelab 


1. Perform Prelab 1 and Prelab 2 of Experiment 3.1 if you have not already 
done so. 


2. Using the equation T(s) = C(sI — A) 'B to find a transfer function from a state- 
space representation, write a MATLAB program using the Symbolic Math 
Toolbox to find the symbolic transfer function from the state-space representa- 
tion of the translational mechanical system shown in Skill-Assessment Exercise 
3.2 and found as a step in Prelab 1. 

3. Using the equations of motion of the translational mechanical system shown in 
Skill-Assessment Exercise 3.2 and found in Prelab 1, write a symbolic MATLAB 


program to find the transfer function, ae for this system. 





Lab 


1. Run the programs composed in Prelabs 2 and Prelab 3 and obtain the symbolic 
transfer functions by the two methods. 


Poåpago PDF Enhancer 

1. Compare the symbolic transfer function obtained from T(s) = C(sI — A) 'B 
with the symbolic transfer function obtained from the equations of motion. 

2. Discuss the advantages and disadvantages between the two methods. 


3. Describe how you would obtain an LTI state-space representation and an LTI 
transfer function from your symbolic transfer function. 


Experiment 3.3 


Objectives To learn to use LabVIEW to (1) generate state-space representa- 
tions of transfer functions, (2) generate transfer functions from state-space 
representations, and (3) verify that there are multiple state-space representations 
for a transfer function. 


Minimum Required Software Packages LabVIEW, the LabVIEW Control 
Design and Simulation Module, and the MathScript RT Module. 


Prelab 


1. Study Appendix D, Sections D.1 through Section D.4, Example D.1. 
2. Solve Skill-Assessment Exercise 3.3 in Chapter 3. 


3. Use your solution to Prelab 2 and convert back to the transfer function. 


Bibliography 


Lab 
; 2s +1 
1. Use LabVIEW to convert the transfer function, G(s) = =~, 
s°+7s+9 
space representation using both the graphical and MathScript approaches. The 
front panel will contain controls for the entry of the transfer function and 
indicators of the transfer function and the two state-space results. Functions 
for this experiment can be found in the following palettes: (1) Control Design 
and Simulation/Control Design/Model Construction, (2) Control Design and 
Simulation/Control Design/Model Conversion, and (3) Programming/Structures 
Hint: Coefficients are entered in reverse order when using MathScript with 
MATLAB. 


2. Use LabVIEW to convert all state-space representations found in Lab 1 to a 
transfer function. All state-space conversions should yield the transfer function 
given in Lab 1. The front panel will contain controls for entering state-space 
representations and indicators of the transfer function results as well as the state 
equations used. 


Postlab 


1. Describe any correlation found between the results of Lab 1 and calculations 
made in the Prelab. 


, into a state- 


2. Describe and account for any differences between the results of Lab 1 and 
calculations made in the Prelab. 


3. Explain the results of Lab 2 and draw conclusions from the results. 
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@ chapter Learning Outcomes $ 
After completing this chapter the ARAGR. BPE Enhancer 


Use poles and zeros of transfer functions to determine the time response of a control 
system (Sections 4.1-4.2) 


Describe quantitatively the transient response of first-order systems (Section 4.3) 


Write the general response of second-order systems given the pole location 
(Section 4.4) 


Find the damping ratio and natural frequency of a second-order system (Section 4.5) 


Find the settling time, peak time, percent overshoot, and rise time for an under- 
damped second-order system (Section 4.6) 


Approximate higher-order systems and systems with zeros as first- or second-order 
systems (Sections 4.7-4.8) 


Describe the effects of nonlinearities on the system time response (Section 4.9) 
Find the time response from the state-space representation (Sections 4.10-4.11) 


E Case Study Learning Outcomes $ 


You will be able to demonstrate your knowledge of the chapter objectives with case 
studies as follows: 


Given the antenna azimuth position control system shown on the front endpapers, 
you will be able to (1) predict, by inspection, the form of the open-loop angular 
velocity response of the load to a step voltage input to the power amplifier; 
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(2) describe quantitatively the transient response of the open-loop system; 
(3) derive the expression for the open-loop angular velocity output for a step 
voltage input; (4) obtain the open-loop state-space representation; (5) plot the 
open-loop velocity step response using a computer simulation. 


@ Given the block diagram for the Unmanned Free-Swimming Submersible (UFSS) 
vehicle’s pitch control system shown on the back endpapers, you will be able to 
predict, find, and plot the response of the vehicle dynamics to a step input 
command. Further, you will be able to evaluate the effect of system zeros and 
higher-order poles on the response. You also will be able to evaluate the roll 
response of a ship at sea. 


@ 4.1 Introduction 


In Chapter 2, we saw how transfer functions can represent linear, time-invariant 
systems. In Chapter 3, systems were represented directly in the time domain via the 
state and output equations. After the engineer obtains a mathematical representa- 
tion of a subsystem, the subsystem is analyzed for its transient and steady-state 
responses to see if these characteristics yield the desired behavior. This chapter is 
devoted to the analysis of system transient response. 

It may appear more logical to continue with Chapter 5, which covers the 
modeling of closed-loop systems, rather than to break the modeling sequence with 
the analysis presented here in Chapter 4. However, the student should not continue 
too Apago:: PDE. Enhancen'n: the application for the effort 
expended. Thus, this chapter demonstrates applications of the system representation 
by evaluating the transient response from the system model. Logically, this approach 
is not far from reality, since the engineer may indeed want to evaluate the response 
of a subsystem prior to inserting it into the closed-loop system. 

After describing a valuable analysis and design tool, poles and zeros, we begin 
analyzing our models to find the step response of first- and second-order systems. 
The order refers to the order of the equivalent differential equation representing the 
system—the order of the denominator of the transfer function after cancellation of 
common factors in the numerator or the number of simultaneous first-order 
equations required for the state-space representation. 


@ 4.2 Poles, Zeros, and System Response 


The output response of a system is the sum of two responses: the forced response and 
the natural response.' Although many techniques, such as solving a differential 
equation or taking the inverse Laplace transform, enable us to evaluate this output 
response, these techniques are laborious and time-consuming. Productivity is aided 
by analysis and design techniques that yield results in a minimum of time. If the 
technique is so rapid that we feel we derive the desired result by inspection, we 
sometimes use the attribute qualitative to describe the method. The use of poles and 


' The forced response is also called the steady-state response or particular solution. The natural response is 
also called the homogeneous solution. 
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zeros and their relationship to the time response of a system is such a technique. 
Learning this relationship gives us a qualitative “handle” on problems. The concept 
of poles and zeros, fundamental to the analysis and design of control systems, 
simplifies the evaluation of a system’s response. The reader is encouraged to master 
the concepts of poles and zeros and their application to problems throughout this 
book. Let us begin with two definitions. 


Poles of a Transfer Function 
The poles of a transfer function are (1) the values of the Laplace transform variable, 
s, that cause the transfer function to become infinite or (2) any roots of the 
denominator of the transfer function that are common to roots of the numerator. 
Strictly speaking, the poles of a transfer function satisfy part (1) of the 
definition. For example, the roots of the characteristic polynomial in the denomina- 
tor are values of s that make the transfer function infinite, so they are thus poles. 
However, if a factor of the denominator can be canceled by the same factor in the 
numerator, the root of this factor no longer causes the transfer function to become 
infinite. In control systems, we often refer to the root of the canceled factor in the 
denominator as a pole even though the transfer function will not be infinite at this 
value. Hence, we include part (2) of the definition. 


Zeros of a Transfer Function 

The zeros of a transfer function are (1) the values of the Laplace transform variable, 
s, that cause the transfer function to become zero, or (2) any roots of the numerator 
of the transfer function that are common to roots of the denominator. 

Strictly speaking, the zeros of a transfer function satisfy part (1) of this 
definition. For example, the roo RDS er vo H Hna the 
transfer function zero and are thu OS. Ho PDE. Ñ a can 
be canceled by the same factor in the denominator, the root of this factor no longer 
causes the transfer function to become zero. In control systems, we often refer to the 
root of the canceled factor in the numerator as a zero even though the transfer 
function will not be zero at this value. Hence, we include part (2) of the definition. 


Poles and Zeros of a First-Order System: An Example 
Given the transfer function G(s) in Figure 4.1(a), a pole exists at s = —5, and a zero 
exists at —2. These values are plotted on the complex s-plane in Figure 4.1(b), using 
an x for the pole and a © for the zero. To show the properties of the poles and zeros, 
let us find the unit step response of the system. Multiplying the transfer function of 
Figure 4.1(a) by a step function yields 

(s+2) A B 2/5 3/5 


COs) a sS E aa 




















where 
s+2) 2 
A = == 
(s T 5) s—0 5 
B= (s +2) = 3 
S s——5 5 
Thus, 


FaN 2 3 —5t 
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s-plane 
G(s) 


1 
RS)=5 |s+2] CO 
ssf ES k 


(a) (b) 








Input pole System zero System pole 






Output | 
transform | 


Output 
time 


FIGURE 4.1 a. System showing input and output; b. pole-zero plot of the system; e. evolution 
of a system response. Follow blue arrows to see the evolution of the response component 
generated by the pole or zero. 


From the development summarized in Figure 4.1(c), we draw the following 
conclusions: 


1. A pole of the input function generates the form of the forced response (that is, the 
pole at the origin generated a step function at the output). 


2. A pole of the transfer function generates the form of the natural response (that is, 
the pole at —5 generated e75"). 


3. A pole on the real axis generates an exponential response of the form e~*, where 
—a is the pole location on the real axis. Thus, the farther to the left a pole is on the 
negative real axis, the faster the exponential transient response will decay to 


zero (again, the pole at —5 generated e~’; see Figure 4.2 for the general case). 


4. The zeros and poles generate the amplitudes for both the forced and natural 
responses (this can be seen from the calculation of A and B in Eq. (4.1)). 


Let us now look at an example that demonstrates the technique of using poles 
to obtain the form of the system response. We will learn to write the form of the 
response by inspection. Each pole of the system transfer function that is on the real 
axis generates an exponential response that is a component of the natural response. 
The input pole generates the forced response. 
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jo 
Pole at -œ generates A 
mæt 
response a s-plane 
Xx = 0 








FIGURE 4.2 Effect of a real-axis pole upon transient response. 


Example 4.1 


Evaluating Response Using Poles 


PROBLEM: Given the system of Figure 4.3, write the output, c(t), in general terms. 
Specify the forced and natural parts of the solution. 


1 
: ’ RS) = 
SOLUTION: By inspection, each system pole generates an exponen- as ~ r = i. +5) 
tial as part of the natural response. The input’s pole generates the se 


forced response. Thus, FIGURE 4.3 System for Example 4.1 











(4.3) 








Forced Natural 
response response 
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Taking the inverse Laplace transform, we get 





c(t) = ky { Koe- | K 30-4 } Kas (4.4) 
L | L J 





Forced Natural 


response response 


Skill-Assessment Exercise 4.1 


10(s + 4)(s + 6) 
(s + 1)(s +7)(s + 8)(s +10) 
Write, by inspection, the output, c(t), in general terms if the input is a unit step. 


PROBLEM: A system has a transfer function, G(s) = 














ANSWER: c(t) = A+ Be! + Ce-" + De *™ + Ee!" 


In this section, we learned that poles determine the nature of the time 
response: Poles of the input function determine the form of the forced response, 
and poles of the transfer function determine the form of the natural response. 
Zeros and poles of the input or transfer function contribute to the amplitudes of the 
component parts of the total response. Finally, poles on the real axis generate 
exponential responses. 





166 


Chapter 4 Time Response 


@ 4.3 First-Order Systems 


G(s) 


jo We now discuss first-order systems without zeros to define a 
performance specification for such a system. A first-order system 


without zeros can be described by the transfer function shown in 





R(s) a C(s) 
Sta 


(a) 


FIGURE 4.4 a. First-order system; b. pole plot 


Virtual Experiment 4.1 
First-Order 
Open-Loop Systems 


Put theory into practice and find 
a first-order transfer function 
representing the Quanser Rotary 
Servo. Then validate the model 
by simulating it in LabVIEW. 
Such a servo motor is used in 
mechatronic gadgets such as 
cameras. 





Virtual experiments are found 
on WileyPLUS. 


Figure 4.4(a). If the input is a unit step, where R(s) = 1/s, the Laplace 
transform of the step response is C(s), where 


4 Cls) = R(s) G(s) = 7 


s(s +a) a) 


Taking the inverse transform, the step response is given by 





c(t) = cpt) + cn(t) = 1 — e“ 


(4.6) 
where the input pole at the origin generated the forced response c(t) = 1, and the 
system pole at —a, as shown in Figure 4.4(b), generated the natural response 
Cn(t) = —e™™. Equation (4.6) is plotted in Figure 4.5. 

Let us examine the significance of parameter a, the only parameter needed to 


describe the transient response. When t = 1/a, 
oA ge = 0.37 (4.7) 


or 
— 0.37 = 0.63 


aad 
t= 


C(t) |a1/a =1-e =1/a — 1 


Apag now use 4.6 and (4.8) to define three transient response 
rwApaggabha. Enhancer 


Time Constant 

We call 1/a the time constant of the response. From Eq. (4.7), the time constant can 
be described as the time for e~ to decay to 37% of its initial value. Alternately, from 
Eq. (4.8) the time constant is the time it takes for the step response to rise to 63% of 
its final value (see Figure 4.5). 


(4.8) 


1 = 
time constant 


A Initial slope = 









63% of final value 
at t = one time constant 




















FIGURE 4.5 First-order system 
response to a unit step 
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The reciprocal of the time constant has the units (1/seconds), or frequency. 
Thus, we can call the parameter a the exponential frequency. Since the derivative of 
e~“ is —a when t = 0, a is the initial rate of change of the exponential at t = 0. Thus, 
the time constant can be considered a transient response specification for a first- 
order system, since it is related to the speed at which the system responds to a 
step input. 

The time constant can also be evaluated from the pole plot (see Figure 4.4(b)). 
Since the pole of the transfer function is at —a, we can say the pole is located at the 
reciprocal of the time constant, and the farther the pole from the imaginary axis, the 
faster the transient response. 

Let us look at other transient response specifications, such as rise time, T,, and 
settling time, T,, as shown in Figure 4.5. 


Rise Time, T, 

Rise time is defined as the time for the waveform to go from 0.1 to 0.9 of its final 
value. Rise time is found by solving Eq. (4.6) for the difference in time at c(t) = 0.9 
and c(t) = 0.1. Hence, 





T, = 2.31 0.11 2 22 (4.9) 


a a a 














Settling Time, T, 
Settling time is defined as the time for the response to reach, and stay within, 2% of 
its final value.” Letting c(t) = 0.98 in Eq. (4.6) and solving for time, t, we find the 


settling time to be Apago PDF Enhancer 


Ta (4.10) 
a 














First-Order Transfer Functions via Testing 
Often it is not possible or practical to obtain a system’s transfer function analytically. 
Perhaps the system is closed, and the component parts are not easily identifiable. 
Since the transfer function is a representation of the system from input to output, the 
system’s step response can lead to a representation even though the inner construc- 
tion is not known. With a step input, we can measure the time constant and the 
steady-state value, from which the transfer function can be calculated. 

Consider a simple first-order system, G(s) = K/(s + a), whose step response is 

K K/a K/a 


Gs) ~ s(s-+a) ~ Ts (s +a) et) 





If we can identify K and a from laboratory testing, we can obtain the transfer 
function of the system. 

For example, assume the unit step response given in Figure 4.6. We determine 
that it has the first-order characteristics we have seen thus far, such as no overshoot 
and nonzero initial slope. From the response, we measure the time constant, that is, 
the time for the amplitude to reach 63% of its final value. Since the final value is 


? Strictly speaking, this is the definition of the 2% setting time. Other percentages, for example 5%, also can 
be used. We will use settling time throughout the book to mean 2% settling time. 
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FIGURE 4.6 Laboratory results of a system step response test 


about 0.72, the time constant is evaluated where the curve reaches 0.63 x 0.72 = 
0.45, or about 0.13 second. Hence, a = 1/0.13 = 7.7. 

To find K, we realize from Eq. (4.11) that the forced response reaches a steady- 
state value of K/a = 0.72. Substituting the value of a, we find K = 5.54. Thus, the 
transfer function for the system is G(s) = 5.54/(s + 7.7). It is interesting to note that 
th Apaga R 46obnhaancekne the transfer function G(s) = 
5/(s +7). 


Skill-Assessment Exercise 4.2 


50 
PROBLEM: A system has a transfer function, G(s) = 5450: Find the time con- 
stant, T., settling time, 7,, and rise time, T,. os 


ANSWER: T,=0.02s, T, = 0.08s, and T, = 0.044s. 


The complete solution is located at www.wiley.com/college/nise. 





@ 4.4 Second-Order Systems: Introduction 


Let us now extend the concepts of poles and zeros and transient response to second- 
order systems. Compared to the simplicity of a first-order system, a second-order 
system exhibits a wide range of responses that must be analyzed and described. 
Whereas varying a first-order system’s parameter simply changes the speed of the 
response, changes in the parameters of a second-order system can change the form of 
the response. For example, a second-order system can display characteristics much 
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like a first-order system, or, depending on component values, display damped or 
pure oscillations for its transient response. 

To become familiar with the wide range of responses before formalizing our 
discussion in the next section, we take a look at numerical examples of the second- 
order system responses shown in Figure 4.7. All examples are derived from Figure 
4.7(a), the general case, which has two finite poles and no zeros. The term in the 
numerator is simply a scale or input multiplying factor that can take on any value 
without affecting the form of the derived results. By assigning appropriate values to 
parameters a and b, we can show all possible second-order transient responses. The 
unit step response then can be found using C(s) = R(s)G(s), where R(s) = 1/s, 
followed by a partial-fraction expansion and the inverse Laplace transform. Details 
are left as an end-of-chapter problem, for which you may want to review Section 2.2. 


System Pole-zero plot Response 
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FIGURE 4.7 Second-order 
systems, pole plots, and step 
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c(t) 


Exponential decay generated by 
real part of complex pole pair 








Sinusoidal oscillation generated by 


Chapter 4 Time Response 


We now explain each response and show how we can use the poles to determine 
the nature of the response without going through the procedure of a partial-fraction 
expansion followed by the inverse Laplace transform. 


Overdamped Response, Figure 4.7(b) 
For this response, 
ie 9 7 9 
(8) = 490549) se +7854) 4 1.140) 


This function has a pole at the origin that comes from the unit step input and two real 
poles that come from the system. The input pole at the origin generates the constant 
forced response; each of the two system poles on the real axis generates an exponential 
natural response whose exponential frequency is equal to the pole location. Hence, the 
output initially could have been written as c(t) = Kı +Kye~7** + K3e"!4, This 
response, shown in Figure 4.7(b), is called overdamped? We see that the poles tell us the 
form of the response without the tedious calculation of the inverse Laplace transform. 





(4.12) 


Underdamped Response, Figure 4.7 (c) 
For this response, 
9 
c= s( + 2s +9) 
This function has a pole at the origin that comes from the unit step input and two 
complex poles that come from the system. We now compare the response of the 
second-order system to the poles that generated it. First we will compare the pole 
location to P time ppa and then we will compare the pole location to the plot. 
Fron ți HOP key dey natural response are ats = —1 + jV38. 
CoBBade DE ERA, > we see that the real part of the pole 
aril the S RNI decay frequency of the sinusoid’s amplitude, while the 
imaginary part of the pole matches the frequency of the sinusoidal oscillation. 
Let us now compare the pole location to the plot. Figure 
4.8 shows a general, damped sinusoidal response for a second- 
order system. The transient response consists of an exponen- 
tially decaying amplitude generated by the real part of the 
system pole times a sinusoidal waveform generated by 
the imaginary part of the system pole. The time constant of 
the exponential decay is equal to the reciprocal of the real part 
of the system pole. The value of the imaginary part is the 
actual frequency of the sinusoid, as depicted in Figure 4.8. This 
sinusoidal frequency is given the name damped frequency of 
oscillation, wa. Finally, the steady-state response (unit step) 
was generated by the input pole located at the origin. We call 


(4.13) 





imaginary part of complex pole pair the type of response shown in Figure 4.8 an underdamped 





>t response, one which approaches a steady-state value via a 


FIGURE 4.8 Second-order step response components transient response that is a damped oscillation. 


generated by complex poles 


The following example demonstrates how a knowledge 
of the relationship between the pole location and the transient response can lead 
rapidly to the response form without calculating the inverse Laplace transform. 


3So named because overdamped refers to a large amount of energy absorption in the system, which 
inhibits the transient response from overshooting and oscillating about the steady-state value for a step 
input. As the energy absorption is reduced, an overdamped system will become underdamped and exhibit 
overshoot. 
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Example 4.2 


Form of Underdamped Response Using Poles 


PROBLEM: By inspection, write the form of the step response of the 


system in Figure 4.9. R(s) =i Cs) 


200 
s2+ 10s + 200 





SOLUTION: First we determine that the form of the forced response is a 
step. Next we find the form of the natural response. Factoring the FIGURE 4.9 System for Example 4.2 
denominator of the transfer function in Figure 4.9, we find the poles 

to be s = —5 +j13.23. The real part, —5, is the exponential frequency for the 

damping. It is also the reciprocal of the time constant of the decay of the 

oscillations. The imaginary part, 13.23, is the radian frequency for the sinusoidal 

oscillations. Using our previous discussion and Figure 4.7(c) as a guide, we ob- 

tain c(t) = Kı + e™™ (K3 cos 13.23¢ + K3 sin 13.23) = Kı + K4e™™ (cos 13.231 — ¢), 


where ¢ = tan !K3/Ky, K4 = ,/K3 + KẸ, and c(t) is a constant plus an exponen- 
tially damped sinusoid. 








We will revisit the second-order underdamped response in Sections 4.5 and 4.6, 
where we generalize the discussion and derive some results that relate the pole 
position to other parameters of the response. 


Undamped Response, Figure 4.7(d) 


For this response, apago | PDF Enhancer 
s(s? +9) pa 


This function has a pole at the origin that comes from the unit step input and two 
imaginary poles that come from the system. The input pole at the origin generates 
the constant forced response, and the two system poles on the imaginary axis 
at +j3 generate a sinusoidal natural response whose frequency is equal to the 
location of the imaginary poles. Hence, the output can be estimated as c(t) = Kı+ 
K4 cos(3t — ¢). This type of response, shown in Figure 4.7(d), is called undamped. 
Note that the absence of a real part in the pole pair corresponds to an exponential 
that does not decay. Mathematically, the exponential is e% = 1. 





Critically Damped Response, Figure 4.7 (e) 


For this response, 
9 9 
s(s?+65+9) — s(s +3)? 





C(s) = (4.15) 


This function has a pole at the origin that comes from the unit step input and two 
multiple real poles that come from the system. The input pole at the origin generates 
the constant forced response, and the two poles on the real axis at —3 generate a 
natural response consisting of an exponential and an exponential multiplied by time, 
where the exponential frequency is equal to the location of the real poles. Hence, the 
output can be estimated as c(t) = Kı + K2e7* + K3te *. This type of response, shown 
in Figure 4.7(e), is called critically damped. Critically damped responses are the fastest 
possible without the overshoot that is characteristic of the underdamped response. 
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We now summarize our observations. In this section we defined the following 


natural responses and found their characteristics: 


1. 


Overdamped responses 
Poles: Two real at —o;, —o2 


Natural response: Two exponentials with time constants equal to the reciprocal of 


the pole locations, or 
c(t) = Kye“ + Kye" 
Underdamped responses 





Poles: Two complex at —og + jag 


Natural response: Damped sinusoid with an exponential envelope whose time 
constant is equal to the reciprocal of the pole’s real part. The radian frequency of 
the sinusoid, the damped frequency of oscillation, is equal to the imaginary part 
of the poles, or 

c(t) = Ae" cos(wat — ¢) 
Undamped responses 





Poles: Two imaginary at jw; 


Natural response: Undamped sinusoid with radian frequency equal to the 
imaginary part of the poles, or 


c(t) = Acos(ait — ¢) 
Critically damped responses 


Poles: Two real at —o, 


Natural response: One term is an exponential whose time constant is equal to the 
Apag © hP DE loci haswaewth is the product of time, t, and an 


exponential with time constant equal to the reciprocal of the pole location, or 
c(t) = Kye" + Kote 


The step responses for the four cases of damping discussed in this section are 


superimposed in Figure 4.10. Notice that the critically damped case is the division 


c(t) 
A 


Undamped 


2.0 F 
1.8 F 
1.67 
1.4 F 
1.2 F 
1.0 F 
0.8 F 


0.6 F 
0.4 H Overdamped 








1 j 1 
0 0.5 1 1.5 2 2.5 3 3.5 4 





FIGURE 4.10 Step responses for second-order system damping cases 


4.5 The General Second-Order System 


between the overdamped cases and the underdamped cases and is the fastest 
response without overshoot. 


Skill-Assessment Exercise 4.3 


PROBLEM: For each of the following transfer functions, write, by inspection, the 
general form of the step response: 


12s + 400 





900 








225 





s? + 625 
ANSWERS: 
a. c(t) = A + Be~™ cos(19.08¢ + ¢) 
b. c(t) =A Be7 7844 cn Ce! 46t 
c. c(t) = A + Be“! + Cte 
d. c(t) = A + B cos(25t + ¢) 


The complete solution is located AgI PDF E Hh ancer 








In the next section, we will formalize and generalize our discussion of second- 
order responses and define two specifications used for the analysis and design of 
second-order systems. In Section 4.6, we will focus on the underdamped case and 
derive some specifications unique to this response that we will use later for analysis 
and design. 


@ 4.5 The General Second-Order System 


Now that we have become familiar with second-order systems and their responses, 
we generalize the discussion and establish quantitative specifications defined in such 
a way that the response of a second-order system can be described to a designer 
without the need for sketching the response. In this section, we define two physically 
meaningful specifications for second-order systems. These quantities can be used to 
describe the characteristics of the second-order transient response just as time 
constants describe the first-order system response. The two quantities are called 
natural frequency and damping ratio. Let us formally define them. 


Natural Frequency, w, 

The natural frequency of a second-order system is the frequency of oscillation of the 
system without damping. For example, the frequency of oscillation of a series RLC 
circuit with the resistance shorted would be the natural frequency. 
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Damping Ratio, ¢ 

Before we state our next definition, some explanation is in order. We have already seen 
that a second-order system’s underdamped step response is characterized by damped 
oscillations. Our definition is derived from the need to quantitatively describe this 
damped oscillation regardless of the time scale. Thus, asystem whose transient response 
goes through three cycles in a millisecond before reaching the steady state would have 
the same measure as a system that went through three cycles in a millennium before 
reaching the steady state. For example, the underdamped curve in Figure 4.10 has an 
associated measure that defines its shape. This measure remains the same even if we 
change the time base from seconds to microseconds or to millennia. 

A viable definition for this quantity is one that compares the exponential decay 
frequency of the envelope to the natural frequency. This ratio is constant regardless 
of the time scale of the response. Also, the reciprocal, which is proportional to the 
ratio of the natural period to the exponential time constant, remains the same 
regardless of the time base. 

We define the damping ratio, ¢, to be 





_ Exponential decay frequency | 1 Natural period (seconds) 
~ Natural frequency (rad/second) 2m Exponential time constant 














Let us now revise our description of the second-order system to reflect the new 
definitions. The general second-order system shown in Figure 4.7(a) can be trans- 
formed to show the quantities ¢ and w,. Consider the general system 


b 
G(s) = CETNA 
Apago PDF Enhancér 
Withott damping, the poles would be on the jw-axis, and the response would be an 
undamped sinusoid. For the poles to be purely imaginary, a = 0. Hence, 


b 
G(s) ==—— 
=a 
By definition, the natural frequency, w,,, is the frequency of oscillation of this system. 
Since the poles of this system are on the jw-axis at +jVb, 


on = Vb (4.18) 


(4.16) 


(4.17) 





Hence, 
b = o (4.19) 
Now what is the term a in Eq. (4.16)? Assuming an underdamped system, the 


complex poles have a real part, o, equal to —a/2. The magnitude of this value is then 
the exponential decay frequency described in Section 4.4. Hence, 











__ Exponential decay frequency — |o|_ a/2 (4.20) 
~ Natural frequency (rad/second) @n  @n 
from which 
a = 2b, (4.21) 
Our general second-order transfer function finally looks like this: 
G(s) on (4.22) 
~ $2 + 2fap5 + oA l 
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In the following example we find numerical values for ¢ and w, by matching the 
transfer function to Eq. (4.22). 


Example 4.3 


Finding ¢ and œ, For a Second-Order System 


PROBLEM: Given the transfer function of Eq. (4.23), find ¢ and ap. 
36 


CW) 2 i aoe ae (423) 


SOLUTION: Comparing Eq. (4.23) to (4.22), w = 36, from which œn = 6. Also, 
2twn = 4.2. Substituting the value of œn, ¢ = 0.35. 





Now that we have defined ¢ and w,, let us relate these quantities to the pole 
location. Solving for the poles of the transfer function in Eq. (4.22) yields 


51,2 = —F@y E Wn V g? —1 (4.24) 


From Eq. (4.24) we see that the various cases of second-order response are a function 
of ¢; they are summarized in Figure 4.11. 





4 Poles Step response 
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FIGURE 4.11 Second-order response as a function of damping ratio 


“The student should verify Figure 4.11 as an exercise. 
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In the following example we find the numerical value of ¢ and determine the 
nature of the transient response. 


Example 4.4 


Characterizing Response from the Value of ¢ 


PROBLEM: For each of the systems shown in Figure 4.12, find the value of ¢ and 
report the kind of response expected. 


R(s) 12 C(s) R(s) 16 C(s) 
ai 
97485412 574+85+16 


(a) (b) 


RG) 20 ZORN 
s?+85s+20 


(c) 








FIGURE 4.12 Systems for Example 4.4 


SOLUTION: First match the form of these systems to the forms shown in Eqs. (4.16) 
and (4.22). Since a = 2¢, and w, = Vb, 


Apago PDF Enhancer (4.25) 


Using the values of a and b from each of the systems of Figure 4.12, we find 
¢ = 1.155 for system (a), which is thus overdamped, since ¢ > 1; ¢ = 1 for system 
(b), which is thus critically damped; and ¢ = 0.894 for system (c), which is thus 
underdamped, since ¢ < 1. 


Skill-Assessment Exercise 4.4 


PROBLEM: For each of the transfer functions in Skill-Assessment Exercise 4.3, do 
the following: (1) Find the values of ¢ and œn; (2) characterize the nature of the 
response. 


ANSWERS: 


. ¢ = 0.3, @n = 20; system is underdamped 

. €=1.5, w, = 30; system is overdamped 

. ¢= 1, wn = 15; system is critically damped 
d. ¢ = 0, wn = 25; system is undamped 


The complete solution is located at www.wiley.com/college/nise. 





4.6 Underdamped Second-Order Systems 


This section defined two specifications, or parameters, of second-order sys- 
tems: natural frequency, w,, and damping ratio, ¢. We saw that the nature of the 
response obtained was related to the value of ¢. Variations of damping ratio alone 
yield the complete range of overdamped, critically damped, underdamped, and 
undamped responses. 


@ 4.6 Underdamped Second-Order Systems 


Now that we have generalized the second-order transfer function in terms of ¢ and 
wn, let us analyze the step response of an underdamped second-order system. Not 
only will this response be found in terms of ¢ and œn, but more specifications 
indigenous to the underdamped case will be defined. The underdamped second- 
order system, a common model for physical problems, displays unique behavior that 
must be itemized; a detailed description of the underdamped response is necessary 
for both analysis and design. Our first objective is to define transient specifications 
associated with underdamped responses. Next we relate these specifications to the 
pole location, drawing an association between pole location and the form of the 
underdamped second-order response. Finally, we tie the pole location to system 
parameters, thus closing the loop: Desired response generates required system 
components. 

Let us begin by finding the step response for the general second-order system 
of Eq. (4.22). The transform of the response, C(s), is the transform of the input times 
the transfer function, or 





o Apaga: PDEs Enhancers ,, 


C = 
6) S(s? +2tons +2) s 3 +2605 + wr 


where it is assumed that ¢ < 1 (the underdamped case). Expanding by partial 
fractions, using the methods described in Section 2.2, Case 3, yields 


(s + tæn) + —= on vV1 — g? 
cs) =~ ves (4.27) 
s (s + Sn) + @3(1 — 6?) 





Taking the inverse Laplace transform, which is left as an exercise for the student, 
produces 





c(t) = 1 — et (cos OnV1— err ao OnV1— z) 


(4.28) 


=1- —— cos(@n V1 — 2t— @) 


1-¢ 


where ¢ = tan7!(¢/4/1 — ¢). 

A plot of this response appears in Figure 4.13 for various values of ¢, plotted 
along a time axis normalized to the natural frequency. We now see the relationship 
between the value of ¢ and the type of response obtained: The lower the value of ¢, 
the more oscillatory the response. The natural frequency is a time-axis scale factor 
and does not affect the nature of the response other than to scale it in time. 
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C(Myt) 
A 


1.8 
1.6 
1.4 
1.2 
1.0 
0.8 
0.6 
0.4 
0.2 








Ont 


0 12 3 4 5 6 7 8 9 10 11 12 13 14 15 16 17 


FIGURE 4.13 Second-order underdamped responses for damping ratio values 


We have defined two parameters associated with second-order systems, ¢ and 
Wn. Other parameters associated with the underdamped response are rise time, peak 
time, percent overshoot, and settling time. These specifications are defined as 
follows (see also Figure 4.14): 


1. Rise time, T,. The time required for the waveform to go from 0.1 of the final value 
to 0.9 of the final value. 

2. Peak time, Tp. P ige required to reach the first, or maximum, peak. 

nhan 

3. A ago’ BY S. ia ar krk waveform overshoots the steady- 
state, or final, value at the peak time, expressed as a percentage of the steady-state 
value. 

4. Settling time, Ts. The time required for the transient’s damped oscillations to 
reach and stay within +2% of the steady-state value. 





c(t) 











A 
Cmax Lai 
1 .02cfinal 
Lai 
Cfinal z= 





0.98Cfinal F 
0.9Cfinal 


0. 1Cfinal —_ 


| i 
T, æ T, T 


FIGURE 4.14 Second-order underdamped response specifications 
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Notice that the definitions for settling time and rise time are basically the same as the 
definitions for the first-order response. All definitions are also valid for systems of 
order higher than 2, although analytical expressions for these parameters cannot be 
found unless the response of the higher-order system can be approximated as a 
second-order system, which we do in Sections 4.7 and 4.8. 

Rise time, peak time, and settling time yield information about the speed of the 
transient response. This information can help a designer determine if the speed and 
the nature of the response do or do not degrade the performance of the system. For 
example, the speed of an entire computer system depends on the time it takes for a 
hard drive head to reach steady state and read data; passenger comfort depends in 
part on the suspension system of a car and the number of oscillations it goes through 
after hitting a bump. 

We now evaluate T,, %OS, and T, as functions of ¢ and w,. Later in this 
chapter we relate these specifications to the location of the system poles. A precise 
analytical expression for rise time cannot be obtained; thus, we present a plot and a 
table showing the relationship between ¢ and rise time. 


Evaluation of T, 

Tp is found by differentiating c(t) in Eq. (4.28) and finding the first zero crossing 
after t = 0. This task is simplified by “differentiating” in the frequency domain 
by using Item 7 of Table 2.2. Assuming zero initial conditions and using Eq. (4.26), 
we get 


w2 


£1] = sC) = T (4.29) 


Completing squares in the denomrA RA GaP DF Enhancer 
w vee On 1 — g 


£\e(t)| = E. a 7 = aE (4.30) 








Therefore, 


¿(À = pp ino — et (4.31) 


Setting the derivative equal to zero yields 


OnV1—-@Ct=nn (4.32) 


or 


(= = (4.33) 


OnV1— e? 


Each value of n yields the time for local maxima or minima. Letting n = 0 yields 
t = 0, the first point on the curve in Figure 4.14 that has zero slope. The first peak, 
which occurs at the peak time, T,, is found by letting n = 1 in Eq. (4.33): 





T = — 5 (4.34) 
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Evaluation of %0S 
From Figure 4.14 the percent overshoot, %OS, is given by 


WOS = r Sinal 00 (4.35) 


Cfinal 


The term Cmax is found by evaluating c(t) at the peak time, c(Tp). Using Eq. (4.34) for 
T, and substituting into Eq. (4.28) yields 





Cmax = cC(Tp) =1 — e SAV 1-8) | cos r + $ sin 7 
vi- g (4.36) 


= 1 + ec (r/V1-2) 
For the unit step used for Eq. (4.28), 
Cfinal = 1 (4.37) 
Substituting Eqs. (4.36) and (4.37) into Eq. (4.35), we finally obtain 


%OS = e/V 1-8) x 100 (4.38) 


Notice that the percent overshoot is a function only of the damping ratio, ¢. 
Whereas Eq. (4.38) allows one to find %OS given ¢, the inverse of the equation 
allows one to solve for ¢ given %OS. The inverse is given by 








Apago PDF : —In(% OS/100) 








(4.39) 


y7? + In?(%0S/100) 





The derivation of Eq. (4.39) is left as an exercise for the student. Equation (4.38) (or, 
equivalently, (4.39)) is plotted in Figure 4.15. 


Percent overshoot, %OS 











| | | 
0 01 02 03 04 05 06 07 08 09 
Damping ratio, ¢ 


FIGURE 4.15 Percent overshoot versus damping ratio 
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Evaluation of T, 

In order to find the settling time, we must find the time for which c(t) in Eq. (4.28) 
reaches and stays within +2% of the steady-state value, Cfina. Using our definition, 
the settling time is the time it takes for the amplitude of the decaying sinusoid in 
Eq. (4.28) to reach 0.02, or 





ett l __o gg (4.40) 


1-¢ 
This equation is a conservative estimate, since we are assuming that cos 
(On\V/1 — ¿t — ¢) = 1 at the settling time. Solving Eq. (4.40) for t, the settling time is 


_ —In(0.02,/1 — ¢?) 
o Ewn 

You can verify that the numerator of Eq. (4.41) varies from 3.91 to 4.74 as ¢ varies 
from 0 to 0.9. Let us agree on an approximation for the settling time that will be used 
for all values of ¢; let it be 


T, 





(4.41) 








4 
T 


E Cwn 


(4.42) 











Evaluation of T, 

A precise analytical relationship between rise time and damping ratio, ¢, cannot be 
found. However, using a computer and Eq. (4.28), the rise time can be found. We 
first designate wnt as the normalized time variable and select a value for ¢. Using the 
computer, we solve for the values of w,t that yield c(t) =0.9 and c(t) = 0.1. 
Subtracting the two values of nAPAaAGoQoPDFd iRnhanGer that 
value of ¢. Continuing in like fashion with other values of ¢, we obtain the results 
plotted in Figure 4.16.° Let us look at an example. 


































Damping | Normalized 
ratio rise time 
3.0 0.1 1.104 
0.2 1.203 
a a8 0.3 1.321 
3 2.6 0.4 1.463 
ima 
È 24 0.5 1.638 
ba 0.6 1.854 
5 22 0.7 2.126 
Ss 
Ž 20 0.8 2.467 
x 0.9 2.883 
£ 1.8 
2 16 
c 1.4 
1.2 
1.0 | | | | | | | | 
0.1 0.2 0.3 0.4 0.5 0.6 0.7 0.8 0.9 


Damping ratio 


> Figure 4.16 can be approximated by the following polynomials: œT, = 1.76¢3 — 0.4172? + 1.039¢ + 1 
(maximum error less than 5% for 0 < ¢ < 0.9), and ¢=0.115(a, T)? — 0.883(@n Ty)” + 2.504(@_T) — 
1.738 (maximum error less than 5% for 0.1 < ¢ < 0.9). The polynomials were obtained using MATLAB’s 
polyfit function. 
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FIGURE 4.16 Normalized rise 
time versus damping ratio for 
a second-order underdamped 


response 
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Example 4.5 


Finding T,, %0S, T,, and T, from a Transfer Function 
Virtual Experiment 4.2 PROBLEM: Given the transfer function 
Second-Order 


System Response 100 


G(s) = 2715s 4100 


; ; l (4.43) 
Put theory into practice studying 


the effect that natural frequency 
and damping ratio have on 
controlling the speed response 
of the Quanser Linear Servo in 
LabVIEW. This concept is ap- 
plicable to automobile cruise 
controls or speed controls of 
subways or trucks. 


find Tp, %OS, Ts, and T,. 


SOLUTION: œ, and ¢ are calculated as 10 and 0.75, respectively. Now substitute 
¢ and w, into Eqs. (4.34), (4.38), and (4.42) and find, respectively, that 
T, = 0.475 second, %OS = 2.838, and T,= 0.533 second. Using the table 
in Figure 4.16, the normalized rise time is approximately 2.3 seconds. Dividing by wn 
yields T, = 0.23 second. This problem demonstrates that we can find Tp, %OS, Ts, 
and T, without the tedious task of taking an inverse Laplace transform, plotting the 
output response, and taking measurements from the plot. 





Virtual experiments are found 
on WileyPLUS. 
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We now have expressions that relate peak time, percent over- 
A shoot, and settling time to the natural frequency and the damping 
ratio. Now let us relate these quantities to the location of the poles 





+j@,V1— ¢? = jog 


s-plane 





—COn=—-O4 











J@,V1— 6? =-jag 


FIGURE 4.17 Pole plot for an underdamped 


that generate these characteristics. 

The pole plot for a general, underdamped second-order sys- 
tem, previously shown in Figure 4.11, is reproduced and expanded in 
Figure 4.17 for focus. We see from the Pythagorean theorem that the 
radial distance from the origin to the pole is the natural frequency, 
wn, and the cos 6 = ¢. 

Now, comparing Eqs. (4.34) and (4.42) with the pole location, 
we evaluate peak time and settling time in terms of the pole location. 
Thus, 





second-order system T, = 4 HA (4.44) 
any1- ë? oad 
4 
T,=—-=— (4.45) 
Cin Oa 


where wg is the imaginary part of the pole and is called the damped frequency of 
oscillation, and og is the magnitude of the real part of the pole and is the exponential 
damping frequency. 
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%OS> 





s-plane 




















Equation (4.44) shows that T, is inversely proportional to the imaginary 
part of the pole. Since horizontal lines on the s-plane are lines of constant imaginary 
value, they are also lines of constant peak time. Similarly, Eq. (4.45) tells us that 
settling time is inversely proportional to the real part of the pole. Since vertical lines 
on the s-plane are lines of constant real value, they are also lines of constant settling 
time. Finally, since ¢= cos@, radial lines are lines of constant ¢. Since percent 
overshoot is only a function of ¢, radial lines are thus lines of constant percent 
overshoot, % OS. These concepts ‘Apagor PPF LEK Hfi efe ptant 
Tp, Ts, and %OS are labeled on the*s-plane. 

At this point, we can understand the significance of Figure 4.18 by examining 
the actual step response of comparative systems. Depicted in Figure 4.19(a) are the 
step responses as the poles are moved in a vertical direction, keeping the real part the 
same. As the poles move in a vertical direction, the frequency increases, but the 
envelope remains the same since the real part of the pole is not changing. The figure 
shows a constant exponential envelope, even though the sinusoidal response is 
changing frequency. Since all curves fit under the same exponential decay curve, the 
settling time is virtually the same for all waveforms. Note that as overshoot increases, 
the rise time decreases. 

Let us move the poles to the right or left. Since the imaginary part is now 
constant, movement of the poles yields the responses of Figure 4.19(b). Here the 
frequency is constant over the range of variation of the real part. As the poles move 
to the left, the response damps out more rapidly, while the frequency remains the 
same. Notice that the peak time is the same for all waveforms because the imaginary 
part remains the same. 

Moving the poles along a constant radial line yields the responses shown in 
Figure 4.19(c). Here the percent overshoot remains the same. Notice also that the 
responses look exactly alike, except for their speed. The farther the poles are from 
the origin, the more rapid the response. 

We conclude this section with some examples that demonstrate the relation- 
ship between the pole location and the specifications of the second-order under- 
damped response. The first example covers analysis. The second example is a simple 
design problem consisting of a physical system whose component values we want to 
design to meet a transient response specification. 
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FIGURE 4.18 Lines of 
constant peak time, T,,, 
settling time, Ts, and percent 
overshoot, %OS. Note: 

Ts, < Ts; Tp2 < Tpi; 

%OS, < %OS2. 
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FIGURE 4.19 Step responses aa oo: 
of second-order underdamped systems p ag 5 DF Enh ancer I anal 
as poles move: a. with constant real 2 
part; b. with constant imaginary part; =t : 
c. with constant damping ratio (c) 
Example 4.6 
jo be gs r 
4 Finding Tp, %05, and T; from Pole Location 
JT = JQ ; — : 
PROBLEM: Given the pole plot shown in Figure 4.20, find ¢, an, Tp, 
%OS, and T,. 
-pl 
ite SOLUTION: The damping ratio is given by ¢ = cos 8 = cos|arctan 
(7/3)| = 0.394. The natural frequency, œp, is the radial distance 
from the origin to the pole, or œn = V7 + 3° = 7.616. The peak 
time is 
o m x 
T, = — = = = 0.449 second (4.46) 
@q 7 
The percent overshoot is 
%OS = e /VI-“) x 100 = 26% (4.47) 
The approximate settling time is 
-j1 =—jo 4 4 
a i T, = — == = 1.333 seconds (4.48) 
FIGURE 4.20 Pole plot for Example 4.6 oa 3 
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MATLAB 


Students who are using MATLAB should now run ch4p1 in Appendix B. 
You will learn how to generate a second-order polynomial from 
two complex poles as well as extract and use the coefficients of 
the polynomial to calculate Tp, 30S, and Ts. This exercise uses 
MATLAB to solve the problem in Example 4.6. 














Example 4.7 





Transient Response Through Component Design 


Design 


PROBLEM: Given the system shown in Figure 4.21, find J and D to yield 20% 
overshoot and a settling time of 2 seconds for a step input of torque T(t). 


T(t) Q(t) 


K = 5 N-m/rad 


| 
| 

D 

7 













































































FIGURE 4.21 Rotational mechanical system for Example 4. 


SOLUTION: First, the transfer function for the system is 


1/J 
G(s) = = (4.49) 
s + T° F 7 


From the transfer function, Apago PDF Enhancer 


On = E (4.50) 





and 
D 
2ton = — 4.51 
fon = 2 (4.51) 
But, from the problem statement, 
T;=2= $ (4.52) 
wn 
or Cw, = 2. Hence, 
D 
2lo, =4= 7 (4.53) 


Also, from Eqs. (4.50) and (4.52), 


4 J 
m 2/z (4.54) 


From Eq. (4.39), a 20% overshoot implies ¢ = 0.456. Therefore, from Eq. (4.54), 


t= aa = 0.456 (4.55) 
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Hence, 


2 = 0.052 


z (4.56) 


From the problem statement, K = 5 N-m/rad. Combining this value with Eqs. 
(4.53) and (4.56), D=1.04 N-m-s/rad, and J = 0.26 kg-m’. 





Trylt 4.1 


Use the following MATLAB 
statements to calculate the 
answers to Skill-Assessment 
Exercise 4.5. Ellipses mean 
code continues on next line. 


numg=361; 

deng={1 16 361]; 

omegan=sqrt(deng(3)... 
/deng(1)) 





zeta=(deng(2)/Meng(1))... 


/(2* omegan) 
Ts=4/ (zeta* omegan) 
Tp=pi/ (omegan* sqrt... 
(1-zeta%2)) 
pos=100* exp (-zeta*... 
pi/sqrt (1-zeta%2)) 
Tr=(1.768*z2eta^3 -. 


omire tan 2 aril OSE 5 6 6 


zeta+1)/omegan 





Second-Order Transfer Functions via Testing 

Just as we obtained the transfer function of a first-order system experimentally, we 
can do the same for a system that exhibits a typical underdamped second-order 
response. Again, we can measure the laboratory response curve for percent over- 
shoot and settling time, from which we can find the poles and hence the denomina- 
tor. The numerator can be found, as in the first-order system, from a knowledge of 
the measured and expected steady-state values. A problem at the end of the chapter 
illustrates the estimation of a second-order transfer function from the step response. 


Skill-Assessment Exercise 4.5 


WileyPLUS PROBLEM: Find ¢, œn, Ts, Tp, T,, and %OS for a system whose 
361 


transfer function is G(s) = 24 16s 4361 


Control Solutions 


ANSWERS: 
¿: Apago- PDF o Enhancer, = 0.079s, and %OS = 23.3%. 


The complete solution is located at www.wiley.com/college/nise. 


Now that we have analyzed systems with two poles, how does the addition of 
another pole affect the response? We answer this question in the next section. 


@ 47 System Response with Additional Poles 


In the last section, we analyzed systems with one or two poles. It must be emphasized 
that the formulas describing percent overshoot, settling time, and peak time were 
derived only for a system with two complex poles and no zeros. If a system such as 
that shown in Figure 4.22 has more than two poles or has zeros, we cannot use the 
formulas to calculate the performance specifications that we derived. However, 
under certain conditions, a system with more than two poles or with zeros can be 
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FIGURE 4.22 Robot follows 
input commands from a 
human trainer 





approximated as a second-order system that has just two complex dominant poles. 
Once we justify this approxima RDA GO" PDE RNase ine 
time, and peak time can be applie to ttfese higher-order systems by using the 
location of the dominant poles. In this section, we investigate the effect of an 
additional pole on the second-order response. In the next section, we analyze the 
effect of adding a zero to a two-pole system. 

Let us now look at the conditions that would have to exist in order to 
approximate the behavior of a three-pole system as that of a two-pole system. 
Consider a three-pole system with complex poles and a third pole on the real axis. 
Assuming that the complex poles are at —f@y, + jøn y1 — ¢° and the real pole is at 
—a,, the step response of the system can be determined from a partial-fraction 
expansion. Thus, the output transform is 





_A  Bis+bon)+Coa  D 





C(s | | 4.57 

an e ee (4.57) 
or, in the time domain, 

c(t) = Au(t) + e%""(B cos wat + C sin wat) + De" (4.58) 


The component parts of c(t) are shown in Figure 4.23 for three cases of a,. For 
Case I, œ, = œ, and is not much larger than ¢w,; for Case II, œ, = a@,, and is much 
larger than ¢w,; and for Case III, a, = co. 

Let us direct our attention to Eq. (4.58) and Figure 4.23. Ifa, >> tæn (Case I), the 
pure exponential will die out much more rapidly than the second-order underdamped 
step response. If the pure exponential term decays to an insignificant value at the time of 
the first overshoot, such parameters as percent overshoot, settling time, and peak time 
will be generated by the second-order underdamped step response component. Thus, 
the total response will approach that of a pure second-order system (Case II). 
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FIGURE 4.23 Component 
responses of a three-pole 
system: a. pole plot; 

b. component responses: 
Nondominant pole 

is near dominant second-order 
pair (Case I), far from the pair 
(Case II), and at infinity 

(Case HI) 
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jo jo jo 
Pı Pı Pi 
A X s-plane A s-plane x s-plane 
— >O x > 0 >O 
Qr = Con = Or, m COn F bOn 
X X X 
P2 P2 P2 
Case I Case II Case II 
(a) 
Response 
A 
I Au(t) + eS!(B cos @gt + C sin @,t) 











» Time 


Apa "PDE Efi arle ap the real pole’s transient response 
will n to insignificance at the peak tıme or settling time generated by the 
second-order pair. In this case, the exponential decay is significant, and the system 
cannot be represented as a second-order system. 

The next question is, How much farther from the dominant poles does the third 
pole have to be for its effect on the second-order response to be negligible? The 
answer of course depends on the accuracy for which you are looking. However, this 
book assumes that the exponential decay is negligible after five time constants. Thus, 
if the real pole is five times farther to the left than the dominant poles, we assume 
that the system is represented by its dominant second-order pair of poles. 

What about the magnitude of the exponential decay? Can it be so large that its 
contribution at the peak time is not negligible? We can show, through a partial- 
fraction expansion, that the residue of the third pole, in a three-pole system with 
dominant second-order poles and no zeros, will actually decrease in magnitude as 
the third pole is moved farther into the left half-plane. Assume a step response, C(s), 
of a three-pole system: 


C(s) = bc A 


s(s? + as + b)(s +c) y 


Bs + C D 
s +as+b s+c 





(4.59) 


where we assume that the nondominant pole is located at —c on the real axis and that 
the steady-state response approaches unity. Evaluating the constants in the numer- 


ator of each term, 4 
ca— c 





A=1; B= — 4.60 
í ce +b-ca ( a 
ca* — c2a — be —b 
= : = 4.60b 
C+b—ca ’ c+b—ca ( ) 
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As the nondominant pole approaches oo, or c — œ, 

A=1; B= -1; C = —a; D=0 (4.61) 
Thus, for this example, D, the residue of the nondominant pole and its response, 
becomes zero as the nondominant pole approaches infinity. 

The designer can also choose to forgo extensive residue analysis, since all 
system designs should be simulated to determine final acceptance. In this case, the 
control systems engineer can use the “five times” rule of thumb as a necessary but 
not sufficient condition to increase the confidence in the second-order approxima- 
tion during design, but then simulate the completed design. 

Let us look at an example that compares the responses of two different three- 
pole systems with that of a second-order system. 


Example 4.8 





Comparing Responses of Three-Pole Systems 


PROBLEM: Find the step response of each of the transfer functions shown in 
Eqs. (4.62) through (4.64) and compare them. 








24.542 

hiss 4.62 

US) = Sas 4 0452 ee) 
245.42 

Tols) = Gyo)? +45 + 24.542) 02) 


73.62 


T3(8) -Apago. PDF. Enhancer“) 


SOLUTION: ‘The step response, C;(s), for the transfer function, T;(s), can be found 
by multiplying the transfer function by 1/s, a step input, and using partial-fraction 
expansion followed by the inverse Laplace transform to find the response, c;(f). 
With the details left as an exercise for the student, the results are 





c1(t) = 1 — 1.09e~*'cos(4.532t — 23.8°) (4.65) 
c(t) = 1 — 0.29e7!" — 1.189e =” cos(4.532t — 53.34°) (4.66) 
c3(t) = 1 — 1.14e~* + 0.707e~**cos(4.532t + 78.63°) (4.67) 


The three responses are plotted in Figure 4.24. Notice that c2(¢), with its third pole 
at —10 and farthest from the dominant poles, is the better approximation of c(t), 


c(t) 


Normalized response 








' ' ' I ' L» FIGURE 4.24 Step responses 
0 0.5 1.0 1.5 2.0 2.5 3.0 of system Tı(s), system T2(s), 
Time (seconds) and system T3(s) 
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MATLAB 


Simulink 


Gui Tool 





Trylt 4.2 


Use the following MATLAB 
and Control System Toolbox 
statements to investigate the 
effect of the additional pole 
in Skill-Assessment Exer- 
cise 4.6(a). Move the higher- 
order pole originally at —15 
to other values by changing 
“a’’ in the code. 


a=15 

numga=100* a; 
denga=conv([la],... 
i. 4 OOE 

Ta=tf (numga, denga); 
numg=100; 

deng=[1 4 100]; 

T=tf (numg, deng); 
step Tar a TA 





Chapter 4 Time Response 
the pure second-order system response; c3(t), with a third pole close to the 
dominant poles, yields the most error. 


Students who are using MATLAB should now run ch4p2 in Appendix B. 
You will learn how to generate a step response for a transfer 
function and how to plot the response directly or collect the 
points for future use. The example shows how to collect the points 
and then use them to create a multiple plot, title the graph, and 
labeltheaxesandcurvestoproducethegraphinFigure4.24tosolve 
Example 4.8. 














System responses can alternately be obtained using Simulink. 
Simulink is a software package that is integrated with MATLAB 
to provide a graphical user interface (GUI) for defining systems 
and generating responses. The reader is encouraged to study 
Appendix C, which contains a tutorial on Simulink as well as 
some examples. One of the illustrative examples, Example C.1, 
solves Example 4.8 using Simulink. 





























Another method to obtain systems responses is through the use of 
MATLAB’s LTI Viewer. An advantage of the LTI Viewer is that it 
displaysthevaluesofsettlingtime, peaktime, risetime, maximum 
response, andthefinalvalueonthestepresponseplot. Thereaderis 
encouraged to study Appendix E at www.wiley.com/college/nise, 
whichcontainsatutorialontheLTIVieweraswellassomeexamples. 
Example E.1 solves Example 4.8 using the LTI Viewer. 
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Skill-Assessment Exercise 4.6 


PROBLEM: Determine the validity of a second-order approximation for each of 
these two transfer functions: 


700 
a GUS) = 75 Ie + 4s +100) 





360 
(s + 4)(s? + 2s + 90) 





b. G(s) = 


ANSWERS: 


a. The second-order approximation is valid. 
b. The second-order approximation is not valid. 


The complete solution is located at www.wiley.com/college/nise. 


4.8 System Response With Zeros 


@ 4.3 System Response With Zeros 


Now that we have seen the effect of an additional pole, let us add a zero to the 
second-order system. In Section 4.2, we saw that the zeros of a response affect 
the residue, or amplitude, of a response component but do not affect the nature of 
the response —exponential, damped sinusoid, and so on. In this section, we add a 
real-axis zero to a two-pole system. The zero will be added first in the left half-plane 
and then in the right half-plane and its effects noted and analyzed. We conclude the 
section by talking about pole-zero cancellation. 

Starting with a two-pole system with poles at (—1 +/2.828), we consecutively 
add zeros at —3, —5, and —10. The results, normalized to the steady-state value, are 
plotted in Figure 4.25. We can see that the closer the zero is to the dominant poles, 
the greater its effect on the transient response. As the zero moves away from the 
dominant poles, the response approaches that of the two-pole system. This analysis 
can be reasoned via the partial-fraction expansion. If we assume a group of poles and 
a zero far from the poles, the residue of each pole will be affected the same by the 
zero. Hence, the relative amplitudes remain appreciably the same. For example, 
assume the partial-fraction expansion shown in Eq. (4.68): 


(s +a) A B 














n= s sto) s Fc 
(s+b)(s+c) s+b s+ (4.68) 
= (—b+a)/(—b+c) (—c+a)/(—c+b) 
s+) ste 
If the zero is far from the poles, Kpadqec PHF BAhancter 
an [1/b+c) 1/(—c+b)] a 
r\(s) =a} s+b ste |- ey 


Hence, the zero looks like a simple gain factor and does not change the relative 
amplitudes of the components of the response. 

Another way to look at the effect of a zero, which is more general, is as follows 
(Franklin, 1991): Let C(s) be the response of a system, T(s), with unity in the 









zero at —3 
zero at -5 
zero at -10 
no zero 


Normalized c(t) 





ll 
0 2.0 4.0 6.0 FIGURE 4.25 Effect of adding 
Time (seconds) a zero to a two-pole system 
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Trylt 4.3 


Use the following MATLAB 
and Control System Toolbox 
statements to generate Figure 
4.25. 


deng=[1 2 9]; 

Ta=tf ([1 3] * 9/3, deng); 
Tb=tf ([1 5] *9/5,deng); 
Te=te ((1 10) * $/10, dena); 
T=tf(9,deng); 
step (i Wel, TO Iie) 

zeie (O 5r 0 6, Mo rero) 
bext lo da Wed esos 

'zero at -10') 

cert (0,35, Ose 5 aac 

"zero at -5') 

text (0.3,0.9,'zero at -3') 
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1.0 F 

Ẹ 0.5 H 
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1.0 2.0 3.0 4.0 5.0 6.0 
Time (seconds) 
FIGURE 4.26 Step response of a -~0.5 
nonminimum-phase system 


numerator. If we add a zero to the transfer function, yielding (s + a)T(s), the Laplace 
transform of the response will be 





(s + a)C(s) = sC(s) + aC(s) (4.70) 


Thus, the response of a system with a zero consists of two parts: the derivative of the 
original response and a scaled version of the original response. If a, the negative of 
the zero, is very large, the Laplace transform of the response is approximately aC(s), 
or a scaled version of the original response. If a is not very large, the response has an 
additional component oe of the derivative of the original response. As a 
becames age. rm peer: more to the response and has 
a gr Or BTR Rik Éis typically positive at the start of a 
step response. ei for small values a, we can expect more overshoot in second- 
order systems because the derivative term will be additive around the first over- 
shoot. This reasoning is borne out by Figure 4.25. 

An interesting phenomenon occurs if a is negative, placing the zero in the right 
half-plane. From Eq. (4.70) we see that the derivative term, which is typically 
positive initially, will be of opposite sign from the scaled response term. Thus, if the 
derivative term, sC(s), is larger than the scaled response, aC(s), the response will 
initially follow the derivative in the opposite direction from the scaled response. The 
result for a second-order system is shown in Figure 4.26, where the sign of the input 
was reversed to yield a positive steady-state value. Notice that the response begins to 
turn toward the negative direction even though the final value is positive. A system 
that exhibits this phenomenon is known as a nonminimum-phase system. If a 
motorcycle or airplane was a nonminimum-phase system, it would initially veer 
left when commanded to steer right. 

Let us now look at an example of an electrical nonminimum-phase network. 


Example 4.9 





Transfer Function of a Nonminimum-Phase System 
PROBLEM: 


a. Find the transfer function, V,(s)/V;(s) for the operational amplifier circuit 
shown in Figure 4.27. 
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b. If Ri = Ro, this circuit is known as an all-pass filter, since it 
passes sine waves of a wide range of frequencies without 
attenuating or amplifying their magnitude (Dorf, 1993). 
We will learn more about frequency response in Chap- 
ter 10. For now, let Rı = R2, R3C = 1/10, and find the step 
response of the filter. Show that component parts of the 
response can be identified with those in Eq. (4.70). 


SOLUTION: 


a. Remembering from Chapter 2 that the operational ampli- 
fier has a high input impedance, the current, J(s), through 
R, and Ro, is the same and is equal to 


Vi(s) — Vo(s) 
Has Ri + Ro 
Also, 
Vols) = A(V2(s) — Vi(s)) 
But 


Vi(s) = I(s)R1 + Vols) 


Substituting Eq. (4.71) into (4.73), 





Ry 








Vis) | 





M 
T 


FIGURE 4.27 Nonminimum-phase electric circuit 
(Reprinted with permission of John Wiley & 
Sons, Inc.) 


(4.71) 


(4.72) 


(4.73) 


VO apagó bbr “dithance:” 


Using voltage division, 
1/Cs 
1 


RA 
3G 


Vz (s) = Vi (s) 





(4.75) 


Substituting Eqs. (4.74) and (4.75) into Eq. (4.72) and simplifying yields 


Vo(s) A(R = R,R3Cs) 


Vi(s) (RCs + 1)(Ri + R(1 + A)) 





(4.76) 


Since the operational amplifier has a large gain, A, let A approach infinity. 


Thus, after simplification 





R2 
Vo(s) Ro—RiR3Cs R (: 7 ag, (4.77) 
Vis) RRCs +R Ra (oT 
R3C 


b. Letting Rı = Rz and R3C = 1/10, 





(4.78) 
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For a step input, we evaluate the response as suggested by Eq. (4.70): 
(s — 10) 1 1 





C(s) = s(s +10) ea +10 +10 ss + 10) =sC,(s) —10C,(s) (4.79) 
where 1 
Co(s) = — s(s-+ 10) (4.80) 


is the Laplace transform of the response without a zero. Expanding 
Eq. (4.79) into partial fractions, 














1 1 1 1 1 1 2 
Si es) 10s 10 se 0 
(4.81) 
or the response with a zero is 
c(t) = —e 1% 4.1 — eM = 1 — 2e- 10 (4.82) 
Also, from Eq. (4.80), 
1/10 1/10 
Co(s) = — : 5410 (4.83) 
or the response without a zero is 
1 1 aw 
t) =-= + 4.84 
colt) =- ptt (4.84) 
The PN = AD) spopsesare plotted in Figure 4.28. Notice the immediate 
Apaga MDE ER RARCAKonse. (0), 
4 
1.0 F 





-10c,() 





Response 


! ! 
0.2 0.3 0.4 0.5 
Time (seconds) 








FIGURE 4.28 Step response of the nonminimum-phase network of Figure 4.27 (c(¢)) and 
normalized step response of an equivalent network without the zero (—10c,(t)) 





We conclude this section by talking about pole-zero cancellation and its effect 
on our ability to make second-order approximations to a system. Assume a three- 
pole system with a zero as shown in Eq. (4.85). If the pole term, (s + p3), and the zero 
term, (s + z), cancel out, we are left with 


_ Kls+%) 
= (sp3) (s? + as + b) (4.85) 
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as a second-order transfer function. From another perspective, if the zero at —z is 
very close to the pole at —p,, then a partial-fraction expansion of Eq. (4.85) will show 
that the residue of the exponential decay is much smaller than the amplitude of the 
second-order response. Let us look at an example. 


Example 4.10 
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Evaluating Pole-Zero Cancellation Using Residues 


PROBLEM: For each of the response functions in Eqs. (4.86) and (4.87), determine 
whether there is cancellation between the zero and the pole closest to the zero. For 
any function for which pole-zero cancellation is valid, find the approximate response. 


26.25(s 4 
s(s + 3.5)(s + 


26.25(s 4 
s(s + 4.01)(s + 5) 


Ci(s) = 





(4.86) 





C2(s) = 





(4.87) 


SOLUTION: The partial-fraction expansion of Eq. (4.86) is 


35 3a 1 
s+5 s+6 s+3.5 





(4.88) 





The residue of the pole at —3.5, which is closest to the zero at —4, is equal to 1 andis not 


negligible compared to the other residues. me r step response 
approximation cannot be made 'Apago Ppi cti nhanees. i ) is 


0.87 53 44 0.033 
s ' s+4.01 





C(s) = (4.89) 





The residue of the pole at —4.01, which is closest to the zero at —4, is equal to 0.033, 
about two orders of magnitude below any of the other residues. Hence, we make a 
second-order approximation by neglecting the response generated by the pole at —4.01: 


0.87 53 44 
sS s+5 s+6 





C(s) x (4.90) 


and the response c2(t) is approximately 


Co(t) ~ 0.87 — 5.3e7" + 4.4e- (4.91) 


Skill-Assessment Exercise 4.7 





PROBLEM: Determine the validity of a second-order step-response approxima- 
tion for each transfer function shown below. 

















185.71(s +7) 

a. A ac 6.5)(s + 10)(s + 20) 
E 197.14(s +7) 

b. a= 6.9)(s + 10)(s + 20) 




















Trylt 4.4 


Use the following MATLAB 
and Symbolic Math Toolbox 
statements to evaluate the ef- 
fect of higher-order poles by 
finding the component parts of 
the time response of c(t) and 
c(t) in Example 4.10. 


syms s 
C1=26.25"(s+4)/... 
(e eeo ere 

(s+5)*(s+6) ); 
C2—26625 (EA 
(a(t! 01)" 566 
(ato a 6i; 

cl=ilaplace (C1); 
cl=vpa(cl1,3); 


‘ol! 


pretty (cl) 
c2=ilaplace (C2); 
c2=vpa (c2,3); 


Wea 


pretty (c2); 





WileyPLUS 


Control Solutions 
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ANSWERS: 


a. A second-order approximation is not valid. 


b. A second-order approximation is valid. 


The complete solution is located at www.wiley.com/college/nise. 





In this section, we have examined the effects of additional transfer func- 
tion poles and zeros upon the response. In the next section we add nonlinearities of 
the type discussed in Section 2.10 and see what effects they have on system response. 


E 4.9 Effects of Nonlinearities Upon Time Response 


In this section, we qualitatively examine the effects of nonlinearities upon the time 
response of physical systems. In the following examples, we insert nonlinearities, 
such as saturation, dead zone, and backlash, as shown in Figure 2.46, into a system to 
show the effects of these nonlinearities upon the linear responses. 

The responses were obtained using Simulink, a simulation software package 
that is integrated with MATLAB to provide a graphical user interface (GUI). 
Readers who would like to learn how to use Simulink to generate nonlinear 
responses should consult the Simulink tutorial in Appendix C. Simulink block 
diagrams are included with all responses that follow. 

Let us assume the motor and load from the Antenna Control Case Study of 
Chapter 2 and look at the load angular velocity, wo(s), where wo(s) = 0.1 56n(s) = 
0.20R Pago IPDihm ENNAN CeXirive the motor with a step input 


1.5 





Without saturation : 






i With saturation 


osht E ee ee 


Load angular velocity (rad/second) 











0 2 4 6 8 10 
Time (seconds) 
(a) 
FIGURE 4.29 a. Effect of amplifier saturation on load angular velocity response; 
(figure continues) 
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Saturation Motor, load, 
+5 volts & gears 


0.2083 
s+ 1.71 


Motor, load, 
& gears 





Step 
10 volts 
Mux Scope 








(b) 
FIGURE 4.29 (Continued) b. Simulink block diagram 





through an amplifier of unity gain that saturates at +5 volts, Figure 4.29 shows that 
the effect of amplifier saturation is to limit the obtained velocity. 

The effect of dead zone on the output shaft driven by a motor and gears is 
shown in Figure 4.30. Here we once again assume the motor, load, and gears from 
Antenna Control Case Study of Chapter 2. Dead zone is present when the motor 
cannot respond to small voltages. The motor input is a sinusoidal waveform chosen 
to allow us to see the effects of dead zone vividly. The response begins when the input 
voltage to the motor exceeds a threshold. We notice a lower amplitude when dead 
zone is present. 

The effect of backlash on the output shaft driven by a motor and gears is shown 
in Figure 4.31. Again we assume the motor, load, and gears from the Antenna 
Control Case Study of Chapter 2. The motor input is again a sinusoidal waveform, 
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1.2 





Without dead zone } 


With dead zone 


Load angular displacement (radians) 














0 5 10 15 20 25 
Time (seconds) 
(a) 
FIGURE 4.30 a.Effect of deadzone onload angular displacement response; (figure continues) 
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0.2083 1 
s+ 1.71 s 


Sine wave Dead zone Motor, load, Integrator 
Amplitude = 5 -2 to +2 & gears 


Frequency = 1 rad/s 
0.2083 
s+ 1.71 


Motor, load, Integrator 


& gears 
(b) 
FIGURE 4.30 (Continued) b. Simulink block diagram 
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FIGURE 4.31 a. Effect of backlash on load angular displacement response; b. Simulink block 
diagram 


4.10 Laplace Transform Solution of State Equations 


which is chosen to allow us to see vividly the effects of backlash in the gears driven by 
the motor. As the motor reverses direction, the output shaft remains stationary while 
the motor begins to reverse. When the gears finally connect, the output shaft itself 
begins to turn in the reverse direction. The resulting response is quite different from 
the linear response without backlash. 


Skill-Assessment Exercise 4.8 


PROBLEM: Use MATLAB’s Simulink to reproduce Figure 4.31. 


ANSWER: See Figure 4.31. 





Now that we have seen the effects of nonlinearities on the time response, let us 
return to linear systems. Our coverage so far for linear systems has dealt with finding 
the time response by using the Laplace transform in the frequency domain. Another 
way to solve for the response is to use state-space techniques in the time domain. 
This topic is the subject of the next two sections. 


4.10 Laplace Transform Solution 
of State Equations 


In Chapter 3, systems were model@ yp ago PDF ug rekvarrresersen- 


tation consisted of a state equation and ari output equation. In this section, we use 
the Laplace transform to solve the state equations for the state and output vectors. 
Consider the state equation 


. x = Ax + Bu (4.92) 
and the output equation 


y= Cx + Du (4.93) 
Taking the Laplace transform of both sides of the state equation yields 
sX(s) — x(0) = AX (s) + BU(s) (4.94) 


In order to separate X(s), replace sX(s) with sIX(s), where I is an nxn 
identity matrix, and n is the order of the system. Combining all of the X(s) terms, 
we get 


(st — A)X(s) = x(0) + BU(s) (4.95) 


Solving for X(s) by premultiplying both sides of Eq. (4.95) by (sI — A)‘, the final 
solution for X(s) is 





X(s) = (sI — A) 'x(0) + (sI — A) 'BU(s) 
: (4.96) 
adj(sI — A) 


= det(sI— A) [x(0) + BU(s)] 
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Taking the Laplace transform of the output equation yields 








Y(s) = CX(s) + DU(s) (4.97) 








Eigenvalues and Transfer Function Poles 

We saw that the poles of the transfer function determine the nature of the transient 
response of the system. Is there an equivalent quantity in the state-space represen- 
tation that yields the same information? Section 5.8 formally defines the roots of 
det(sI — A) = 0 (see the denominator of Eq. (4.96)) to be eigenvalues of the system 
matrix, A.° Let us show that the eigenvalues are equal to the poles of the system’s 
transfer function. Let the output, Y(s), and the input, U(s), be scalar quantities Y(s) 
and U(s), respectively. Further, to conform to the definition of a transfer function, let 
x(0), the initial state vector, equal 0, the null vector. Substituting Eq. (4.96) into 
Eq. (4.97) and solving for the transfer function, Y(s)/U(s), yields 


Y(s) adj(sI—A)],, , 
U(s) Pa = + D 








_ Cadj(sI — A)B + D det(sI — A) 
7 det(sI — A) (4.98) 





The roots of the denominator of Eq. (4.98) are the poles of the system. Since the 
denominators of Eqs. (4.96) and (4.98) are identical, the system poles equal the 
eigenvalues. Hence, if a system is represented in state-space, we can find the poles 
from det(sI — A) = 0. We will be more formal about these facts when we discuss 
“siktpa Ge" PDE Enhancer 

owing example demonstrates solving the state equations using the 
Laplace transform as well as finding the eigenvalues and system poles. 


Example 4.11 





Laplace Transform Solution; Eigenvalues and Poles 


PROBLEM: Given the system represented in state space by Eqs. (4.99), 


0 1 0 0 
x= 0 0 1/x+]0}e* (4.99a) 
—24 -26 -9 1 
y=|1 1 Ojx (4.99b) 
1 
x(0) = | 0 (4.99c) 
2 


® Sometimes the symbol À is used in place of the complex variable s when solving the state equations 
without using the Laplace transform. Thus, it is common to see the characteristic equation also written as 
det (AI — A) = 0. 


4.10 Laplace Transform Solution of State Equations 


do the following: 


a. Solve the preceding state equation and obtain the output for the given 
exponential input. 


b. Find the eigenvalues and the system poles. 
SOLUTION: 


a. We will solve the problem by finding the component parts of Eq. (4.96), 
followed by substitution into Eq. (4.97). First obtain A and B by comparing 
Eq. (4.99a) to Eq. (4.92). Since 


s 0 0 
sI=|0 s 0 (4.100) 
00 s 
then 
s —l1 0 
(sI-A)=|0 s —1 (4.101) 
24 26 s+9 
and 


(2 + 9s +26) (s+ 9) 1 
Apago PDF; Enhancer 
—24s —(26s +24) s? 


I-A)! = 
pim s3 + 952 + 26s + 24 


(4.102) 





Since U(s) (the Laplace transform for e~‘) is 1/(s +1), X(s) can be calculated. 
Rewriting Eq. (4.96) as 

X(s) = (sI — A)‘ [x(0) + BU(s)| (4.103) 

and using B and x(0) from Eqs. (4.99a) and (4.99c), respectively, we get 





_ (8? + 10s? + 37s + 29) 
C+DC+DC+ 3+ 





(4.104a) 


Ja (2s? — 21s — 24) 
X)(s) = (42643045) (4.104b) 








X3(s) = (4.104c) 

















) 
s(2s* — 21s — 24) 
GFDEF EFI SFA 
The output equation is found from Eq. (4.99b). Performing the indicated addition 
yields 


Y(s)=[1 1 0]| Xo(s) | =X1(s) + Xo(s) (4.105) 
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Trylt 4.5 


Use the following MATLAB 
and Symbolic Math Toolbox 
statements to solve Skill- 
Assessment Exercise 4.9. 


Syms s 

A=[0 2;-3 -5]; B+0; 1]; 

C=[1 3];X0=[2; 1]; 

U=1/ (st1); 

T= Og@ Uy 

eC (ists Sy) Sa) a 
(X0 -+ B* U); 

Y=C* X; Y=simplify(Y); 

y=ilaplace (Y); 

pretty(y) 

eig (A) 
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or 


(s3 + 12s? + 16s + 5) 
~ (s+1)(s+2)(s+3)(s+ 4) 


—6.5 . 19 11.5 
~ s+2 s+3 s+4 








(4.106) 











where the pole at —1 canceled a zero at —1. Taking the inverse Laplace 
transform, 


6.5e7” + 19e7* — 115" 





y(t) = (4.107) 


b. The denominator of Eq. (4.102), which is det(sI — A), is also the denominator 
of the system’s transfer function. Thus, det(sI — A) = 0 furnishes both the 
poles of the system and the eigenvalues —2, — 3, and —4. 





Students who are performing the MATLAB exercises and want to 
explore the added capability of MATLAB’s Symbolic Math Toolbox 
should now run ch4spl in Appendix F at www.wiley.com/college/ 
nise. You will learn how to solve state equations for the output 
response using the Laplace transform. Example 4.11 will be 
solved using MATLAB and the Symbolic Math Toolbox. 











Skill-Assessment Exercise 4.9 


PROBLEM: Given the system represented in state space by Eqs. (4.108), 


ale [Je 


(4.108a) 


(4.108b) 


(4.108c) 


do the following: 
a. Solve for y(t) using state-space and Laplace transform techniques. 
b. Find the eigenvalues and the system poles. 

ANSWERS: 


a. y(t) = 
b. —2, —3 


0.5e™ — 12e” + 17.5e7?! 





The complete solution is located at www.wiley.com/college/nise. 


4.11 Time Domain Solution of State Equations 


4.11 Time Domain Solution of State 
Equations 


We now look at another technique for solving the state equations. Rather than using 
the Laplace transform, we solve the equations directly in the time domain using a 
method closely allied to the classical solution of differential equations. We will find 
that the final solution consists of two parts that are different from the forced and 
natural responses. 

The solution in the time domain is given directly by 





x(t) = e“’x(0) + [aerpu(eyar 
0 
(4.109) 
= @(t)x(0) + fo — t)Bu(t)dt 
0 











where ®(t) = e^ by definition, and which is called the state-transition matrix. 
Eq. (4.109) is derived in Appendix I located at www.wiley.com/college/nise. Readers 
who are not familiar with this equation or who may want to refresh their memory 
should consult Appendix I before proceeding. 

Notice that the first term on the right-hand side of the equation is the response 
due to the initial state vector, x(0). Notice also that it is the only term dependent on 
the initial state vector and not the input. We call this part of the response the zero- 
input response, since it is the tt Apaga thP DE isEnhancern, 
called the convolution integral, is dependent only on the input, u, and the input 
matrix, B, not the initial state vector. We call this part of the response the zero-state 
response, since it is the total response if the initial state vector is zero. Thus, there is a 
partitioning of the response different from the forced/natural response we have seen 
when solving differential equations. In differential equations, the arbitrary constants 
of the natural response are evaluated based on the initial conditions and the initial 
values of the forced response and its derivatives. Thus, the natural response’s 
amplitudes are a function of the initial conditions of the output and the input. In 
Eq. (4.109), the zero-input response is not dependent on the initial values of the 
input and its derivatives. It is dependent only on the initial conditions of the state 
vector. The next example vividly shows the difference in partitioning. Pay close 
attention to the fact that in the final result the zero-state response contains not only 
the forced solution but also pieces of what we previously called the natural response. 
We will see in the solution that the natural response is distributed through the zero- 
input response and the zero-state response. 

Before proceeding with the example, let us examine the form the elements of 
@(t) take for linear, time-invariant systems. The first term of Eq. (4.96), the Laplace 
transform of the response for unforced systems, is the transform of ®(t)x(0), the 
zero-input response from Eq. (4.109). Thus, for the unforced system 


\x(t)] = L{@(t)x(0)] = (st — A)~!x(0) (4.110) 


from which we can see that (sI — A) ‘is the Laplace transform of the state-transition 
matrix, ®(t). We have already seen that the denominator of (sI—A)~! is a 
polynomial in s whose roots are the system poles. This polynomial is found from 
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the equation det(sI — A) = 0. Since 





gs A = 2 Fee a x] 


tere (1) (4.111) 











each term of ®(t) would be the sum of exponentials generated by the system’s poles. 

Let us summarize the concepts with two numerical examples. The first example 
solves the state equations directly in the time domain. The second example uses 
the Laplace transform to solve for the state-transition matrix by finding the inverse 
Laplace transform of (sI — A)’. 


Example 4.12 





Time Domain Solution 


PROBLEM: For the state equation and initial state vector shown in Eqs. (4.112), 
where u(t) is a unit step, find the state-transition matrix and then solve for x(t). 


x(t) = | j o + Ro (4.112a) 
—8 —6 1 
x(0) = K (4.112b) 
0 
sogNRe D9. RRE Enhance orm 
x(t) = Ax(t) + Bu(t) (4.113) 


find the eigenvalues using det(sI — A) = 0. Hence, s? + 6s +8 =0, from which 
sı = —2 and s2 = —4. Since each term of the state-transition matrix is the sum of 
responses generated by the poles (eigenvalues), we assume a state-transition 
matrix of the form 


(K,e~ sili, Ke“) (Kze7% L Kye“) 
P(t) = (4.114) 
(Kse-* Lt Kee“) (Kje KA Kge~*) 








In order to find the values of the constants, we make use of the properties of 
the state-transition matrix derived in Appendix J located at www.wiley.com/ 


college/nise. 
®(0) =I (4.115) 
K,+ K,=1 (4.116a) 
K3+ K,=0 (4.116b) 
K5+Ke=0 (4.116c) 
K7+ Kg=1 (4.116d) 





4.11 Time Domain Solution of State Equations 


and since 
@(0)=A (4.117) 
then 
—2K, —4K,=0 (4.118a) 
—2K;3 — 4K4 = 1 (4.118b) 
—2K; — 4K; = —8 (4.118c) 
—2K; — 4K; = —6 (4.118d) 


The constants are solved by taking two simultaneous equations four times. For 
example, Eq. (4.116a) can be solved simultaneously with Eq. (4.118a) to yield the 
values of Kı and K3. Proceeding similarly, all of the constants can be found. 
Therefore, 


(4.119) 
(—4e7” + 4e-*) (-—e-# ai Je) 


Also, 


1 1 
e727) _ Zg i-i) 


2 2 
®(t — 1)B = 4120) 
pago, BPE. nhancér 


Hence, the first term of Eq. (4.109) is 


(2e-2! _ e-*) 
®(t)x(0) = (4.121) 
(—4e7% + 4e-*) 
The last term of Eq. (4.109) is 
a [2 1oy fia 
=e edt —~e | edt 
t 2 I 2 0 
f P(t — t)Bu(t)dt = 
0 t t 
-e f erdt 2e | edt 
0 0 
1 -n l 
g ae Re 
1 -x 1 4 
5° as (4.122) 


Notice, as promised, that Eq. (4.122), the zero-state response, contains not only the 
forced response, 1/8, but also terms of the form Ae~~ and Be~“ that are part of 
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what we previously called the natural response. However, the coefficients, A and 
B, are not dependent on the initial conditions. 
The final result is found by adding Eqs. (4.121) and (4.122). Hence, 


Ce, “Oe 


t g + 4 e? = g e 
x(t) = (t)x(0) + 1 P(t — t)Bu(t)dt = (4.123) 
0 2 7 2 ae 7 -4t 
2 2 


Example 4.13 


State-Transition Matrix via Laplace Transform 
PROBLEM: Find the state-transition matrix of Example 4.12, using (sI — A)! 


SOLUTION: We use the fact that @(t) is the inverse Laplace transform of 
(sl — A) "|. Thus, first find (sI — A) as 


Ss —1 
sI- A)= 4.124 
( ) f (s+6) ( ) 
from which 


Apago ae ancer 


(sI — A) 








= 4.125 
s2 46s+8 —8 ( ) 


s2 + 6s 8 




















Expanding each term in the matrix on the right by partial fractions yields 


(2, 4) (12 ur 


(I-A) = (4.126) 


( 
































(2e — e~4*) ( 


(—4e-% + de®) (-e 


P(t) 





Students who are performing the MATLAB exercises and want to 
explore the added capability of MATLAB’s Symbolic Math Toolbox 
should now run ch4sp2 in Appendix F at www.wiley.com/college/ 
nise. You will learn how to solve state equations for the output 
response using the convolution integral. Examples 4.12 and 4.13 
will be solved using MATLAB and the Symbolic Math Toolbox. 


Symbolic Math 























Case Studies 


Systems represented in state space can be simulated on the digital computer. 
Programssuchas MATLAB can be used for this purpose. Alternately, the user can write 
specialized programs, as discussed in Appendix G.1 at www.wiley.com/college/nise. 


Students who are using MATLAB should now run ch4p3 in Appendix B. 
This exercise uses MATLAB to simulate the step response of systems 
represented in state space. In addition to generating the step 
response, you will learn how to specify the range on the time axis 
for the plot. 


Skill-Assessment Exercise 4.10 


PROBLEM: Given the system represented in state space by Eqs. (4.128): 


2 
x+ 
—5 


(4.128a) 
(4.128b) 


(4.128c) 


do the following: 


a. Solve for the state-transition matrix. 


b. Solve for the state vector ApagovRDEnkEnhancer 
c. Find the output, y(t). 


ANSWERS: 





c. y(t) = 5e™ — e7” 


The complete solution is located at www.wiley.com/college/nise. 


Case Studies 





Antenna Control: Open-Loop Response 


In this chapter, we have made use of the transfer functions derived in Chapter 2 
and the state equations derived in Chapter 3 to obtain the output response of an 
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open-loop system. We also showed the importance of the poles of a system in deter- 
mining the transient response. The following case study uses these concepts to analyze 
an open-loop portion of the antenna azimuth position control system. The open-loop 
function that we will deal with consists of a power amplifier and motor with load. 


PROBLEM: For the schematic of the azimuth position control system shown on 
the front endpapers, Configuration 1, assume an open-loop system (feedback path 
disconnected). 


a. Predict, by inspection, the form of the open-loop angular velocity response of 
the load to a step-voltage input to the power amplifier. 


b. Find the damping ratio and natural frequency of the open-loop system. 


c. Derive the complete analytical expression for the open-loop angular velocity 
response of the load to a step-voltage input to the power amplifier, using 
transfer functions. 


d. Obtain the open-loop state and output equations. 


e. Use MATLAB to obtain a plot of the open-loop angular velocity 
response to a step-voltage input. 


SOLUTION: ‘The transfer functions of the power amplifier, motor, and load as 
shown on the front endpapers, Configuration 1, were discussed in the Chapter 2 
case study. The two subsystems are shown interconnected in Figure 4.32(a). 
Differentiating the angular position of the motor and load output by multiplying 
by s, we obtain the output angular velocity, œo, as shown in Figure 4.32(a). The 
equivalent transfer function representing the three blocks in Figure 4.32(a) is the 
product of the individual transfer functions and is shown in Figure 4.32(b).’ 


a. Using the transfer function shown in Figure 4.32(b), we can predict the nature of 
the step response. The step response consists of the steady-state response 
generated by the step input and the transient response, which is the sum of 
two exponentials generated by each pole of the transfer function. Hence, the 
form of the response is 


wolt) = A + Be + Cet" (4.129) 


b. The damping ratio and natural frequency of the open-loop system can be found 
by expanding the denominator of the transfer function. Since the open-loop 


Convert to 
Power amp Motor and load angular velocity 


V,(s) 100 E,(s) 0.2083 0,(s) } @,(s) 
(s+ 100) s(s+1.71) 


(a) 


V,(s) 20.83 @,(5) 
(s+100)(s+1.71) 


(b) 
FIGURE 4.32 Antenna azimuth position control system for angular velocity: a. forward 
path; b. equivalent forward path 





7 This product relationship will be derived in Chapter 5. 
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transfer function is 
3 20.83 
-s2 +101.71s + 171 





G(s) (4.130) 


@n = V171 = 13.08, and ¢ = 3.89 (overdamped). 


c. In order to derive the angular velocity response to a step input, we multiply the 
transfer function of Eq. (4.130) by a step input, 1/s, and obtain 


20.83 








ols) = 55+ 100)(s-+ 1.71) ee 
Expanding into partial fractions, we get 
0.122 212% 105 0.124 
Cae Fs 100m ai 2 
Transforming to the time domain yields 
AOE Ole? (212 O er = Oates (4.133) 
d. First convert the transfer function into the state-space representation. Using State Space 
Eq. (4.130), we have ( SS o] 
@o(S) 20.83 (4.134) 





V,(s) s?+101.71s +171 


Cross-multiplying and taking the inverse Laplace transform with zero initial 
conditions, we have 


@o + 101.7100 + 171w = 20.83, (4.135) 

Defining the phase variables as 
X1 = Wo (4.136a) 
X2 = Wo (4.136b) 


and using Eq. (4.135), the state equations are written as 
x1 = x2 (4.137a) 
x2 = — lx, — 101.71x2 + 20.83v, (4.137b) 
where v, = 1, a unit step. Since x; = œo is the output, the output equation is 


y=x (4.138) 


Equations (4.137) and (4.138) can be programmed to obtain the step response 
using MATLAB or alternative methods described in Appendix H.1 at 
www.wiley.com/college/nise. 





e Students who areusing MATLAB shouldnowrunch4p4 inAppendixB. MATLAB 
This exercise uses MATLAB to plot the step respons 











CHALLENGE: You are now given a problem to test your knowledge of this chapter’s 
objectives. Refer to the antenna azimuth position control system shown on the 
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front endpapers, Configuration 2. Assume an open-loop system (feedback path 
disconnected) and do the following: 


a. Predict the open-loop angular velocity response of the power amplifier, motor, 
and load to a step voltage at the input to the power amplifier. 


b. Find the damping ratio and natural frequency of the open-loop system. 


c. Derive the open-loop angular velocity response of the power amplifier, motor, 
and load to a step-voltage input using transfer functions. 


d. Obtain the open-loop state and output equations. 


e. Use MATLAB to obtain a plot of the open-loop angular velocity 
response to a step-voltage input. 


Unmanned Free-Swimming Submersible Vehicle: 
Open-Loop Pitch Response 


An Unmanned Free-Swimming Submersible (UFSS) vehicle is shown in Figure 
4.33. The depth of the vehicle is controlled as follows. During forward motion, an 
elevator surface on the vehicle is deflected by a selected amount. This deflection 
causes the vehicle to rotate about the pitch axis. The pitch of the vehicle creates a 
vertical force that causes the vehicle to submerge or rise. The pitch control system 
for the vehicle is used here and in subsequent chapters as a case study to 
demonstrate the covered concepts. The block diagram for the pitch control system 
is shown in Figure 4.34 and on the back endpapers for future reference (Johnson, 
1980). In this case study, we investigate the time response of the vehicle dynamics 
that relate the pitch angle output to the elevator deflection input. 

PROBLEM: The transfer function relating pitch angle, 0(s), to elevator surface 
angle, 5,(s), for the UFSS vehicle is 


ls) _ —0.125(s + 0.435) tee, 





de(s) (s + 1.23) (s2? + 0.226s + 0.0169) 





or 


FIGURE 4.33 Unmanned Free-Swimming Submersible (UFSS) vehicle. 


Commanded 
Pitch elevator Elevator Elevator Vehicle 
command Pitch gain deflection actuator deflection dynamics Pitch 
B + ee IE: BOT ZONE —0.125(s+0.435) Os) 
i s+2 (s+1.23)(s24+0.2265+0.0169) 
Pitch rate 
sensor 
Ks | 
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FIGURE 4.34 Pitch control loop for the UFSS vehicle 


a. 


b. 


Using only the second-order poles shown in the transfer function, predict 
percent overshoot, rise time, peak time, and settling time. 


Using Laplace transforms, find the analytical expression for the response of the 
pitch angle to a step input in elevator surface deflection. 


. Evaluate the effect of the additional pole and zero on the validity of the second- 


order approximation. 


. Plot the step response of the vehicle dynamics and verify your conclusions found 


in (c). 


SOLUTION: 


a. 


Using the polynomial s? + 0.226s + 0.0169, we find that œ = 0.0169 and 
2fe@, = 0.226. Thus, œn = 0.13 rad/s and ¢ = 0.869. Hence, %OS = e~$7/V 1-e 
100 = 0.399%. From Figure4.16,@, T, = 2.75,or T, = 21.2 s. Tofindpeak time, we 


use Tp = m/wn y1 — ¢? = 48.9 s. Finally, settling time is Ts = 4/f@, = 35.4 s. 


. In order to display a positive final value in Part d. we find the response of the 


system to a negative unit step, compensating for the negative sign in the transfer 
function. Using partial-fraction expansion, the Laplace transform of the 
response, 6(s), is 
oe 0.125(s + 0.435) 
s(s + 1.23)(s? + 0.2265 + 0.0169) 








1 
= 2.6167 OS maa 


2.68(s + 0.113) + 3.478V0.00413 
(s + 0.113)? + 0.00413 (4.140) 





Taking the inverse Laplace transform, 
O(t) = 2.616 + 0.0645e— 173" 
— e™®-113t (2.68 cos 0.0643t + 3.478 sin 0.06432) 
= 2.616 + 0.0645e~ 1?" — 4.39e-0-113tcos(0.0643t + 52.38°) (4.141) 





. Looking at the relative amplitudes between the coefficient of the e71? term 


and the cosine term in Eq. (4.165), we see that there is pole-zero cancellation 
between the pole at —1.23 and the zero at —0.435. Further, the pole at —1.23 is 
more than five times farther from the jw axis than the second-order dominant 
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FIGURE 4.35 Negative step response of pitch control for UFSS vehicle 
poles at —0.113 + j0.0643. We conclude that the response will be close to that 
predicted. 
d. Plotting Eq. (4.141) or using a computer simulation, we obtain the step response 
shown in Figure 4.35. We indeed see a response close to that predicted. 
MATLAB Students who are using MATLAB should now run ch4p5 in Appendix B. 
qi» This exercise uses MATLAB tofind¢, Wp, Ts, Tp, andT,andplotastep 
response. Table lookup is used to find T}. The exercise applies th 
concepts to the problem above. 
CHALLENGE: You are now given a problem to test your 
knowledge of this chapter’s objectives. This problem uses 
the same principles that were applied to the Unmanned 
Free-Swimming Submersible vehicle: Ships at sea undergo 
motion about their roll axis, as shown in Figure 4.36. Fins 
called stabilizers are used to reduce this rolling motion. The 
stabilizers can be positioned by a closed-loop roll control 
Roll axis : . 
system that consists of components, such as fin actuators 
and sensors, as well as the ship’s roll dynamics. 
Assume the roll dynamics, which relates the roll-angle 
FIGURE 4.36 A ship at sea, showing roll axis output, 6(s), to a disturbance-torque input, Tp(s), is 


MATLAB 





o(s) 225 
Tos) (2 + 0.55 +225) (4.142) 





Do the following: 


a. Find the natural frequency, damping ratio, peak time, settling time, rise time, 
and percent overshoot. 


b. Find the analytical expression for the output response to a unit step input in 
voltage. 


c. Use MATLAB to solveaandbandto plot the response found inb. 


Summary 


@ summary P 


In this chapter, we took the system models developed in Chapters 2 and 3 and found 
the output response for a given input, usually a step. The step response yields a clear 
picture of the system’s transient response. We performed this analysis for two types 
of systems, first order and second order, which are representative of many physical 
systems. We then formalized our findings and arrived at numerical specifications 
describing the responses. 

For first-order systems having a single pole on the real axis, the specification of 
transient response that we derived was the time constant, which is the reciprocal of 
the real-axis pole location. This specification gives us an indication of the speed of 
the transient response. In particular, the time constant is the time for the step 
response to reach 63% of its final value. 

Second-order systems are more complex. Depending on the values of system 
components, a second-order system can exhibit four kinds of behavior: 


1. Overdamped 

2. Underdamped 

3. Undamped 

4. Critically damped 


We found that the poles of the input generate the forced response, whereas 
the system poles generate the transient response. If the system poles are real, the 
system exhibits overdamped behApayee PD Ete nhan cectime 
constants equal to the reciprocals of the pole locations. Purely imaginary poles 
yield undamped sinusoidal oscillations whose radian frequency is equal to the 
magnitude of the imaginary pole. Systems with complex poles display under- 
damped responses. The real part of the complex pole dictates the exponential 
decay envelope, and the imaginary part dictates the sinusoidal radian frequency. 
The exponential decay envelope has a time constant equal to the reciprocal of the 
real part of the pole, and the sinusoid has a radian frequency equal to the 
imaginary part of the pole. 

For all second-order cases, we developed specifications called the damping 
ratio, ¢, and natural frequency, œn. The damping ratio gives us an idea about the 
nature of the transient response and how much overshoot and oscillation it under- 
goes, regardless of time scaling. The natural frequency gives an indication of the 
speed of the response. 

We found that the value of ¢ determines the form of the second-order natural 
response: 


e If ¢=0, the response is undamped. 

e If ¢< 1, the response is underdamped. 

e If ¢=1, the response is critically damped. 
e If¢> 1, the response is overdamped. 


The natural frequency is the frequency of oscillation if all damping is removed. 
It acts as a scaling factor for the response, as can be seen from Eq. (4.28), in which the 
independent variable can be considered to be wnt. 
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For the underdamped case we defined several transient response specifica- 
tions, including these: 


e Percent overshoot, %OS 
e Peak time, T, 

e Settling time, 7, 

e Rise time, T, 


The peak time is inversely proportional to the imaginary part of the complex pole. 
Thus, horizontal lines on the s-plane are lines of constant peak time. Percent 
overshoot is a function of only the damping ratio. Consequently, radial lines are 
lines of constant percent overshoot. Finally, settling time is inversely proportional to 
the real part of the complex pole. Hence, vertical lines on the s-plane are lines of 
constant settling time. 

We found that peak time, percent overshoot, and settling time are related to 
pole location. Thus, we can design transient responses by relating a desired response 
to a pole location and then relating that pole location to a transfer function and the 
system’s components. 

The effects of nonlinearities, such as saturation, dead zone, and backlash were 
explored using MATLAB’s Simulink. 

In this chapter, we also evaluated the time response using the state-space 
approach. The response found in this way was separated into the zero-input response, 
and the zero-state response, whereas the frequency response method yielded a total 
response divided into natural response and forced response components. 

In the next chapter we will use the transient response specifications developed 
heregtg_analyze 40) N othe Car of the interconnection of multiple 
CAPA JO, OW ‘Baha Stems to a single transfer function in 


order to apply the concepts pasa in ne 4. 


@ Review questions P 


1. Name the performance specification for first-order systems. 
2. What does the performance specification for a first-order system tell us? 


3. In a system with an input and an output, what poles generate the steady-state 
response? 


4. In a system with an input and an output, what poles generate the transient 
response? 


5. The imaginary part of a pole generates what part of a response? 
6. The real part of a pole generates what part of a response? 


7. What is the difference between the natural frequency and the damped frequency 
of oscillation? 


8. If a pole is moved with a constant imaginary part, what will the responses have in 
common? 


9. If a pole is moved with a constant real part, what will the responses have in 
common? 


10. If a pole is moved along a radial line extending from the origin, what will the 
responses have in common? 


Problems 215 


11. List five specifications for a second-order underdamped system. 
12. For Question 11 how many specifications completely determine the response? 


13. What pole locations characterize (1) the underdamped system, (2) the over- 
damped system, and (3) the critically damped system? 


14. Name two conditions under which the response generated by a pole can be 


neglected. 
15. How can you justify pole-zero cancellation? 
16. Does the solution of the state equation yield the output response of the system? State Space 
Explain. ( ss ] 
17. What is the relationship between (sI — A), which appeared during the Laplace State Space 


transformation solution of the state equations, and the state-transition matrix, 


which appeared during the classical solution of the state equation? 


18. Name a major advantage of using time-domain techniques for the solution of the o 


response. 


19. Name a major advantage of using frequency-domain techniques for the solution 
of the response. State Space 


20. What three pieces of information must be given in order to solve for the output 


response of a system using state-space techniques? 
, State Space 
21. How can the poles of a system be found from the state equations? 


C oie: D 





1. Derive the output responses for all parts of initial conditions. Also find the time constant, rise 
Figure 4.7. [Section: 4.4] time, and settling time for the capacitor voltage. 
2. Find the output response, c(t), for each WileyPLUS [Sections: 4.2, 4.3] 
of the systems shown in Figure P4.1. 
Also find the time constant, rise time, Control Solutions 
and settling time for each case. [Sections: 4.2, 4.3] vv 
1.8 Q 
O 
1 zg t=0 
s 5 C(s) £ 
s+5 + 0.79 F =~ 
SV 
(a) = 
1 











“l 





Cs) FIGURE P4.2 
s+20 MATLAB 


5. Plot the step response for 
() Problem 4 using MATLAB. From a 
FIGURE P4.1 Nene your plots, find the time con- 
3. Plot the step responses for stant, rise time, and settling 
Problem 2 using MATLAB. a» time. 


4. Find the capacitor voltage in the network shown in 6. For the system shown in Figure P4.3, (a) find an 
Figure P4.2 if the switch closes at t = 0. Assume zero equation that relates settling time of the velocity of 
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Chapter 4 


the mass to M; (b) find an equation that relates rise 
time of the velocity ofthe mass to M. [Sections:4.2,4.3] 












































te x(t) 
: 6 N-s/m 
fO 
> M i 
FIGURE P4.3 
Plot the step response for MATLAB 
Problem 6 using MATLAB. From 
your plots, find the time con- 
stant, rise time, and settling 





time. Use M=1 andaM=2. 


. For each of the transfer functions shown below, find 


the locations of the poles and zeros, plot them on the 
s-plane, and then write an expression for the general 
form of the step response without solving for the 
inverse Laplace transform. State the nature of each 
response (overdamped, underdamped, and so on). 
[Sections: 4.3, 4.4] 








Time Response 








2 
a. T(s) = s+2 
5 
b. T(s) = G+3)6+6 
e T(s) = _10s+7) Apago PDF 
E (s + 10)(s + 20) 
20 
d TO = ayes pIa 
s+2 
T = 
e. T(s) a6 
eT ==. 
(s +10)? 
. Use MATLAB to find the poles of 
[Section: 4.2] MATLAB 
T(s) = s? +2s+2 CD 
z st + 6833? + 4s? +7s+2 


10. 





Find the transfer function and poles of the system 


represented in state space here: [Section: 4.10] 


8 -4 1 —4 
-3 2 Ofjx+|-—3l|u(t) 
5 7 -9 4 
0 
|2 8 -s |x x(0)= |0 
0 


11. 


12. 


eit id MATLAB 
Repeat Problem using CID 
MATLAB. [Section: 4.10]. 
WileyPLUS 


Write the general form of the capacitor 
voltage for the electrical network shown 
in Figure P4.4. [Section: 4.4]. 


Ri = 10kQ 


WV 


Control Solutions 














vd =u) (E) R =10kQ ÍS L=200H =< C=10 uF 
FIGURE P4.4 
Use MATLAB to plot the capaci- MATLAB 


13. 





tor voltage in Problem12. 
[Section: 4.4]. 





























14. Solve for x(t) in the system shown in Figure P4.5 if 

f(® is a unit step. [Section: 4.4]. 

M=1kg —~— x(t) 

K,=5N/ Ks 

<= m 

feinsim Er 0000 M ro 

ft)=u(t)N iN 
Enhance rricurs p45 


15. 


16. 


17. 


. A system has a damping ratio of 0.5, a 


The system shown in Figure P4.6 has a unit step 
input. Find the output response as a function of 
time. Assume the system is underdamped. Notice 
that the result will be Eq. (4.28). [Section: 4.6]. 


R(s) o? C(s) 
ae 
s2+2 Cw „s+ w2 


FIGURE P4.6 


Derive the relationship for damping ratio as a func- 
tion of percent overshoot, Eq. (4.39). [Section: 4.6]. 





Calculate the exact response of each system of 
Problem 8 using Laplace transform techniques, 
and compare the results to those obtained in that 
problem. [Sections: 4.3, 4.4]. 


. Find the damping ratio and natural frequency for 


each second-order system of Problem 8 and show 
that the value of the damping ratio conforms to the 
type of response (underdamped, overdamped, and 
so on) predicted in that problem. [Section: 4.5]. 

WileyPLUS 


Control Solutions 


natural frequency of 100 rad/s, and a 
dc gain of 1. Find the response of 
the system to a unit step input. [Section: 4.6]. 
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20. For each of the second-order systems that follow, 27. Derive the unit step response for each transfer 


21. 


22. 


23. 


24. 


25. 


26. 


T(t) 01) 


find ¢, œn, Ts, Tp, T;, and %OS. [Section: 4.6]. 





16 
eT s2 + 35+ 16 
0.04 
Me DS) = aoa 0k 
e T(s) 1.05 x 10’ 
i ~ s2 +1.6 x 10°s + 1.05 x 10’ 





Repeat Problem 20 using MATLAB. MATLAB 


Have the computer program esti- 

















mate the given specifications andplot the 
step responses. Estimate the rise tim 
fromthe plots.[Section: 4.6]. 

Use MATLAB’s LTI Viewer and ob- Gui Tool 
tain settling time, peak time, 
risetime, andpercent overshoot 





for each of the systems in Problem 20. 
[Section: 4.6]. 

For each pair of second-order system specifications 
that follow, find the location of the second-order 
pair of poles. [Section: 4.6]. 

a. %OS = 12%; T, = 0.6 second 

b. %OS = 10%; T 


Find = transfer Hion ofasecond-order 
system that yields a 12.3% overshoot and a 
settling time of 1 second. [Section: 4.6] 


WileyPLUS 


Control Solutions 
For the system shown in Figure P4.7, do the follow- 
ing: [Section: 4.6] 

a. Find the transfer function G(s) = X(s)/F(s). 

b. Find ¢, œn, %OS, Ts, Tp, and T,. 





























28 N/m > x(t) 
— 5kg £0 
5 N-s/m 
FIGURE P4.7 


For the system shown in Figure P4.8, a step torque is 
applied at 61 (t). Find 


a. The transfer function, G(s) = 02(s)/T(s). 


b. The percent overshoot, settling time, and peak 


time for 62(t). [Section: 4.6] 
O(t) 


Jor HE 


1.53 N-m-s/rad 





moO 


1.92 N-m/rad 








FIGURE P4.8 


28. 


29. 


function in Example 4.8. [Section: 4.7]. 


Find the percent overshoot, settling time, rise time, 
and peak time for 





14.145 
T(s) = Section: 4.7 
(5) = poes 2.829)(6 45) Section: 4.7] 
For each of the unit step responses shown _wileyptus 


in Figure P4.9, find the transfer function 
of the system. [Sections: 4.3, 4.6]. 


Control Solutions 





Response 
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Time (seconds) 
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FIGURE P4.9 
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30. 


31. 


32. 


33. 


Chapter 4 Time Response 
For the following response functions, determine if 
pole-zero cancellation can be approximated. If it 
can, find percent overshoot, settling time, rise time, 
and peak time. [Section: 4.8]. 


























a C=) 
b. Cs) = 3 = S 20) 
e C = Ts 

d. Cl) = 55 ee +20) 








Using MATLAB, plot the time re- 
sponse of Problem 30a and from 
the plot determine percent overshoot, 
settling time, rise time, and peak time. 
[Section: 4.8] 

Find peak time, settling time, and percent overshoot 
for only those responses below that can be approxi- 
mated as second-order responses. [Section: 4.8]. 


a. c(t) = 0.003500 — 0.001524e-* 
—0.001976e~3'cos(22.162) 


MATLAB 








—0.0005427e sin 2 Apago PDF PEARCE 


b. c(t) = 0.05100 — 0.007353- 
—0.007647e~*cos(8t) 
—0.01309e-"'sin(8t) 

c c(t) = 0.009804 — 0.0001857e-51 
~0.009990e~2'cos (9.7961) 
~0.001942e~2'sin( 9.7961) 


d. c(t) = 0.007000 — 0.001667e~1" 
—0.008667e~2'cos(9.9512) 
—0.0008040e~'sin(9.9511) 


For each of the following transfer functions with 
zeros, find the component parts of the unit step 
response: (1) the derivative of the response without 
a zero and (2) the response without a zero, scaled to 
the negative of the zero value. Also, find and plot 
the total response. Describe any nonminimum- 
phase behavior. [Section: 4.8]. 








s+2 
= aeg 3s +36 

s—2 
p =e 3s + 36 








34. 


35. 


36. 


37. 


38. 





Use MATLAB’s Simulink to obtain Simulink 
the step response of a system, 
1 
G(s) = > 
(a) s? +3s+10 

under the following conditions: 
[Section: 4.9] 
a. The system is linear and driven by an 


amplifier whose gain is 10. 


. An amplifier whose gain is 10 drives the 
system. The amplifier saturates at 
+0.25 volts. Describe the effect of 


the saturation on the system's output. 





An amplifier whose gain is 10 drives the 
system. The amplifier saturates at 
+0.25 volts. The system drives a 1:1 
gear train that has backlash. The dead- 
band width of the backlash is 0.02 rad. 
Describe th ffect of saturation and 


backlash on the systems output. 














A system is represented by the state and 
output equations that follow. Without 
solving the state equation, find the poles 
of the system. [Section: 4.10] 

-1], 
—5 


y=[3 2)x 
A system is represented by the state 
and output equations that follow. With- 


out solving the state equation, find 
[Section: 4.10] 


a. the characteristic equation; 


State Space 


3 


WileyPLUS 


State Space 


b. the poles of the system 











02 3 0 
x=|0 6 5ļx+]1ļu(® 
142 1 

y=(1 2 Ox 


Given the following state-space re- Stale space 


presentation of a system, find Y(s): 


[Section: 4.10] 
x= l x+ : sin 3t 
~ | -3 1 


y=[1 2x x0) = [i] 


Given the following system represented 
in state space, solve for Y(s) using the 


2 
—1 


State Space 


Control Solutions 


39. 


40. 


41. 


42. 


43. 


Laplace transform method for solution of the state 
equation: [Section: 4.10] 











0 1 0 0 
t= (29 -4 Tet (Ole" 
0 0 -6 1 
0 
y=[0 0 1)x; x(0)= 10 
0 
Solve the following state equation and State Space 
output equation for y(t), where u(t) is 
the unit step. Use the Laplace trans- 
form method. [Section: 4.10] 
—2 0 1 () 
-1 -1 1 
3 
y=[0 1]x; x(0) = 
0 
Solve for y(t) for the following system State Space 


represented in state space, where u(t) is 
the unit step. Use the Laplace transform approach 


. Using classical (not Laplace) methods 
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system represented here: [Section: 4.11] State Space 
0 1 [1 2 

x= x y = xX; 
-1 -5 
1 
x(0) = 
0 
State Space 


only, solve for the state-transition 

matrix, the state vector, and the output 

of the system represented here, where u(t) is the unit 
step: [Section: 4.11]. 











to solve the state equation. [SApa ga PDF Enhancer 


—3 1 0 0 
x=| 0 -6 1ļx+]|1ļu(t) 
0 0 -5 1 

0 
y = [0 1 1]x;x(0)= |0 
0 


Use MATLAB to plot the step re- MATLAB 
sponse of Problem 40.[Section: 


4.10] 


Repeat Problem 40 using MATLAB’s 
Symbolic Math Toolbox and Eq. 


symbolic Math 








(4.96). In addition, run your program 
with an initial condition, 
1 
x(0) = | 1]. [Section : 4.10] 
0 


Using classical (not Laplace) methods WileyPLUS 


only, solve for the state-transition matrix, 


the state vector, and the output of the Control Solutions 


46. 


47. 


0 1 0 
x= x+ u(t) 
-1 0 1 
0 
y=[3 4)x; x(0) = | | 
0 
45. Solve for y(t) for the following system State Space 
represented in state space, where u(t) is 
the unit step. Use the classical approach 
to_solve the state equation. [Section: 4.11] 
—2 1 0 1 
x=] 0 0 1 |x+]0}u(t) 
0 -6 -1 0 
0 
y = [1 0 O]x; x(0) = | 0 
0 


symbolic Math 


Repeat Problem 45 using MAT- 














LAB’/s Symbolic Math Toolbox 
and Eq. (4.109). In addition, run your 
program with an initial condition, 
1 
x(0) =] 1]. [Section: 4.11] 
0 


Using methods described in Appendix 
H.1 located at www.wiley.com/college/ 
nise simulate the following system and 
plot the step response. Verify the expected values of 
percent overshoot, peak time, and settling time. 


State Space 


1 


Tose 
Orr ES] 
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48. Using methods described in Appendix 
H.1 located at www.wiley.com/college/ 
nise, simulate the following system and 
plot the output, y(t), for a step input: 


State Space 






0 1 0 0 
x=|-10 -7 1/x+]|0/u(s) 
0 0 -2 1 
—1 
y(t) = [1 1 0]}x; x(0)= | 0 
0 


49. A human responds to a visual cue with a physical 
response, as shown in Figure P4.10. The transfer 
function that relates the output physical response, 
P(s), to the input visual command, V(s), is 





Ges P(s) — (s+0.5) FIGURE P4.11 Vacuum robot lifts two bags of salt. 
© V(s) (s+2)(s+5) 





(Stefani, 1973). Do the following: plant of 


a. Evaluate the output response for a unit step Wo(s) K 


input using the Laplace transform. Ge(s) = Vi(s) z (s + 10)(s? + 4s + 10) 





model for the open-loop swivel controller and 


b. Represent the transfer fungtign ax 
state space. Apago Enhans Q the Laplace transform of the robot’s 





c. Use MATLAB to simulate the MATLAB $ 
system and obtain a plot of CID plied to the controller. 
the step response. a. Evaluate percent overshoot, settling time, peak 





50. Industrial robots are used for myriad applications. 
Figure P4.11 shows a robot used to move 55-pound 


bags of salt pellets; a vacuum head lifts the bags Tasti all second-prder assumptions, 


output swivel velocity and V;(s) is the voltage ap- 


time, and rise time of the response of the open- 
loop swivel velocity to a step-voltage input. 


before positioning. The robot can move as many as b. Represent the open-loop system in state space 


12 bags per minute (Schneider, 1992). Assume a state space. 





Step 1: Light source on Step 2: Recognize light source Step 3: Respond to light source 


FIGURE P4.10 Steps in determining the transfer function relating output physical response to the input visual command 


51. 


52. 


c. Use MATLAB or any other com- „MATLAB 


puter program to simulate the 
system and compare your results toa. 


Anesthesia induces muscle relaxation (paralysis) 
and unconsciousness in the patient. Muscle relaxa- 
tion can be monitored using electromyogram signals 
from nerves in the hand; unconsciousness can be 
monitored using the cardiovascular system’s mean 
arterial pressure. The anesthetic drug is a mixture of 
isoflurane and atracurium. An approximate model 
relating muscle relaxation to the percent isoflurane 
in the mixture is 


P(s) 763s 10°? 
U(s) s2 + 1.15s + 0.28 





where P(s) is muscle relaxation measured as a 
fraction of total paralysis (normalized to unity) 
and U(s) is the percent mixture of isoflurane (Link- 
ens, 1992). [Section: 4.6] 


a. Find the damping ratio and the natural frequency 
of the paralysis transient response. 


b. Find the maximum possible percent paralysis if a 
2% mixture of isoflurane is used. 


c. Plot the step response of Apage PDF 


ture of isoflurane is used. 


d. What percent isoflurane would have to be used 
for 100% paralysis? 


To treat acute asthma, the drug theophylline is 
infused intravenously. The rate of change of the 
drug concentration in the blood is equal to the 
difference between the infused concentration and 
the eliminated concentration. The infused concen- 
tration is i(t)/Vy, where i(t) is the rate of flow of the 
drug by weight and V, is the apparent volume and 
depends on the patient. The eliminated concentra- 
tion is given by kyoc(t), where c(f) is the current 
concentration of the drug in the blood and kjo is the 
elimination rate constant. The theophylline concen- 
tration in the blood is critical—if it is too low, the 
drug is ineffective; if too high, the drug is toxic 

(Jannett, 1992). You will help the doctor with 

your calculations. 

a. Derive an equation relating the desired blood 
concentration, Cp, to the required infusion rate 
by weight of the drug, Jr. 

b. Derive an equation that will tell how long the 
drug must be administered to reach the desired 


53. 


54. 
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blood concentration. Use both rise time and 
settling time. 


c. Find the infusion rate of theophylline if Vp = 
600 ml, ki9 = 0.07 h-!, and the required blood 
level of the drug is 12 mcg/ml (“mcg” means micro- 
grams). See (Jannett, 1992); for a description of 
parameter values. 


d. Find the rise and settling times for the constants 
in c. 


Upper motor neuron disorder patients can benefit 
and regain useful function through the use of func- 
tional neuroprostheses. The design requires a good 
understanding of muscle dynamics. In an experi- 
ment to determine muscle responses, the identified 
transfer function was (Zhou, 1995) 


2.5e~0-0085(1 + 0.172s)(1 + 0.0085) 





Find the unit step response of this transfer function. 


When electrodes are attached to the mastoid bones 
(right behind the ears) and current pulses are ap- 
plied, a person will sway forward and backward. It 
has been found that the transfer function from the 


Efnhħhatrieesrsvbjects angle (in degrees) with 


55. 


respect to the vertical is given by (Nashner, 1974) 


5.8(0.3s + 1)e*!s 
© (s +:1)(s2/1.2? + 0.68/1.2 + 1) 





a. Determine whether a dominant pole approxima- 
tion can be applied to this transfer function. 


b. Find the body sway caused by a 250 uA pulse of 
150 msec duration. 


A MOEMS (optical MEMS) is a MEMS (Micro 
Electromechanical Systems) with an optical fiber 
channel that takes light generated from a laser 
diode. It also has a photodetector that measures 
light intensity variations and outputs voltage varia- 
tions proportional to small mechanical device de- 
flections. Additionally, a voltage input is capable of 
deflecting the device. The apparatus can be used as 
an optical switch or as a variable optical attenuator, 
and it does not exceed 2000 um in any dimension. 
Figure P4.12 shows input-output signal pairs used to 
identify the parameters of the system. Assume a 
second-order transfer function and find the system’s 
transfer function (Borovic, 2005). 


x[nm]: V[V] 


56. 
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Open-Loop Responses 
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FIGURE P4.12 


The response of the deflection of a fluid-filled cathe- 
ter to changes in pressure can be modeled using a 
second-order model. Knowledge of the parameters 
of the model is important because in cardiovascular 
applications the undamped natural frequency should 
be close to five times the heart rate. However, due to 
sterility and other considerations, measurement of 
the parameters is difficult. A method to obtain trans- 
fer functions using measurements of the amplitudes 
of two consecutive peaks of the response and their 
timing has been developed (Glantz, 1979). Assume 


57. Several factors affect the workings of the kidneys. 


Step response 


For example, Figure P4.14 shows how a step change 
in arterial flow pressure affects renal blood flow in 
rats. In the “hot tail” part of the experiment, pe- 
ripheral thermal receptor stimulation is achieved by 
inserting the rat’s tail in heated water. Variations 
between different test subjects are indicated by the 
vertical lines. It has been argued that the “control” 
and “hot tail” responses are identical except for 
their steady-state values (DiBona, 2005). 
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ments. Using the information shown a 
second-order model excited by a unit step input, find 
the corresponding transfer function. 
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59. 


a. Using Figure P4.14, obtain the normalized 
(Cina) = 1) transfer functions for both responses. 

b. Use MATLAB to prove or dis- 
prove the assertion about 
the “control” and ‘‘hot 
tail” responses. 


MATLAB 





ET €t 


The transfer function of a nano-positioning device 
capable of translating biological samples within a 
few um uses a piezoelectric actuator and a linear 
variable differential transformer (LDVT) as a 
displacement sensor. The transfer function from 
input to displacement has been found to be 
(Salapaka, 2002) 


9.7 x 10*(s? — 14400s + 106.6 x 10°) 
(s2 + 3800s + 23.86 x 10°)(s? + 240s + 2324.8 x 10°) 





G(s) = 


Use a dominant-pole argument to find an 
equivalent transfer function with the — matias 
same numerator but only three poles. QD 
Use MATLAB to find the actual 

size and approximate system unit step 
responses, plotting them on the same 
graph. Explain the differences between both 
responses given that both pairs of poles are so far 
apart. Apago 
At some point in their lives most people will suffer 
from at least one onset of low back pain. This 
disorder can trigger excruciating pain and tempo- 
rary disability, but its causes are hard to diagnose. 
It is well known that low back pain alters motor 
trunk patterns; thus it is of interest to study the 
causes for these alterations and their extent. Due 
to the different possible causes of this type of pain, 
a “control’’ group of people is hard to obtain for 
laboratory studies. However, pain can be stimu- 
lated in healthy people and muscle movement 
ranges can be compared. Controlled back pain 
can be induced by injecting saline solution directly 
into related muscles or ligaments. The transfer 
function from infusion rate to pain response was 
obtained experimentally by injecting a 5% saline 
solution at six different infusion rates over a period 
of 12 minutes. Subjects verbally rated their pain 
every 15 seconds on a scale from 0 to 10, with 0 
indicating no pain and 10 unbearable pain. Several 
trials were averaged and the data was fitted to the 
following transfer function: 


9.72 x 10-8(s + 0.0001) 
(s + 0.009)*(s? + 0.0185 + 0.0001) 





G(s) = 


DF 
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62. 


Problems 223 
Infusion Pump Human Response 
Constant Constant 


FIGURE P4.15 


For experimentation it is desired to build an auto- 
matic dispensing system to make the pain level 
constant as shown in Figure P4.15. It follows that 
ideally the injection system transfer function has 
to be 


to obtain an overall transfer function M(s)G(s) ~ 1. 
However, for implementation purposes M(s) must 
have at least one more pole than zeros (Zedka, 
1999). Find a suitable transfer function, M(s) by 
inverting G(s) and adding poles that are far from 
the imaginary axis. 


An artificial heart works in closed loop by varying 
its pumping rate according to changes in signals 
from the recipient’s nervous system. For feedback 
compensation design it is important to know the 
heart’s open-loop transfer function. To identify this 
TLO@®, an artificial heart is implanted in a 
calf while the main parts of the original heart are left 
in place. Then the atrial pumping rate in the original 
heart is measured while step input changes are 
effected on the artificial heart. It has been found 
that, in general, the obtained response closely 
resembles that of a second-order system. In one 
such experiment it was found that the step response 
has a %OS=30% and a time of first peak T, = 
127 sec (Nakamura, 2002). Find the corresponding 
transfer function. 


An observed transfer function from voltage poten- 
tial to force in skeletal muscles is given by (Jonescu, 
2005) 


450 
Ts) = GT 5y6 420) 
Obtain the system’s impulse response. 
b. Integrate the impulse response to find the step 
response. 
c. Verify the result in Part b by obtaining the step 
response using Laplace transform techniques. 


In typical conventional aircraft, longitudinal flight 
model linearization results in transfer functions with 
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63. 


Chapter 4 Time Response 
two pairs of complex conjugate poles. Consequently, 
the natural response for these airplanes has two 
modes in their natural response. The “short period” 
mode is relatively well-damped and has a high- 
frequency oscillation. The ‘“‘plugoid mode” is lightly 
damped and its oscillation frequency is relatively 
low. For example, in a specific aircraft the transfer 
function from wing elevator deflection to nose angle 
(angle of attack) is (McRuer, 1973) 





26.12(s + 0.0098) (s + 1.371) 
(s2 + 8.99 x 10735 + 3.97 x 1073)(s? + 4.21s + 18.23) 





a. Find which of the poles correspond to the short 
period mode and which to the phugoid mode. 


b. Peform a “phugoid approximation’’ (dominant- 
pole approximation), retaining the two poles and 
the zero closest to the; w-axis. 


c. Use MATLAB to compare the step 
responses of the original 
transfer function and the 
approximation. 


MATLAB 


64. Although the use of fractional 


given above and the approximation 
found in b. Explain the differences 
between the two plots. 





MATLAB 
calculus in control systems is ( ML ] 
notnew, inthe last decade there 
is increased interest in its use for sev- 
eral reasons. The most relevant are that 
fractional calculus differential equa- 
tions may model certain systems with 
higher accuracy than integer diffe- 
rential equations, and that fractional 
calculus compensators might exhibit ad- 
vantageous properties forcontrol system 
design. An example ofa transfer function 
obtainedthrough fractional calculus is: 


G(s) ; 


— s25 + 4517 +3s?5 +5 
This function can be approximated with 
an integer rational transfer function 
(integer powers of s) using Oustaloup’s 
method (Xue, 2005). We ask you now to doa 
little research and consult the afore- 
mentioned reference to find and run an 




















A crosslapper is a mchiApago „RDF Enhhanc@erill calculate the integer 


takes as an input a light fiber ( ML } 
fabric and produces a heavier 

fabric by laying the original fabric in 
layers rotated by 90 degrees. A feedback 
system is required in order to maintain 
consistent product width and thickness 
by controlling its carriage velocity. 
The transfer function from servomotor 
torque, Tm(s), to carriage velocity, 
Y(s), was developed for such a machine 
(Kuo, 2008). Assume that the transfer 
functionis: 











33s4 + 202s? +10061s* + 2433254170704 








85° + 46455 + 241154 + 5289953 + 167829s? + 913599s+ 1076555 





a. Use MATLAB to find the partial fraction 
residues and poles of G(s). 

b. Find an approximation to G(s) by ne- 
glecting the second-order terms found 
ina. 

c. Use MATLAB to plot on one graph the step 
response of the transfer function 


rational transfer function approxima- 
tion to G(s) andplot its step response. 


Mathematical modeling and control of pH pro- 
cesses are quite challenging since the processes are 
highly nonlinear, due to the logarithmic relation- 
ship between the concentration of hydrogen ions 
[H+] and pH level. The transfer function from 





i i OA 
input pH to output pH is G,(s)= Xo 
14.49e7*s ; . 
1478260 2104") is a model for the anaerobic 


process in a wastewater treatment system in which 
methane bacteria need the pH to be maintained in its 
optimal range from 6.8 to 7.2 (Jiayu, 2009). Similarly, 
(Elarafi, 2008) used empirical techniques to model a 
pH neutralization plant as a second-order system 
with a pure delay, yielding the following transfer 
function relating output pH to input pH: 





G,(s) = Yp) 1.716 x 105e- 
pw’ Xp(S) s2 + 6.989 x 10-35 + 1.185 x 10° 
a. Find analytical expressions for the unit- 


step responses y,(t) and y,(t) for the two 


66. 


67. 


processes, G,(s) and G,(s). 
(Hint: Use the time shift theorem in Table 2.2). 


b. Use Simulink to plot y(t) and simulink 
Yp(t) ona single graph. D 


Using wind tunnel tests, insect flight dynamics can 
be studied in a very similar fashion to that of man- 
made aircraft. Linearized longitudinal flight equa- 
tions for a bumblebee have been found in the 
unforced case to be 


-8.792 x 10° 0.56 x 10°  —1.0x 107° —13.79 x 10°] [u 
—0.347 x 107° —11.7 x 107° —0.347 x 107° 0 w 

7 0.261 —20.8 x 107° —96.6 x 107° 0 q 
0 0 1 0 8 


where u= forward velocity, w = vertical velocity, 
q= angular pitch rate at center of mass, and 0 = 
pitch angle between the flight direction and the 
horizontal (Sun, 2005). 


a. Use MATLAB to obtain the sys- 
tems eigenvalues. 


MATLAB 


b. Write the general form of the state-transition 
matrix. How many constants would have to be 
found? 





A dc-dc converter is a device that takes as 


68. An IPMC (ionic polymer-metal com- 


Problems 


225 


b. Using the A, B, and C matrices of Part a, obtain 
Uc(s) 


the converter’s transfer function r 
E;(s) 





State Space 


posite) is a Nafion sheet plated with 

gold on both sides. An IPMC bends when an electric 
field is applied across its thickness. IPMCs have 
been used as robotic actuators in several applica- 
tions and as active catheters in biomedical app- 
lications. With the aim of improving actuator 
settling times, a state-space model has been devel- 
oped for a 20mm x 10mm x 0.2 mm polymer sam- 
ple (Mallavarapu, 2001): 


K pi ed K hal 
s +] Ju 
xp 1 0 x2 0 

y = [12.54 226i| 


X2 


where u is the applied input voltage and y is the 
deflection at one of the material’s tips when the 
sample is tested in a cantilever arrangement. 


a. Find the state-transition matrix for the system. 


st 
an input an unregulated dc vIAP ag ce) Pe Enhangenoo) in the text, it follows that if a 


provides a regulated dc voltage as its 

output. The output voltage may be lower (buck con- 
verter), higher (boost converter), or the same as the 
input voltage. Switching dc-dc converters have a semi- 
conductor active switch (BJT or FET) that is closed 
periodically with a duty cycle d in a pulse width 
modulated (PWM) manner. For a boost converter, 
averaging techniques can be used to arrive at the 
following state equations (Van Dijk, 1995): 








diL 
L Pr (1 d)uc H Es 
duc . UC 
C dt (1 dji, R 


where L and C are respectively the values of internal 
inductance and capacitance; iz is the current through 
the internal inductor; R is the resistive load connected 
to the converter; E, is the dc input voltage; and the 
capacitor voltage, uc, is the converter’s output. 


a. Write the converter’s equations in the form 
x = Ax+ Bu 
y = Cx 


assuming d is a constant. 


system has zero initial conditions the system 
output for any input can be directly calculated 
from the state-space representation and the 
state-transition matrix using 


y(t) = Cx(t) = [ex — t) Bu(t)dt 


Use this equation to find the zero initial condition 
unit step response of the IPMC material sample. 

c. Use MATLAB to verify that your 
step response calculation in 
Part bis correct. 


MATLAB 


DESIGN PROBLEMS 
69. Find an equation that relates 2% settling 


WileyPLUS 
time to the value of f, for the transla- 
tional mechanical system shown in 
Figure P4.16. Neglect the mass of all components. 
[Section: 4.6] 


Control Solutions 
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FIGURE P4.16 
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70. 


71. 


72. 


73. 


74. 


Chapter 4 Time Response 
Consider the translational mechanical system shown 
in Figure P4.17. A 1-pound force, f(t), is applied at 

t = 0. If f, = 1, find K and M such that the response 
is characterized by a 4-second settling time and a 
1-second peak time. Also, what is the resulting 
percent overshoot? [Section: 4.6] 


f 

ET 

L/ 00004 
K 
FIGURE P4.17 

Given the translational mechanical system of 

Figure P4.17, where K = 1 and f(t) is a unit step, 

find the values of M and f, to yield a response with 


17% overshoot and a settling time of 10 seconds. 
[Section: 4.6] 


Find J and K in the rotational system shown in 
Figure P4.18 to yield a 30% overshoot and a sett- 
ling time of 3 seconds for a step input in torque. 
[Section: 4.6] 
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FIGURE P4.18 


Given the system shown in Figure P4.19, find the 
damping, D, to yield a 30% overshoot in output 
angular displacement for a step input in torque. 
[Section: 4.6] 


T(t) (0) 
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FIGURE P4.19 
For the system shown in Figure P4.20, WileyPLUS 
find N,/N> so that the settling time 
for a step torque input is 16 seconds. 
[Section: 4.6] 


Control Solutions 


15. 
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FIGURE P4.20 


Find M and K, shown in the system of Figure P4.21, 
to yield x(t) with 10% overshoot and 15 seconds 
settling time for a step input in motor torque, T(t). 
[Section: 4.6] 


TD) 
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Ny =20 000° 
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77. 


78. 


For the motor: 





“Th 





Ja = 1 kg-m? 
D,= 1 N-m-s/rad x(t) 
Rz=1Q 


th =|: N-s/m 


FIGURE P4.21 




















If v;(t) is a step voltage in the network shown in 
Figure P4.22, find the value of the resistor such that a 
20% overshoot in voltage will be seen across the 
capacitor if C = 10-° F and L = 1H. [Section: 4.6] 





R L 
NVA — 0000 
v,(t) © 


FIGURE P4.22 


If v;(t) is a step voltage in the network 
shown in Figure P4.22, find the values 
of R and C to yield a 20% overshoot 
and a 1 ms settling time for ve(t) if 
L=1H. [Section: 4.6] 

Given the circuit of Figure P4.22, where C = 10uF, 
find R and L to yield 15% overshoot with a settling 
time of 7 ms for the capacitor voltage. The input, 
v(t), is a unit step. [Section: 4.6] 











WileyPLUS 


Control Solutions 


79. 


80. 


For the circuit shown in Figure P4.23, find the 
values of Ry and C to yield 8% overshoot with 
a settling time of 1 ms for the voltage across 
the capacitor, with v;(t) as a step input. [Section: 4.6] 


1H R, 


v(t) C) 1MQ 











FIGURE P4.23 


Hydraulic pumps are used as inputs to State Space 
hydraulic circuits to supply pressure, just 

as voltage sources supply potential to electric circuits. 
Applications for hydraulic circuits can be found in 
the robotics and aircraft industries, where hydraulic 
actuators are used to move component parts. Figure 
P4.24 shows the internal parts of the pump. A barrel 
containing equally spaced pistons rotates about the 
i-axis. A swashplate, set at an angle, causes the 
slippers at the ends of the pistons to move the pistons 


Problems 227 
hydraulic pump is 


0.499 x 10"! —3.68 


| —3.45 + ai | 
0; 


, he —14000K,) —0.255 x ] 
X = X 


—0.499 x 10" 


Q 
where x = | | 
Pa 


and P4 is the pump discharge pressure (Manr- 
ing, 1996). Find the value of controller flow 
gain, K<, so that the damping ratio of the system’s 
poles is 0.9. 


PROGRESSIVE ANALYSIS AND DESIGN PROBLEMS 
81. High-speed rail pantograph. Problem 67¢ in Chap- 


ter 2 asked you to find G(s) = (Y,(s)— 

Ycat(S))/Fup(s) (O’Connor, 1997). 

a. Use the dominant poles from this transfer func- 
tion and estimate percent overshoot, damping 
ratio, natural frequency, settling time, peak time, 


in and out. When the pistons age movin uF E and rise time. 
intake port, they are extendinAR Q th nhance the second-order approximation is 


moving across the discharge port, they are retracting 
and pushing fluid from the port. The large and small 
actuators at the top and bottom, respectively, control 
the angle of the swashplate, «. The swashplate angle 
affects the piston stroke length. Thus, by controlling 
the swashplate angle, the pump discharge flow rate 
can be regulated. Assume the state equation for the 


82. Control of HIV/AIDS. In Chapter 3, 





valid. 
c. Obtain the step response of MATLAB 
G(s) and compare the results 
to Parta. 
State Space 


Problem 31, we developed a linearized 


Portplate 
\ e o BBE 
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Intake port 


0/7 


ja 





Discharge port 





Section A-A 








Small actuator 


FIGURE P4.24 Pump diagram (Reprinted with permission of ASME.) 
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Chapter 4 Time Response 
state-space model of HIV infection. The model 
assumed that two different drugs were used to 
combat the spread of the HIV virus. Since this 
book focuses on single-input, single-output systems, 
only one of the two drugs will be considered. We will 
assume that only RTIs are used as an input. Thus, in 
the equations of Chapter 3, Problem 31, u = 0 
(Craig, 2004). 


a. Show that when using only RTIs in the linear- 
ized system of Problem 31 and substituting the 
typical parameter values given in the table of 
Problem 31c, the resulting state-space represen- 
tation for the system is given by 


b. Obtain the transfer function from RTI efficiency 

Y(s) 

Ui(s) 

c. Assuming RTIs are 100% effective, what will be 
the steady-state change of virus count in a given 
infected patient? Express your answer in virus 
copies per ml of plasma. Approximately how 
much time will the medicine take to reach its 
maximum possible effectiveness? 


to virus count; namely find 





83. Hybrid vehicle. Assume that the car motive dynam- 


ics for a hybrid electric vehicle (HEV) can be 
described by the transfer function 

AV(s) 1 

AF.(s) 1908s + 10 





f —0.04167 0  —0.0058 
T |= | 0.0217 —0.24 ns where AV is the change of velocity in m/sec and AF, 
v 0 100 —2.4 is the change in excess motive force in N necessary 
T 52 to propel the vehicle. 
x | T*| +} -5.2 |u a. Find an analytical expression for Avg) for a step 
v 0 change in excess motive force AF, = 2650 N. 


y=[0 0 uf r 


Experiment 4.1 
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b. Simulate the system using MATLAB 
MATLAB. Plot the expression 
found in Part a together with 


our simulated plot. 


ancer 





Coy cyber Exploration Laboratory JD 


Objective To evaluate the effect of pole and zero location upon the time 
response of first- and second-order systems. 


Minimum Required Software Packages MATLAB, Simulink, and the 


Control System Toolbox 





Prelab 
1. Given the transfer function G(s) = ; k 7 evaluate settling time and rise time for 
the following values of a: 1, 2, 3, 4. Also, plot the poles. 
b 


2. Given the transfer function G(s) = .~————_: 
s +as +b 
a. Evaluate percent overshoot, settling time, peak time, and rise time for the 
following values: a = 4, b = 25. Also, plot the poles. 


b. Calculate the values of a and b so that the imaginary part of the poles remains 
the same but the real part is increased two times over that of Prelab 2a, and 
repeat Prelab 2a. 


5. 


Cyber Exploration Laboratory 


c. Calculate the values of a and b so that the imaginary part of the poles remains 
the same but the real part is decreased 5 time over that of Prelab 2a, and repeat 
Prelab 2a. 


a. For the system of Prelab 2a, calculate the values of a and b so that the real part 
of the poles remains the same but the imaginary part is increased two times 
over that of Prelab 2a, and repeat Prelab 2a. 


b. For the system of Prelab 2a, calculate the values of a and b so that the real part 
of the poles remains the same but the imaginary part is increased four times 
over that of Prelab 2a, and repeat Prelab 2a. 


a. For the system of Prelab 2a, calculate the values of a and b so that the damping 
ratio remains the same but the natural frequency is increased two times over 
that of Prelab 2a, and repeat Prelab 2a. 

b. For the system of Prelab 2a, calculate the values of a and b so that the damping 
ratio remains the same but the natural frequency is increased four times over 
that of Prelab 2a, and repeat Prelab 2a. 


Briefly describe the effects on the time response as the poles are changed in each 
of Prelab 2, 3, and 4. 


Lab 


1. 


Using Simulink, set up the systems of Prelab 1 and plot the step response of 
each of the four transfer functions on a single graph by using the Simulink LTI 
Viewer. Also, record the values of settling time and rise time for each step 
response. 


. Using Simulink, set up the Apa > PDE "EHH Heg prer 
plot the step response of each of the thfee transfer functions ia a single graph. 


Also, record the values of percent overshoot, settling time, peak time, and rise 
time for each step response. 


. Using Simulink, set up the systems of Prelab 2a and Prelab 3. Using the Simulink 


LTI Viewer, plot the step response of each of the three transfer functions on a 
single graph. Also, record the values of percent overshoot, settling time, peak 
time, and rise time for each step response. 


. Using Simulink, set up the systems of Prelab 2a and Prelab 4. Using the Simulink 


LTI Viewer, plot the step response of each of the three transfer functions on a 
single graph. Also, record the values of percent overshoot, settling time, peak 
time, and rise time for each step response. 


Postlab 


1. 


For the first-order systems, make a table of calculated and experimental values of 
settling time, rise time, and pole location. 


. For the second-order systems of Prelab 2, make a table of calculated and experimental 


values of percent overshoot, settling time, peak time, rise time, and pole location. 


. For the second-order systems of Prelab 2a and Prelab 3, make a table of 


calculated and experimental values of percent overshoot, settling time, peak 
time, rise time, and pole location. 


. For the second-order systems of Prelab 2a and Prelab 4, make a table of 


calculated and experimental values of percent overshoot, settling time, peak 
time, rise time, and pole location. 
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Chapter 4 Time Response 


5. Discuss the effects of pole location upon the time response for both first- and 
second-order systems. Discuss any discrepancies between your calculated and 
experimental values. 


Experiment 4.2 


Objective To evaluate the effect of additional poles and zeros upon the time 
response of second-order systems. 


Minimum Required Software Packages MATLAB, Simulink, and the 
Control System Toolbox 


Prelab 


1. a. Given the transfer function G(s) a 


KATET 
shoot, settling time, peak time, and rise time. Also, plot the poles. 

b. Add a pole at —200 to the system of Prelab 1a. Estimate whether the transient 
response in Prelab 1a will be appreciably affected. 


evaluate the percent over- 


c. Repeat Prelab 1b with the pole successively placed at —20, — 10, and —2. 


2. A zero is added to the system of Prelab 1a at —200 and then moved to 

50, —20, —10, —5, and —2. List the values of zero location in the order 

of the greatest to the least effect upon the pure second-order transient 
response. 





. . _ (25b/a)(s+ a) = O 
3. Apay spPFinihancer, As +25) let a = 3 and b = 3.01, 
3.1, 3.3, 3.5, and 4.0. Which values of b will have minimal effect upon the pure 
second-order transient response? 





(2500b/a)(s + a) 
let a=30 and 
(s+ 5)(s2 + 40s +2500 © “ an 
b = 30.01, 30.1, 30.5, 31, 35, and 40. Which values of b will have minimal effect 
upon the pure second-order transient response? 


Lab 


1. Using Simulink, add a pole to the second-order system of Prelab 1a and plot the 
step responses of the system when the higher-order pole is nonexistent, at 
—200, — 20, — 10, and —2. Make your plots on a single graph, using the Simulink 
LTI Viewer. Normalize all plots to a steady-state value of unity. Record percent 
overshoot, settling time, peak time, and rise time for each response. 





4. Given the transfer function G(s) = 





2. Using Simulink, add a zero to the second-order system of Prelab 1a and plot the step 
responses of the system when the zero is nonexistent, at —200, — 50, 
20, — 10, — 5, and —2. Make your plots on a single graph, using the Simulink 
LTI Viewer. Normalize all plots to a steady-state value of unity. Record percent 
overshoot, settling time, peak time, and rise time for each response. 





3. Using Simulink and the transfer function of Prelab 3 with a = 3, plot the 
step responses of the system when the value of b is 3, 3.01, 3.1, 3.3, 3.5, 
and 4.0. Make your plots on a single graph using the Simulink LTI Viewer. 
Record percent overshoot, settling time, peak time, and rise time for each 
response. 


Cyber Exploration Laboratory 


4. Using Simulink and the transfer function of Prelab 4 with a = 30, plot the 
step responses of the system when the value of b is 30, 30.01, 30.1, 30.5, 31, 35, 
and 40. Make your plots on a single graph, using the Simulink LTI Viewer. 
Record percent overshoot, settling time, peak time, and rise time for each 
response. 


Postlab 


1. Discuss the effect upon the transient response of the proximity of a higher-order 
pole to the dominant second-order pole pair. 


2. Discuss the effect upon the transient response of the proximity of a zero to the 
dominant second-order pole pair. Explore the relationship between the length of 
the vector from the zero to the dominant pole and the zero’s effect upon the pure 
second-order step response. 


3. Discuss the effect of pole-zero cancellation upon the transient response of a 
dominant second-order pole pair. Allude to how close the canceling pole and zero 
should be and the relationships of (1) the distance between them and (2) the 
distance between the zero and the dominant second-order poles. 


Experiment 4.3 


Objective To use LabVIEW Control Design and Simulation Module for time 
performance analysis of systems. 


Minimum Required SoftwarA Balgos PDE: Enharroer nDe- 


sign and Simulation Module 


Prelab One of the experimental direct drive robotic arms built at the MTT 
Artificial Intelligence Laboratory and the CMU Robotics Institute can be repre- 
sented as a feedback control system with a desired angular position input for the 
robot’s joint position and an angular position output representing the actual robot’s 
joint position. 

The forward path consists of three transfer functions in cascade; (1) a compensa- 
tor, Ge(s), to improve performance; (2) a power amplifier of gain, K, = 1; and (3) the 
transfer function of the motor and load, G(s) = 2292/s(s + 75.6). Assume a unity- 
feedback system. Initially the system will be controlled with G, (s) = 0.6234, which is 
called a proportional controller (McKerrow, 1991). 


1. Obtain the closed-loop system transfer function and use MATLAB to make a plot 
of the resulting unit step response. 

2. Repeat with G,(s) = 3.05 + 0.04s, which is called a PD controller. 

3. Compare both responses and draw conclusions regarding their time domain 
specifications. 


Lab Create a LabVIEW VI that uses a simulation loop to implement both 
controllers given in the Prelab. Plot the responses on the same graph for comparison 
purposes. 


Postlab Compare the responses obtained using your LabVIEW VI with those 
obtained in the Prelab. 
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Experiment 4.4 


Objective To use the LabVIEW Control Design and Simulation Module to 
evaluate the effect of pole location upon the time response of second-order systems. 


Minimum Required Software Packages LabVIEW with the Control 
Design and Simulation Module. 


Prelab Solve the Cyber Exploration Laboratory Experiment 4.1 Prelab, Part 2. 


Lab Build a LabVIEW VI to implement the functions studied in the Prelab of 
Cyber Exploration Laboratory 4.1, Part 2. 

Specifically for Prelab Part a, your front panel will have the coefficients 
of the second-order transfer function as inputs. The front panel will also have 
the following indicators: (1) the transfer function; (2) the state-space repre- 
sentation; (3) the pole locations; (4) the step response graph; (5) the time response 
of the two states on the same graph; (6) the time response parametric data 
including rise time, peak time, settling time, percent overshoot, peak value; 
and final value. 

For Prelab, Part b, your front panel will also have the following indicators: 
(1) the step response graph, and (2) the parametric data listed above for Prelab, Part 
a, but specific to Part b. 

For Prelab, Part c, your front panel will also have the following indicators: 
(1) the step response graph, and (2) the parametric data listed above for Prelab, Part 
a, but specific to Part c. 

Run the VI to obtain the data from the indicators. 


Postlab Use your results to discuss the effect of pole location upon the step 
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Reduction of Multiple 
Subsystems 


@ chapter Learning Outcomes $ 
After completing this chapter the ARAGR BPE Enhancer 


Reduce a block diagram of multiple subsystems to a single block representing the 
transfer function from input to output (Sections 5.1-5.2) 


Analyze and design transient response for a system consisting of multiple sub- 
systems (Section 5.3) 


Convert block diagrams to signal-flow diagrams (Section 5.4) 

Find the transfer function of multiple subsystems using Mason’s rule (Section 5.5) 
Represent state equations as signal-flow graphs (Section 5.6) 

Represent multiple subsystems in state space in cascade, parallel, controller 
canonical, and observer canonical forms (Section 5.7) 

Perform transformations between similar systems using transformation matrices; 
and diagonalize a system matrix (Section 5.8) 


C Case Study Learning Outcomes P 


You will be able to demonstrate your knowledge of the chapter objectives with case 
studies as follows: 


Given the antenna azimuth position control system shown on the front endpapers, 
you will be able to (a) find the closed-loop transfer function that represents the 
system from input to output; (b) find a state-space representation for the closed- 
loop system; (c) predict, for a simplified system model, the percent overshoot, 
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State Space 


State Space 
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settling time, and peak time of the closed-loop system for a step input; (d) calculate 
the step response for the closed-loop system; and (e) for the simplified model, 
design the system gain to meet a transient response requirement. 

@ Given the block diagrams for the Unmanned Free-Swimming Submersible (UFSS) 
vehicle’s pitch and heading control systems on the back endpapers, you will be able 
to represent each control system in state space. 


@ 5.1 Introduction 


We have been working with individual subsystems represented by a block with its 
input and output. More complicated systems, however, are represented by the 
interconnection of many subsystems. Since the response of a single transfer function 
can be calculated, we want to represent multiple subsystems as a single transfer 
function. We can then apply the analytical techniques of the previous chapters and 
obtain transient response information about the entire system. 

In this chapter, multiple subsystems are represented in two ways: as block 
diagrams and as signal-flow graphs. Although neither representation is limited to a 
particular analysis and design technique, block diagrams are usually used for 
frequency-domain analysis and design, and signal-flow graphs for state-space 
analysis. 

Signal-flow graphs represent transfer functions as lines, and signals as small- 
circular nodes. Summing is implicit. To show why it is convenient to use signal-flow 
srapppage-sRDHaknhance Insider Figure 3.10. A graphical 
representation of a system’s transfer function is as simple as Figure 3.10(a). 
However, a graphical representation of a system in state space requires representa- 
tion of each state variable, as in Figure 3.10(b). In that example, a single-block 
transfer function requires seven blocks and a summing junction to show the state 
variables explicitly. Thus, signal-flow graphs have advantages over block diagrams, 
such as Figure 3.10(b): They can be drawn more quickly, they are more compact, and 
they emphasize the state variables. 

We will develop techniques to reduce each representation to a single transfer 
function. Block diagram algebra will be used to reduce block diagrams and Mason’s 
rule to reduce signal-flow graphs. Again, it must be emphasized that these methods 
are typically used as described. As we shall see, however, either method can be used 
for frequency-domain or state-space analysis and design. 


@ 5.2 Block Diagrams 


As you already know, a subsystem is represented as a block with an input, an output, 
and a transfer function. Many systems are composed of multiple subsystems, as in 
Figure 5.1. When multiple subsystems are interconnected, a few more schematic 
elements must be added to the block diagram. These new elements are summing 
junctions and pickoff points. All component parts of a block diagram for a linear, 
time-invariant system are shown in Figure 5.2. The characteristic of the summing 
junction shown in Figure 5.2(c) is that the output signal, C(s), is the algebraic sum of 
the input signals, Ri(s), Ro(s), and R3(s). The figure shows three inputs, but any 


5.2 Block Diagrams 





FIGURE 5.1 The space shuttle consists of multiple subsystems. Can you identify those that 
are control systems or parts of control systems? 


pags PDF 


R(s) > 














Signals System 
(a) (b) 
Ris) + C(s) = Ri(s) + Ro(s) — Ra(s) R(s) 
ya R(s) R(s) 
Rx(s) 
i R3(s) L ROS 
Summing junction Pickoff point 
(c) (d) 


number can be present. A pickoff point, as shown in Figure 5.2(d), distributes the 
input signal, R(s), undiminished, to several output points. 

We will now examine some common topologies for interconnecting subsystems 
and derive the single transfer function representation for each of them. These 
common topologies will form the basis for reducing more complicated systems to a 
single block. 


Cascade Form 

Figure 5.3(a) shows an example of cascaded subsystems. Intermediate signal values 
are shown at the output of each subsystem. Each signal is derived from the product 
of the input times the transfer function. The equivalent transfer function, G,(s), 
shown in Figure 5.3(b), is the output Laplace transform divided by the input Laplace 
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FIGURE 5.2 Components of a 
block diagram for a linear, 
time-invariant system 


subsystems; b. equivalent 
transfer function 


FIGURE 5.4 Loading in 
cascaded systems 
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Xs) = Xs) = Cs) = 
Gi(s)R(s) Gy(s)Gy(s)R(s) G3(s)Go(s)Gy(s)R(s) 









(a) 


R(s) C(s) 
G3(s)Go(s)Gi(s) 


(b) 


transform from Figure 5.3(a), or 





G(s) = G3(s)G2(s)Gy(s) (5.1) 











which is the product of the subsystems’ transfer functions. 

Equation (5.1) was derived under the assumption that interconnected sub- 
systems do not load adjacent subsystems. That is, a subsystem’s output remains the 
same whether or not the subsequent subsystem is connected. If there is a change in 
the output, the subsequent subsystem loads the previous subsystem, and the 
equivalent transfer function is not the product of the individual transfer functions. 
The network of Figure 5.4(a) demonstrates this concept. Its transfer function is 
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i(s) s+ 
PDF. Enhanc ri 
sims RAT OEP Ft : 3 has T following transfer function: 
1 
TR - RG (5.3) 
Vals) s+ 1 
RoC, 
R Ry 








+ + 
VAs) CAR Vi) vii) ¢) Cy T V3(s) 












































Go) = 4O Gs) = 2O 
Vi(s) Vi(s) 
(a) (b) 
Ri Ry 
+ 
+ oy ia = s 
Vs) ©) CQ AN OAR VAs) Vis) lars £ © ih V269) 
Gr) = 2 + GOGO Grs) = 2 = KG(8)G1(9) 
Vs Vi(s) 
(c) (d) 


5.2 Block Diagrams 


If the networks are placed in cascade, as in Figure 5.4(c), you can verify that the 
transfer function found using loop or node equations is 








1 
V2(s) Ri Cy, RoC 
G(s) = = 5.4 
OVC te a a 
RıC& RC RC RıCıR2C2 
But, using Eq. (5.1), 
1 
RıCR:C2 





G(s) = Go(s)Gi(s) = (5.5) 





s + : T : S+ : 
RıCı RoCo Ri Cy, R2Cz 


Equations (5.4) and (5.5) are not the same: Eq. (5.4) has one more term for the 
coefficient of s in the denominator and is correct. 

One way to prevent loading is to use an amplifier between the two networks, as 
shown in Figure 5.4(d). The amplifier has a high-impedance input, so that it does not 
load the previous network. At the same time it has a low-impedance output, so that it 
looks like a pure voltage source to the subsequent network. With the amplifier 
included, the equivalent transfer function is the product of the transfer functions and 
the gain, K, of the amplifier. 


Parallel Form 

Figure 5.5 shows an example of pa bag te in, AHar tof 
each subsystem, we can find the A vale G PDE Ba aralle GR ems 
have acommon input and an output formed by the algebraic sum of the outputs from 


all of the subsystems. The equivalent transfer function, G,(s), is the output transform 
divided by the input transform from Figure 5.5(a), or 
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which is the algebraic sum of the subsystems’ transfer functions; it appears in 


Figure 5.5(b). 
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a. Parallel sub- 
systems; b. equivalent transfer 
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FIGURE 5.6 a. Feedback 
control system; b. simplified 
model; c. equivalent transfer 
function 
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Feedback Form 

The third topology is the feedback form, which will be seen repeatedly in subsequent 
chapters. The feedback system forms the basis for our study of control systems 
engineering. In Chapter 1, we defined open-loop and closed-loop systems and 
pointed out the advantage of closed-loop, or feedback control, systems over open- 
loop systems. As we move ahead, we will focus on the analysis and design of 
feedback systems. 

Let us derive the transfer function that represents the system from its input to 
its output. The typical feedback system, described in detail in Chapter 1, is shown in 
Figure 5.6(a); a simplified model is shown in Figure 5.6(b).' Directing our attention 
to the simplified model, 








E(s) = R(s) F C(s)H(s) (5.7) 
But since C(s) = E(s)G(s), 
E(s) = an (5.8) 
Input 
transducer Controller Plant 
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(error) 





Feedback 
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R(s) G(s) Cs) 
Input | 1+ G(s)H(s) | Output 


(c) 


' The system is said to have negative feedback if the sign at the summing junction is negative and positive 
feedback if the sign is positive. 
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Substituting Eq. (5.8) into Eq. (5.7) and solving for the transfer function, C(s)/R(s) = 
G.(s), we obtain the equivalent, or closed-loop, transfer function shown in 
Figure 5.6(c), 





(5.9) 














The product, G(s)H(s), in Eq. (5.9) is called the open-loop transfer function, or 
loop gain. 

So far, we have explored three different configurations for multiple subsys- 
tems. For each, we found the equivalent transfer function. Since these three forms 
are combined into complex arrangements in physical systems, recognizing these 
topologies is a prerequisite to obtaining the equivalent transfer function of a 
complex system. In this section, we will reduce complex systems composed of 
multiple subsystems to single transfer functions. 


Moving Blocks to Create Familiar Forms 

Before we begin to reduce block diagrams, it must be explained that the familiar 
forms (cascade, parallel, and feedback) are not always apparent in a block diagram. 
For example, in the feedback form, if there is a pickoff point after the summing 
junction, you cannot use the feedback formula to reduce the feedback system to a 
single block. That signal disappears, and there is no place to reestablish the 
pickoff point. 

This subsection will discuss basic block moves that can be made to order to 
establish familiar forms when they almost exist. In particular, it will explain how to 
move blocks left and right past Apa goioRDFiirihancer 

Figure 5.7 shows equivalent block diagrams formed when transfer functions 
are moved left or right past a summing junction, and Figure 5.8 shows equivalent 
block diagrams formed when transfer functions are moved left or right past a pickoff 
point. In the diagrams the symbol = means “equivalent to.” These equivalences, 








(b) X6) 
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FIGURE 5.7 Block diagram 
algebra for summing 
junctions— equivalent forms 
for moving a block a. to the left 
past a summing junction; b. to 
the right past a summing 
junction 
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FIGURE 5.8 Block diagram 
algebra for pickoff points — 
equivalent forms for moving a 
block a. to the left past a 
pickoff point; b. to the right 
past a pickoff point 





FIGURE 5.9 Block diagram 
for Example 5.1 
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along with the forms studied earlier in this section, can be used to reduce a block 
diagram to a single transfer function. In each case of Figures 5.7 and 5.8, the 
equivalence can be verified by tracing the signals at the input through to the output 
and recognizing that the output signals are identical. For example, in Figure 5.7 (a), 
signals R(s) and X(s) are multiplied by G(s) before reaching the output. Hence, both 
block diagrams are equivalent, with C(s) = R(s)G(s) F X(s)G(s). In Figure 5.7(b), 


Ks Poppa ks! PHPF Antrages putput, but X(s) is not. Hence, both 
k ti 


block Giagrams in Figure 5.7(b) are equivalent, with C(s) = R(s)G(s) F X(s). For 








pickoff points, similar reasoning yields similar results for the block diagrams of 
Figure 5.8(a) and (b). 

Let us now put the whole story together with examples of block diagram 
reduction. 


Example 5.1 





Block Diagram Reduction via Familiar Forms 


PROBLEM: Reduce the block diagram shown in Figure 5.9 to a single transfer 
function. 


R 
{on [+g 
- + 


Cs) 
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SOLUTION: We solve the problem by following the steps in Figure 5.10. First, the 
three summing junctions can be collapsed into a single summing junction, as shown 
in Figure 5.10(a). 

Second, recognize that the three feedback functions, H, (s), H2(s), and H3(s), are 
connected in parallel. They are fed from a common signal source, and their outputs are 
summed. The equivalent function is Hj (s) — H2(s) + H3(s). Alsorecognize that G(s) 
and G3(s) are connected in cascade. Thus, the equivalent transfer function is the 
product, G3(s)G2(s). The results of these steps are shown in Figure 5.10(b). 

Finally, the feedback system is reduced and multiplied by G4(s) to yield the 
equivalent transfer function shown in Figure 5.10(c). 
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Example 5.2 





Block Diagram Reduction by Moving Blocks 


PROBLEM: Reduce the system shown in Figure 5.11 to a single transfer function. 


C(s) 
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FIGURE 5.11 Block diagram 
for Example 5.2 
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SOLUTION: In this example we make use of the equivalent forms shown in 
Figures 5.7 and 5.8. First, move G(s) to the left past the pickoff point to create 
parallel subsystems, and reduce the feedback system consisting of G3(s) and H;(s). 
This result is shown in Figure 5.12(a). 

Second, reduce the parallel pair consisting of 1/G2(s) and unity, and push 
G(s) to the right past the summing junction, creating parallel subsystems in the 
feedback. These results are shown in Figure 5.12(b). 
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G,(s)G3(s)[1 + Go(s)] C(s) M 


[1 + Go(s)Hp(s) + Gy(s)Go(s) A) (s)][1 + G3(s)H3(8)] 








FIGURE 5.12 Steps in the block diagram reduction for Example 5.2 


(e) 
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Third, collapse the summing junctions, add the two feedback elements 
together, and combine the last two cascaded blocks. Figure 5.12(c) shows these results. 

Fourth, use the feedback formula to obtain Figure 5.12(d). 

Finally, multiply the two cascaded blocks and obtain the final result, shown in 
Figure 5.12(e). 





MATLAB 
Students who are using MATLAB should now run ch5p1 in Appendix Bto qi» 


perform block diagram reduction. 





Skill-Assessment Exercise 5.1 


PROBLEM: Find the equivalent transfer function, T(s) = C(s)/R(s), for the system Trylt 5.1 


shown in Figure 5.13. Use the following MATLAB 


and Control System Toolbox 
statements to find the closed- 
loop transfer function of the 
system in Example 5.2 if all 
G;(s) = 1/(s + 1) and all 
H;(s) = 1/s. 


Giles il [il e 
G2=G1;G3=G1; 
H1=t£(1,[1 0]); 
H2=H1;H3=H1; 
System=append... 
(G1,G2,G3,H1,H2,H3); 
input=1; output=3; 
L =4 0 0 
FIGURE 5.13 Block diagram for Skill-Assessment Exercise 5.1 iL <8 
2 
ANSWER: 
s$ +1 3 
(s) = 254 + s2 + 25 T=connect(System,... 
Q, input, output); 
The complete solution is at www.wiley.com/college/nise. T=t£(T); T=minreal(T) 


























In this section, we examined the equivalence of several block diagram 
configurations containing signals, systems, summing junctions, and pickoff points. 
These configurations were the cascade, parallel, and feedback forms. During block 
diagram reduction, we attempt to produce these easily recognized forms and then 
reduce the block diagram to a single transfer function. In the next section, we will 
examine some applications of block diagram reduction. 


5.3 Analysis and Design of Feedback 
Systems 


An immediate application of the principles of Section 5.2 is the analysis and design of 
feedback systems that reduce to second-order systems. Percent overshoot, settling 
time, peak time, and rise time can then be found from the equivalent transfer function. 


Chapter 5 Reduction of Multiple Subsystems 


C(s) Consider the system shown in Figure 5.14, which can model a 





R(s) + K 
S(s + a) 


control system such as the antenna azimuth position control system. For 
example, the transfer function, K/s(s +a), can model the amplifiers, 
motor, load, and gears. From Eq. (5.9), the closed-loop transfer func- 
tion, T(s), for this system is 





FIGURE 5.14 Second-order feedback 
control system 





B K 
-s +as+ K 


T(s) (5.10) 
where K models the amplifier gain, that is, the ratio of the output voltage to the input 
voltage. As K varies, the poles move through the three ranges of operation of a 
second-order system: overdamped, critically damped, and underdamped. For exam- 


ple, for K between 0 and a?/4, the poles of the system are real and are located at 


a Vat—4K 
"a= Ta y 








(5.11) 


As K increases, the poles move along the real axis, and the system remains 
overdamped until K = a? /4. At that gain, or amplification, both poles are real and 
equal, and the system is critically damped. 

For gains above a? /4, the system is underdamped, with complex poles located at 








a .V4K —& 
512 = 7 EJ 7 (5.12) 


Now as K increases, the real part remains constant and the imaginary part increases. 
Thus, the peak time decreases and the percent overshoot increases, while the settling 
mApagosPDF Enhancer 

et us™look at two examples that apply the concepts to feedback control 
systems. In the first example, we determine a system’s transient response. In the 
second example, we design the gain to meet a transient response requirement. 


Example 5.3 





Finding Transient Response 
PROBLEM: For the system shown in Figure 5.15, find the peak time, 














R C 
e T oS percent overshoot, and settling time. 
SOLUTION: The closed-loop transfer function found from Eq. (5.9) is 
FIGURE 5.15 Feedback system for T(s) = 25 (5.13) 
Example 5.3 s+ 5s +25 


From Eq. (4.18), 
@n = V25 =5 (5.14) 

From Eq. (4.21), 
2an = 5 (5.15) 


Substituting Eq. (5.14) into (5.15) and solving for ¢ yields 
¢=0.5 (5.16) 


5.3 Analysis and Design of Feedback Systems 


Using the values for ¢ and w, along with Eqs (4.34), (4.38), and (4.42), we find 
respectively, 





T 
T, = —— = = 0.726 second 5.17 
ame i 
%OS =e /VI-& x 100 = 16.303 (5.18) 
4 
T; = = 1.6 seconds (5.19) 
Ewn 


Students who are using MATLAB should now run ch5p2 in AppendixB. You 
will learn how to perform block diagram reduction followed by an 
evaluation of the closed-loop system's transient response by find- 
ing, Tp, 30S, and Ts. Finally, you will learn how to use MATLAB to 


generate a closed-loop step response. This exercise uses MATLAB to 
do Example 5.3. 
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MATLAB 





MATLAB’s Simulink provides an alternative method of simulating 
feedback systems to obtain the time response. Students who are 
performing the MATLAB exercises and want to explore the added 
capability of MATLAB’s Simulink should now consult Appendix C. 
Example C.3 includes adiscussionabout, andanexampleof, the use 
of Simulink to simulate feedback systems with nonlinearities. 











Example 5.4 





Gain Design for Transient Response 


PROBLEM: Design the value of gain. K, for the feedback control system of Figure 5.16 
so that the system will respond with a 10% overshoot. 


K 
x s(s +5) 


SOLUTION: The closed-loop transfer function of the system is 


R(s) + Cs) 





FIGURE 5.16 Feedback 
system for Example 5.4 








K 
T(s) = Za 554K (5.20) 
From Eq. (5.20), 
2a, = 5 (5.21) 
and 
On = VK (5.22) 
Thus, 
C= 2 (5.23) 
2V7K 


Since percent overshoot is a function only of ¢, Eq. (5.23) shows that the percent 
overshoot is a function of K. 


Simulink 





Virtual Experiment 5.1 
Position Control 
Gain Design 


Put theory into practice 
designing the position control 
gain for the Quanser Linear 
Servo and simulating its closed- 
loop response in LabVIEW. 
This concept is used, for 
instance, to control a rover 
exploring the terrain ofa planet. 








Virtual experiment are found 
on WileyPLUS. 
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A 10% overshoot implies that ¢ = 0.591. Substituting this value for the 
damping ratio into Eq. (5.23) and solving for K yields 
K=17.9 (5.24) 
Although we are able to design for percent overshoot in this problem, we 
could not have selected settling time as a design criterion because, regardless of the 
value of K, the real parts, —2.5, of the poles of Eq. (5.20) remain the same. 


Skill-Assessment Exercise 5.2 


er PROBLEM: For a unity feedback control system with a forward-path transfer 
iley 


qa function G(s) = ret design the value of a to yield a closed-loop step response 
s(st+a 


Control Solutions 
that has 5% overshoot. 


ANSWER: 
a=5.52 


The complete solution is at www.wiley.com/college/nise. 


Trylt 5.2 [numt, dent]=... 


Use the following MATLAB and Control regen 
System Toolbox statements to find ¢, œn, eat esr coca 3) 
% OS, Ts, Tp, and T, for the closed-loop unity aut ea 
feedback system described in Skill-Assessment Loa M Zn) 
Exercise 5.2. Start with a = 2 and try some See Nua: py 
other values. A step response for the closed- C L 


loop system will also be produced. Roem Ao 
/sqrt(1 -z*2))*100 


a=2; Tr=(1.76*z*3-... 
numg=16; Os Ge 2 te OSE 5 6 6 
deng=poly([0 -al]); z+1)/wn 

G=tf(numg, deng); step(T) 

T=feedback(G, 1); 





@ 5.4 Signal-Flow Graphs 


Signal-flow graphs are an alternative to block diagrams. Unlike block diagrams, 
which consist of blocks, signals, summing junctions, and pickoff points, a signal-flow 
graph consists only of branches, which represent systems, and nodes, which represent 
signals. These elements are shown in Figure 5.17(a) and (b), respectively. A system is 
represented by a line with an arrow showing the direction of signal flow through the 


R,(s) Cils) 





R(s) C(s) 
FIGURE 5.17 Signal-flow G(s) 
graph components: a. system; > O R3(s) C3(s) 
b. signal; c. interconnection of V(s) 


systems and signals (a) (b) (c) 


5.4 Signal-Flow Graphs 


system. Adjacent to the line we write the transfer function. A signal is a node with 
the signal’s name written adjacent to the node. 

Figure 5.17(c) shows the interconnection of the systems and the signals. Each signal 
is the sum of signals flowing into it. For example, the signal V(s) = Ri(s)Gi(s)— 
Ro(s) G(s) + R3(s)G3(s). The signal C2(s) = V(s)Gs(s) = Ri (s)Gi(s)Gs(s) — Ro(s) 
Gn(s)Gs5(s) + R3(s)G3(s)Gs(s). The signal C3(s) = —V(s)G6(s) = —Ri(s)Gi(s) 
Go(s) + Ro(s)Go(s) Go(s) — R3(s)G3(s)Go(s). Notice that in summing negative signals 
we associate the negative sign with the system and not with a summing junction, as in 
the case of block diagrams. 

To show the parallel between block diagrams and signal-flow graphs, we will 
take some of the block diagram forms from Section 5.2 and convert them to signal- 
flow graphs in Example 5.5. In each case, we will first convert the signals to nodes 
and then interconnect the nodes with system branches. In Example 5.6, we will 
convert an intricate block diagram to a signal-flow graph. 


Example 5.5 
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Converting Common Block Diagrams to Signal-Flow Graphs 


PROBLEM: Convert the cascaded, parallel, and feedback forms of the block diagrams 
shown in Figures 5.3(a), 5.5(a), and 5.6(b), respectively, into signal-flow graphs. 


SOLUTION: In each case, we start by drawing the signal nodes for that system. Next 
we interconnect the signal nodes with system branches. The signal nodes for the 
cascaded, parallel, and feedback forms are shown in Figure 5.18(a), (c), and (e), 
respectively. The interconnectio Oes PDF:arEnhancer the 
subsystems is shown in Figure 5.18(b), (d), and (f) for the cascaded, parallel, and 
feedback forms, respectively. 


G(s) Gols) G3(s) 
R(s)O O O OCs) R(s) f > 
V>(s) Vy(s) V>(s) V\(s) 


OCs) 


FIGURE 5.18 Building signal- 
flow graphs: a. cascaded sys- 
tem nodes (from Figure 5.3(a)); 
b. cascaded system signal-flow 
graph; c. parallel system nodes 
(from Figure 5.5(a)); d. parallel 
system signal-flow graph; e. 
feedback system nodes (from 
Figure 5.6(b)); f. feedback sys- 
tem signal-flow graph 
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Example 5.6 


Converting a Block Diagram to a Signal-Flow Graph 
PROBLEM: Convert the block diagram of Figure 5.11 to a signal-flow graph. 


SOLUTION: Begin by drawing the signal nodes, as shown in Figure 5.19(a). Next, 
interconnect the nodes, showing the direction of signal flow and identifying each 
transfer function. The result is shown in Figure 5.19(b). Notice that the negative 
signs at the summing junctions of the block diagram are represented by the 
negative transfer functions of the signal-flow graph. Finally, if desired, simplify 
the signal-flow graph to the one shown in Figure 5.19(c) by eliminating signals that 
have a single flow in and a single flow out, such as V>(s), Ve(s), V7(s), and Vg(s). 


Rs) O O O O O O O Cs) 
Vi(s) V2(s) V3(s) V4(s) V5(s) 
O O O 
Vo(s) V7(s) Ve(s) 





A(s) 
(b) 





—H,(s) 


(c) 
FIGURE 5.19 Signal-flow graph development: a. signal nodes; b. signal-flow graph; 
c. simplified signal-flow graph 


5.5 Mason’s Rule 


Skill-Assessment Exercise 5.3 


PROBLEM: Convert the block diagram of Figure 5.13 to a signal-flow graph. 


ANSWER: The complete solution is at www.wiley.com/college/nise. 





@ 5.5 Mason’s Rule 


Earlier in this chapter, we discussed how to reduce block diagrams to single transfer 
functions. Now we are ready to discuss a technique for reducing signal-flow graphs to 
single transfer functions that relate the output of a system to its input. 

The block diagram reduction technique we studied in Section 5.2 requires 
successive application of fundamental relationships in order to arrive at the system 
transfer function. On the other hand, Mason’s rule for reducing a signal-flow graph 
to a single transfer function requires the application of one formula. The formula was 
derived by S. J. Mason when he related the signal-flow graph to the simultaneous 
equations that can be written from the graph (Mason, 1953). 

In general, it can be complicated to implement the formula without making 
mistakes. Specifically, the existence of what we will later call nontouching loops 
increases the complexity of the formula. However, many systems do not have non- 
touching loops. For these systems, you may find Mason’s rule easier to use than block 
diagram reduction. 

Mason’s formula has several ApagolPHFre ®nhrahcegqnust 
be sure that the definitions of the components are well understood. Then we must 
exert care in evaluating the components. To that end, we discuss some basic definitions 
applicable to signal-flow graphs; then we state Mason’s rule and do an example. 


Definitions 
Loop gain. The product of branch gains found by traversing a path that starts at a 
node and ends at the same node, following the direction of the signal flow, without 
passing through any other node more than once. For examples of loop gains, see 
Figure 5.20. There are four loop gains: 


1. G(s) Hi(s) (5.25a) 
2. Ga(s)H2(s) (5.25b) 
3. G4(s)Gs(s) H3(s) (5.25c) 
4. G4(s)Go(s)H3(s) (5.25d) 


H3(s) 
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Forward-path gain. The product of gains found FIGURE 5.20 Signal-flow graph for demonstrating Mason’s rule 


by traversing a path from the input node to the output 
node of the signal-flow graph in the direction of signal flow. Examples of forward-path 
gains are also shown in Figure 5.20. There are two forward-path gains: 


1. G1 (s)Go(s)G3(s)Ga(s) Gs(s) G(s) (5.26a) 
2. Gy (s)G2(s) G3(s)Ga(s) Go(s) Gy(s) (5.26b) 


Nontouching loops. Loops that do not have any nodes in common. In Figure 5.20, 
loop G2(s)H;(s) does not touch loops G4(s)H2(s), G4(s)Gs(s)H3(s), and G4(s)Ge(s)H3(s). 
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Nontouching-loop gain. The product of loop gains from nontouching loops 
taken two, three, four, or more at a time. In Figure 5.20 the product of loop gain 
G»(s)H,(s) and loop gain G4(s)H>(s) is a nontouching-loop gain taken two at a time. 
In summary, all three of the nontouching-loop gains taken two at a time are 


1. [Go(s) H(s)][Ga(s) Ha(s)] (5.27a) 
2. [G2(s)H1(s)][Ga(s) Gs(s)H3(s)] (5.27b) 
3. [Go(s) Hi (s)][Ga(s) Go(s)H3(s)] (5.270) 


The product of loop gains [G4(s)Gs(s)H3(s)|[G4(s)G6(s)H3(s)] is not a nontouching- 
loop gain since these two loops have nodes in common. In our example there are no 
nontouching-loop gains taken three at a time since three nontouching loops do not 
exist in the example. 

We are now ready to state Mason’s rule. 


Mason’s Rule 
The transfer function, C(s)/R(s), of a system represented by a signal-flow graph is 


Gis) -S Dlh 525 














where 


k = number of forward paths 
pa = the kth forward-path gain 
= 1 — Sloop gains + È nontouching-loop gains taken two at a time — È 


ARAYA” BF PEAH AAAA Be + E nontouching-loop gains 


A; = A — È loop gain terms in A that touch the kth forward path. In other words, A, 
is formed by eliminating from A those loop gains that touch the kth forward 
path. 


Notice the alternating signs for the components of A. The following example will 
help clarify Mason’s rule. 


Example 5.7 





Transfer Function via Mason’s Rule 


PROBLEM: Find the transfer function, C(s)/R(s), for the signal-flow graph in 
Figure 5.21. 


G(s) Gy(s) G(s) G4(s) G5(s) 
O © Ọ O 


Rs) O O C(s) 


FIGURE 5.21 Signal-flow graph 
for Example 5.7 





5.5  Mason’s Rule 


SOLUTION: First, identify the forward-path gains. In this example there is only 
one: 


Gi (s) G2(s)G3(s) G4(s)Gs (s) (5.29) 


Second, identify the loop gains. There are four, as follows: 


1. Gy(s)Hi(s) (5.30a) 
2. Ga(s)H2(s) (5.30b) 
3. G7(s)Ha(s) (5.30c) 
4. Go(s)Gs(s) Ga(s) Gs(s) Gos) Gr(s)Gs(s) (5.304) 


Third, identify the nontouching loops taken two at a time. From Eqs. (5.30) and 
Figure 5.21, we can see that loop 1 does not touch loop 2, loop 1 does not touch 
loop 3, and loop 2 does not touch loop 3. Notice that loops 1, 2, and 3 all touch 
loop 4. Thus, the combinations of nontouching loops taken two at a time are as 
follows: 


Loop 1 and loop 2: G2(s)H1(s)Ga(s)H2(s) (5.31a) 
Loop 1 and loop3 : G2(s)H1(s)G7(s)Ha4(s) (5.31b) 
Loop 2 and loop3 : G4(s)H2(s)G7(s)Ha4(s) (5.31c) 
Finally, the nontouching logps taken three gata time are as follows: 
Apago PDF Ën ancer 
Loops 1, 2 and3 : G2(s)H, (s)Ga(s)H2(s)G7(s)Ha(s) (5.32) 


Now, from Eq. (5.28) and its definitions, we form A and Ag. Hence, 


A = 1 -[G2(s)H1 (s) + Ga(s)Ho(s) + G7(s)Ha(s) 

+ Gp(s)G3(s)Ga(s) Gs(s) G(s) G7(s) Ga(s)] 
+[G2(s)H1(s)Ga(s)H2(s) + Go(s)Hi(s)G7(s)H4(s) 

+ G4(s)H2(s)G7(s)Ha(s)| 
—[G2(s)H1 (8) Ga(s) H2(8)Gr(s) Ha(s)] 








(5.33) 


We form A; by eliminating from A the loop gains that touch the kth forward 
path: 


Ay =1- G7(s)Ha(s) (5.34) 


Expressions (5.29), (5.33), and (5.34) are now substituted into Eq. (5.28), 
yielding the transfer function: 





_ TrA _ [Gi(s)G2(s)G3(s)Ga(s)Gs(s)][1 — G7(s)H4(s)] 


G(s) 7A A 


(5.35) 


Since there is only one forward path, G(s) consists of only one term, rather than a 
sum of terms, each coming from a forward path. 
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Skill-Assessment Exercise 5.4 


WileyPLUS PROBLEM: Use Mason’s rule to find the transfer function of the signal-flow 
diagram shown in Figure 5.19(c). Notice that this is the same system used in 
Control Solutions Example 5.2 to find the transfer function via block diagram reduction. 


ANSWER: 


G,(s)G3(s)[1 + G2(s)| 
[1 + Go(s)Ho(s) + G1 (s)G2(s)H1(s)][L + G3(s)H3(s)] 





T(s) = 


The complete solution is at www.wiley.com/college/nise. 





C 5.6 Signal-Flow Graphs of State Equations 


In this section, we draw signal-flow graphs from state equations. At first this process 
will help us visualize state variables. Later we will draw signal-flow graphs and then 
write alternate representations of a system in state space. 

Consider the following state and output equations: 


State Space 








xy = 2x1 — 5x. + 3x3 + 2r (5.36a) 

x = 6x1 2x2 2X3 t 5r (5.36b) 

Apago PDF ‘Enhaticér ” 208) 
y = —4x, + 6x2 + 9x3 (5.36d) 


First, identify three nodes to be the three state variables, x1, x2, and x3; also 
identify three nodes, placed to the left of each respective state variable, to be the 
derivatives of the state variables, as in Figure 5.22(a). Also identify a node as the 
input, r, and another node as the output, y. 

Next interconnect the state variables and their derivatives with the defining 
integration, 1/s, as shown in Figure 5.22(b). Then using Eqs. (5.36), feed to each node 
the indicated signals. For example, from Eq. (5.36a), xı receives 2x; — 5x2 + 3x3 + 2r, 
as shown in Figure 5.22(c). Similarly, x2 receives —6x; — 2x2 + 2x3 + 5r, as shown in 
Figure 5.22(d), and x3 receives xı — 3x2 — 4x3 + 7r, as shown in Figure 5.22(e). 
Finally, using Eq. (5.36d), the output, y, receives —4x, + 6x2 + 9x3, as shown in 
Figure 5.19(f), the final phase-variable representation, where the state variables are 
the outputs of the integrators. 





R(s)O O O O O O O 
sX,(8) X3(5) sX,(8) X,(s) sX,(5) X (s) 
(a) 


O Ms) 


1 1 1 


S S S 
R(S)O O——O OO O——O Os) 
5X, (5) X,(s) sX,(5) X,(s) sX (s) X (s) 


(b) 


FIGURE 5.22 Stages of development of a signal-flow graph for the system of Eqs. (5.36): 
a. Place nodes; b. interconnect state variables and derivatives; (figure continues) 
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FIGURE 5.22 (Continued) c. form dx,/dt; d. form dx2/dt; e. form dx;3/dt; (figure continues) 
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ANSWER: The complete solution is at www.wiley.com/college/nise. 


In the next section, the signal-flow model will help us visualize the process of 
determining alternative representations in state space of the same system. We will 
see that even though a system can be the same with respect to its input and output 
terminals, the state-space representations can be many and varied. 


@ 5.7 Alternative Representations in State Space 
State Space . . . 
In Chapter 3, systems were represented in state space in phase-variable form. 
However, system modeling in state space can take on many representations other 
than the phase-variable form. Although each of these models yields the same 
output for a given input, an engineer may prefer a particular one for several 
reasons. For example, one set of state variables, with its unique representation, 
can model actual physical variables of a system, such as amplifier and filter 
outputs. 


5.7 Alternative Representations in State Space 


Another motive for choosing a particular set of state variables and state-space 
model is ease of solution. As we will see, a particular choice of state variables can 
decouple the system of simultaneous differential equations. Here each equation is 
written in terms of only one state variable, and the solution is effected by solving n 
first-order differential equations individually. 

Ease of modeling is another reason for a particular choice of state variables. 
Certain choices may facilitate converting the subsystem to the state-variable 
representation by using recognizable features of the model. The engineer learns 
quickly how to write the state and output equations and draw the signal-flow graph, 
both by inspection. These converted subsystems generate the definition of the state 
variables. 

We will now look at a few representative forms and show how to generate the 
state-space representation for each. 


Cascade Form 

We have seen that systems can be represented in state space with the state 
variables chosen to be the phase variables, that is, variables that are successive 
derivatives of each other. This is by no means the only choice. Returning to the 
system of Figure 3.10(a), the transfer function can be represented alternately as 


C(s) _ 24 
R(s) (s +2)(s + 3)(s +4) 





(5.37) 


Figure 5.23 shows a block diagram representation of this system formed by 
cascading each term of Eq. (5.37). The output of each first-order system block 
has been labeled as a state variable. reed state variables are not the phase variables. 
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Fà pa 
R(s) A 
st | BE | s+ Es X) | s+ Al LO 


FIGURE 5.23 “Leb of Figure 3.10 system as cascaded first-order systems 





We now show how the signal-flow graph can be used to obtain a state-space 
representation of this system. In order to write the state equations with our new set 
of state variables, it is helpful to draw a signal-flow graph first, using Figure 5.23 as a 
guide. The signal flow for each first-order system of Figure 5.23 can be found by 
transforming each block into an equivalent differential equation. Each first-order 
block is of the form 














Ci(s) 1 
= 5.38 
Ris) Fa) (5-38) 
Cross-multiplying, we get 
(s + aj)C;(s) = Ri(s) (5.39) 
After taking the inverse Laplace transform, we have 
dci 
alt d+ aiei(t) = nt) (5.40) 
Solving for dc,(t)/dt yields 
gol = —ajc;(t) + ri(t) (5.41) 


dt 
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ale 


24 i 
R(s) C(s) 


al 
an 


(b) 
FIGURE 5.24 a. First-order subsystem; b. Signal-flow graph for Figure 5.23 system 


Figure 5.24(a) shows the implementation of Eq. (5.41) as a signal-flow graph. Here 
again, a node was assumed for c;(t) at the output of an integrator, and its derivative 
was formed at the input. 

Cascading the transfer functions shown in Figure 5.24(a), we arrive at the 
system representation shown in Figure 5.24(b).* Now write the state equations for 
the new representation of the system. Remember that the derivative of a state 
variable will be at the input to each integrator: 


xy = —4x, + x2 (5.42a) 

Xo = —3x2 + x3 (5.42b) 

Apago PDFi::Enhancer 24 (5.42c) 
The output equation is written by inspection from Figure 5.24(b): 

y=c(t) =x, (5.43) 


The state-space representation is completed by rewriting Eqs. (5.42) and (5.43) in 
vector-matrix form: 


—4 1 0 0 

x=/] 0 -3 1jx+ļ| Olr (5.44a) 
0 0 -2 24 

y=[1 0 ojx (5.44b) 


Comparing Eqs. (5.44) with Figure 5.24(b), you can form a vivid picture of the 
meaning of some of the components of the state equation. For the following 
discussion, please refer back to the general form of the state and output equations, 
Eqs. (3.18) and (3.19). 

For example, the B matrix is the input matrix since it contains the terms that 
couple the input, r(t), to the system. In particular, the constant 24 appears in both the 
signal-flow graph at the input, as shown in Figure 5.24(b), and the input matrix in 
Eqs. (5.44). The C matrix is the output matrix since it contains the constant that 
couples the state variable, x4, to the output, c(t). Finally, the A matrix is the system 


? Note that node X3(s) and the following node cannot be merged, or else the input to the first integrator 
would be changed by the feedback from X2(s), and the signal X3(s) would be lost. A similar argument can 
be made for X>(s) and the following node. 
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matrix since it contains the terms relative to the internal system itself. In the form of 
Eqs. (5.44), the system matrix actually contains the system poles along the diagonal. 

Compare Eqs. (5.44) to the phase-variable representation in Eqs. (3.59). In that 
representation, the coefficients of the system’s characteristic polynomial appeared 
along the last row, whereas in our current representation, the roots of the charac- 
teristic equation, the system poles, appear along the diagonal. 


Parallel Form 

Another form that can be used to represent a system is the parallel form. This form 
leads to an A matrix that is purely diagonal, provided that no system pole is a 
repeated root of the characteristic equation. 

Whereas the previous form was arrived at by cascading the individual first- 
order subsystems, the parallel form is derived from a partial-fraction expansion of 
the system transfer function. Performing a partial-fraction expansion on our exam- 
ple system, we get 


C(s) 24 12 24 12 


Ro) @+26+3 044 +2) 643) G44 


Equation (5.45) represents the sum of the individual first-order subsystems. To 
arrive at a signal-flow graph, first solve for C(s), 


12 24 12 
a a Ora (5.46) 


(5.45) 





C(s) = R(s) 





and recognize that C(s) is the sum of three terms. Each term is a first- 

order subsystem with R(s) as the jnput. Formul ee Eh sa 1 

signal-flow graph renders the rep AGQnck ig hance 5 
Once again, we use the signal-flow graph as an aid to obtaining 

the state equations. By inspection the state variables are the outputs gs) 

of each integrator, where the derivatives of the state variables exist at 


the integrator inputs. We write the state equations by summing the 
signals at the integrator inputs: 





ky = —2x1 +12r (5.47a) 
ky = —3x2 — 24r (5.47b) 
x3 = —4x3 +12r (5.47c) FIGURE 5.25 
Eq. (5.45) 
The output equation is found by summing the signals that give c(t): 
y = c(t) =x + X2 + x3 (5.48) 
In vector-matrix form, Eqs. (5.47) and (5.48) become 
—2 0 0 12 
x=] 0 -3 Oļx+|-—24ļ|r (5.49) 
0 0 —4 12 
and 
y=[1 1 1)x (5.50) 


Thus, our third representation of the system of Figure 3.10(a) yields a diagonal 
system matrix. What is the advantage of this representation? Each equation is a 
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first-order differential equation in only one variable. Thus, we would solve these 
equations independently. The equations are said to be decoupled. 


Students who are using MATLAB should now run ch5p3 in Appendix B. 
You will learn how to use MATLAB to convert a transfer function to 
state space ina specified form. The exercise solves the previous 
example by representing the transfer function inEq. (5.45) bythe 
state-space representation in parallel formof Eq. (5.49). 














If the denominator of the transfer function has repeated real roots, the parallel 
form can still be derived from a partial-fraction expansion. However, the system 
matrix will not be diagonal. For example, assume the system 


C(s) (s +3) 





= 5.51 
R(s) (s+1)?(s +2) pas 

which can be expanded as partial fractions: 
a E eee (5.52) 





R(s) (s+1} (s+1) (s+2) 


Proceeding as before, the signal-flow graph for Eq. (5.52) is 
shown in Figure 5.26. The term —1/(s + 1) was formed by creating the 
signal flow from X>(s) to C(s). Now the state and output equations can 
be written by inspection from Figure 5.26 as follows: 


FIGURE 5.26 Signal-flow representation of 


Eq. (5.52) 


x=- +X (5.53a) 
O C(s) ARES 
ipago PDF Enhancer ” ad (333b) 
x = — 2x3 + r (5.53c) 
y=c(t)= xy z% + x3 (5.53d) 
or, in vector-matrix form, 
-1 1 0 0 
x=| 0 -1 Of}x4+]2]r (5.54a) 
0 0 -2 1 
1 
y=[1 = i|x (5.54b) 


This system matrix, although not diagonal, has the system poles along the diagonal. 
Notice the 1 off the diagonal for the case of the repeated root. The form of the system 
matrix is known as the Jordan canonical form. 


Controller Canonical Form 

Another representation that uses phase variables is called the controller canonical 
form, so named for its use in the design of controllers, which is covered in Chapter 12. 
This form is obtained from the phase-variable form simply by ordering the phase 
variables in the reverse order. For example, consider the transfer function 


C(s) s+ 7s+2 


OS) = RG) = F495? + 265 4 2A 


(5.55) 
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The phase-variable form was derived in Example 3.5 as 


x1 0 1 0 Xi 0 
i | = 0 O 1} }x}+ )0}r (5.56a) 
X3 —24 -—26 —9 X3 1 
X1 
y=|2 7 1ļ]|x (5.56b) 
X3 


where y = c(t). Renumbering the phase variables in reverse order yields 


X3 0 1 0 X3 0 
ty, | = 0 O 1} }x}+)0}r (5.57a) 
x1 —24 -26 —9] | x 1 
X3 
y=|2 7 1ļ|x (5.57b) 
X1 


Finally, rearranging Eqs. (5.57) in ascending numerical order yields the controller 


canonical form? as 


xy —9 -26 —24] |x 1 
wo |=} 1 0 O} |x2}+ )0}r (5.58a) 
x3 0 1 0 X3 0 


y=[1 apago PDF Enhancer) 


Figure 5.27 shows the steps we have taken on a signal-flow graph. Notice that the 
controller canonical form is obtained simply by renumbering the phase variables in 
the opposite order. Equations (5.56) can be obtained from Figure 5.27(a), and Eqs. 
(5.58) from Figure 5.27(b). 

Notice that the phase-variable form and the controller canonical form contain 
the coefficients of the characteristic polynomial in the bottom row and in the top row, 





(a) (b) 


FIGURE 5.27 Signal-flow graphs for obtaining forms for G(s) = C(s)/R(s) = (s* + 7s + 2)/ 
(s? + 9s? + 26s + 24): a. phase-variable form; b. controller canonical form 


3 Students who are using MATLAB to convert from transfer functions to state space using the command 
tf2ss will notice that MATLAB reports the results in controller canonical form. 
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Trylt 5.3 


Use the following MATLAB 

and Control System Toolbox 

statements to convert the 

transfer function of Eq. (5.55) 

to the controller canonical 

state-space representation of 

Eqs. (5.58). 

numg=[1 7 2]; 

deng=[1 9 26 24); 

[Ace Bee Cece, Decl 
=tf2ss(numg, deng) 
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respectively. System matrices that contain the coefficients of the characteristic polyno- 
mial are called companion matrices to the characteristic polynomial. The phase-variable 
and controller canonical forms result in a lower and an upper companion system matrix, 
respectively. Companion matrices can also have the coefficients of the characteristic 
polynomial in the left or right column. In the next subsection, we discuss one of these 
representations. 


Observer Canonical Form 

The observer canonical form, so named for its use in the design of observers (covered in 
Chapter 12), is a representation that yields a left companion system matrix. As an example, 
the system modeled by Eq. (5.55) will be represented in this form. Begin by dividing all 
terms in the numerator and denominator by the highest power of s, s°, and obtain 








Pain? 
C(s) s 2 $ 
= (5.59) 
R(s) 9 26 24 
14+=+545 
Ss s 
Cross-multiplying yields 
1 7 2 9 26 24 
Combining terms of like powers of integration gives 
1 1 1 
C(s) = ; [R(s) — 9C(s)] 4 z [7R(s) — 26C(s)] + 3 [2R(s) — 24C(s)] (5.61) 


2 Apac o PDF Enhancer : 
C(s) = Heo — 9C(s)] += (rro) — 26C(s)] + —[2R(s) — 24c\9)))| (5.62) 


Equation (5.61) or (5.62) can be used to draw the signal-flow graph. Start with three 
integrations, as shown in Figure 5.28(a). 

Using Eq. (5.61), the first term tells us that output C(s) is formed, in part, by 
integrating [R(s) — 9C(s)]. We thus form [R(s) — 9C(s)] at the input to the integrator 
closest to the output, C(s), as shown in Figure 5.28(b). The second term tells us that the 


1 1 1 
s 1 s 1 s 1 
Rs) O O—— OOOO OO 5) 
X3(s) Xa(s) Xı(s) 


FIGURE 5.28 Signal-flow 
graph for observer canonical 
form variables: a. planning; 
b. implementation 
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term [7R(s) — 26C(s)] must be integrated twice. Now form [7R(s) — 26C(s)] at the input 
to the second integrator. Finally, the last term of Eq. (5.61) says [2R(s) — 24C (s)] must be 
integrated three times. Form [2R(s) — 24C(s)| at the input to the first integrator. 

Identifying the state variables as the outputs of the integrators, we write the 
following state equations: 





xX, = —9x, + x2 +r (5.63a) 
x2 = —26x1 +x3+7r (5.63b) 
x3 = —24x, +2r (5.63c) 
The output equation from Figure 5.28(b) is 
y=c(t) =x (5.64) 
In vector-matrix form, Eqs. (5.63) and (5.64) become 
-9 1 0 1 
x= |-26 0 1|/x4+ ]7I/r (5.65a) 
—24 0 0 2 
y=[1 0 O}x (5.65b) 


Notice that the form of Eqs. (5.65) is similar to the phase-variable form, except that the 
coefficients of the denominator of the transfer function are in the first column, and the 
coefficients of the numerator form the input matrix, B. Also notice that the observer 
canonical form has an A matrix that is the transpose of the controller canonical form, a B 
vector that is the transpose of the controller canonical form’s C vector, and a C vector 
that is the transpose of the controller canonical form’s B vector. We therefore say that 
these two forms are duals. Thus, if a system is described by A, B, and C, its dual is 
described by Ap = A’, Bp = C page u PDE Ry Bq erehgenlity 
by comparing the signal-flow graphs of syst€m and its dual, Figures 5.27(b) and 5.28(b), 
respectively. The signal-flow graph of the dual can be obtained from that of the original 
by reversing all arrows, changing state variables to their derivatives and vice versa, and 
interchanging C(s) and R(s), thus reversing the roles of the input and the output. 

We conclude this section with an example that demonstrates the application of 
the previously discussed forms to a feedback control system. 


Example 5.8 
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Trylt 5.4 


Use the following MATLAB 
and Control System Toolbox 
statements to convert the 
transfer function of Eq. (5.55) 
to the observer canonical state- 
space representation of Eqs. 
(5.65). 


numg=[1 7 2]; 

deng=[1 9 26 24); 
[RGerseceneco DCO as 
=tf2ss(numg, deng); 
Aoc=transpose(Acc) 
Boc=transpose(Ccc) 
Coc=transpose(Bcc) 





State-Space Representation of Feedback Systems 


PROBLEM: Represent the feedback control system shown in Fig- 
ure 5.29 in state space. Model the forward transfer function in 
cascade form. 


SOLUTION: First we model the forward transfer function in cascade 
form. The gain of 100, the pole at —2, and the pole at —3 are shown 
cascaded in Figure 5.30(a). The zero at —5 was obtained using the 
method for implementing zeros for a system represented in phase-variable form, as 
discussed in Section 3.5. 

Next add the feedback and input paths, as shown in Figure 5.30(b). Now, by 
inspection, write the state equations: 


Xx, = —3x, + x2 
—2x2 + 100(r — c) 


(5.66a) 
(5.66b) 


x2 = 


100(s + 5) 
(s + 2)(s + 3) 





FIGURE 5.29 Feedback control system for 
Example 5.8 
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FIGURE 5.30 Creating a 
signal-flow graph for the 
Figure 5.29 system: a. forward 
transfer function; b. complete 
system 
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R(s) O 





But, from Figure 5.30(b), 


c = 5x1 + (x2 — 3x1 ) = 2x1 + x2 (5.67) 
Substituting Eq. (5.67) into (5.66b), we find the state equations for the system: 
y= 3x1 + x2 (5.68a) 
Apago PDF Enhance@xr, + 100r (5.68b) 

The output equation is the same as Eq. (5.67), or 
y = c(t) = 2x1 + X2 (5.69) 

In vector-matrix form 

= Ee 1 |*+ 0 (5.70a) 
y=([2 1)x (5.70b) 


Skill-Assessment Exercise 5.6 


PROBLEM: Represent the feedback control system shown in Figure 5.29 in state 
space. Model the forward transfer function in controller canonical form. 


ANSWER: 


[> Hee 


1 0 
y=[100 500]x 


0 


The complete solution is at www.wiley.com/college/nise. 


5.7 Alternative Representations in State Space 


In this section, we used transfer functions and signal-flow graphs to represent 
systems in parallel, cascade, controller canonical, and observer canonical forms, in 
addition to the phase-variable form. Using the transfer function C(s)/R(s) = 
(s + 3)/[(s + 4)(s + 6)] as an example, Figure 5.31 compares the aforementioned 
forms. Notice the duality of the controller and observer canonical forms, as 
demonstrated by their respective signal-flow graphs and state equations. In the 
next section, we will explore the possibility of transforming between representations 
without using transfer functions and signal-flow graphs. 





Form Transfer function Signal-flow diagram State equations 





Phase — l os 
variable (s2 + 10s + 24) 























Parallel ae + 2 
(s+4) s+6 
Cascade l x = 
(s+4) (s+6) 
k ‘i F E aeo 
ontroller 1 E 
canonical 24105 +24 *(s+3) a : 
(s2 + 10s + 24) y=[1 3]x 
1 7 a _[-lo 1 1 
Observer oo =l oF? |al” 
ical 10 24 
canonica lt 5+ y=[1 0]x 
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@ 5.8 Similarity Transformations 


State Space 


In Section 5.7, we saw that systems can be represented with different state variables 
even though the transfer function relating the output to the input remains the same. 
The various forms of the state equations were found by manipulating the transfer 
function, drawing a signal-flow graph, and then writing the state equations from the 
signal-flow graph. These systems are called similar systems. Although their state- 
space representations are different, similar systems have the same transfer function 
and hence the same poles and eigenvalues. 

We can make transformations between similar systems from one set of 
state equations to another without using the transfer function and signal-flow 
graphs. The results are presented in this section along with examples. Students 
who have not broached this subject in the past or who wish to refresh their 
memories are encouraged to study Appendix L at www.wiley.com/college/nise 
for the derivation. The result of the derivation states: A system represented in 
state space as 





x = Ax+ Bu (5.71a) 





y = Cx + Du (5.71b) 











can be transformed to a similar system, 


Apago PDF Enhancer 


















































| z = P !APz + P 'Bu (5.72a) 
y = CPz + Du (5.72b) 

where, for 2-space, 
P = [U,,U,] = ee - (5.72c) 
x= lee A | = Pz (5.72d) 

Pa Pei? 
and 

z= (5.72e) 











Thus, P is a transformation matrix whose columns are the coordinates of the basis 
vectors of the z,Z2 space expressed as linear combinations of the xıx2 space. Let us 
look at an example. 


5.8 Similarity Transformations 


Example 5.9 


Similarity Transformations on State Equations 


PROBLEM: Given the system represented in state space by Eqs. (5.73), 


0 1 0 0 
x=| 0 0 1ļfx+ļ0lļu (5.73a) 
2 3 al 
y=[1 0 O]x (5.73b) 


transform the system to a new set of state variables, z, where the new state variables 
are related to the original state variables, x, as follows: 


zi = 2x1 (5.74a) 
z2 = 3x1 + 2x2 (5.74b) 
Z3 = x1 + 4x. + 5x3 (5.74c) 





SOLUTION: Expressing Eqs. (5.74) in vector-matrix form, 


2 
z= |3 
1 


Using Eqs. (5.72) as a guide, 


2 0 || 0 Apage PDE, Enhancer 


rar); 2 0 0 0 1]|-0.75 05 0 


ANO 


0 
J x= Px (5.75) 
5 


1 4 5||-2 -5 -7 0.5 —0.4 0.2 


(5.76) 
-15 1 0 
= }-1.25 0.7 04 
—255 04 —6.2 
2 0 0 0 0 
P'B=|3 2 0| |O| = ]0 (5.77) 
14 5 1 5 
0.5 0 0 
CP=[1 0 0J] |-0.75 05 0 =[05 0 0] (5.78) 
05 —0.4 0.2 
Therefore, the transformed system is 
-15 1 0 0 
z=|-1.25 0.7 0.4 | z+)0]u (5.79a) 
—2.55 04 —6.2 5 
y=[05 0 Ojz (5.79b) 


Students who are using MATLAB should now run ch5p4 in AppendixB. 
You will learn how to perform similarity transformations. This 
exercise uses MATLAB to do Example 5.9. 
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Thus far we have talked about transforming systems between basis vectors in a 
different state space. One major advantage of finding these similar systems is 
apparent in the transformation to a system that has a diagonal matrix. 


Diagonalizing a System Matrix 

In Section 5.7, we saw that the parallel form of a signal-flow graph can yield a 
diagonal system matrix. A diagonal system matrix has the advantage that each state 
equation is a function of only one state variable. Hence, each differential equation 
can be solved independently of the other equations. We say that the equations are 
decoupled. 

Rather than using partial fraction expansion and signal-flow graphs, we can 
decouple a system using matrix transformations. If we find the correct matrix, P, the 
transformed system matrix, P-!AP, will be a diagonal matrix. Thus, we are looking 
for a transformation to another state space that yields a diagonal matrix in that space. 
This new state space also has basis vectors that lie along its state variables. We give a 
special name to any vectors that are collinear with the basis vectors of the new 
system that yields a diagonal system matrix: they are called eigenvectors. Thus, the 
coordinates of the eigenvectors form the columns of the transformation matrix, P, as 
we demonstrate in Eq. L.7 in Appendix L at www.wiley.com/college/nise. 

First, let us formally define eigenvectors from another perspective and then 
show that they have the property just described. Then we will define eigenvalues. 
Finally, we will show how to diagonalize a matrix. 


Definitions 


Eigenvector. The eigenvectors of the matrix A are all vectors, x; 4 0, which under the 
"ipago POE "HARATESPS Os 


AX; = XiXi (5.80) 














where A,’s are constants. 

Figure 5.32 shows this definition of eigenvectors. If Ax is not collinear with x 
after the transformation, as in Figure 5.32(a), x is not an eigenvector. If Ax is 
collinear with x after the transformation, as in Figure 5.32(b), x is an eigenvector. 

Eigenvalue. The eigenvalues of the matrix A are the values of A; that satisfy 
Eq. (5.80) for x; £ 0. 

To find the eigenvectors, we rearrange Eq. (5.80). Eigenvectors, xj, satisfy 


0 = (àI — A)x; (5.81) 


X2 X2 
Ax 
x x 
Ax 
= X] = Xi 
(a) (b) 


FIGURE 5.32 To be an eigenvector, the transformation Ax must be collinear with x; thus, in 
(a), xis not an eigenvector; in (b), it is 
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Solving for x; by premultiplying both sides by (à;I — A)‘ yields 
adj(A;I — A) 





i = (Ad A) '0 = 5.82 
ael CU ae Al ee) 
Since x; # 0, a nonzero solution exists if 

det(A;I — A) = 0 (5.83) 











from which å;, the eigenvalues, can be found. 

We are now ready to show how to find the eigenvectors, x;. First we find the 
eigenvalues, A;, using det(A;I— A) = 0, and then we use Eq. (5.80) to find the 
eigenvectors. 


Example 5.10 


Finding Eigenvectors 


PROBLEM: Find the eigenvectors of the matrix 


= (5.84) 


SOLUTION: The eigenvectors, x;, satisfy Eq. (5.81). First, use det(a,I— A) = 0 
to find the eigenvalues, 4;, for Eq. (5.81): 


= id mn, 


—1 = 
=17+6A+8 


from which the eigenvalues are A = —2, and —4. 
Using Eq. (5.80) successively with each eigenvalue, we have 


AX; = AX; 
Pr -siall 
1 -3 X2 X2 


—3x1 + x2 = —2x1 
xı — 3x2 = —2x2 


-fi 


Using the other eigenvalue, —4, we have 


=l- 


Using Eqs. (5.88) and (5.89), one choice of eigenvectors is 


xj = | and x = |- 





from which x; = x2. Thus, 
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We now show that if the eigenvectors of the matrix A are chosen as the basis 
vectors of a transformation, P, the resulting system matrix will be diagonal. Let the 
transformation matrix P consist of the eigenvectors of A, xi. 


P = [x1, X2, X3,.--, Xn] (5.91) 


Since x; are eigenvectors, Ax; = A;x;, which can be written equivalently as a set of 
equations expressed by 


AP = PD (5.92) 


where D is a diagonal matrix consisting of A;’s, the eigenvalues, along the diagonal, 
and P is as defined in Eq. (5.91). Solving Eq. (5.92) for D by premultiplying by P~', 
we get 


D = P'AP (5.93) 


which is the system matrix of Eq. (5.72). 

In summary, under the transformation P, consisting of the eigenvectors of the 
system matrix, the transformed system is diagonal, with the eigenvalues of the 
system along the diagonal. The transformed system is identical to that obtained using 
partial-fraction expansion of the transfer function with distinct real roots. 

In Example 5.10, we found eigenvectors of a second-order system. Let us 
continue with this problem and diagonalize the system matrix. 







Example 5.11 
E E S an nban pace 


PROBLEM: Given the system of Eqs. (5.94), find the diagonal system that is 
similar. 


x= | 1 3)s+ Be (5.94a) 
y=[2 3)x (5.94b) 
SOLUTION: First find the eigenvalues and the eigenvectors. This step was per- 


formed in Example 5.10. Next form the transformation matrix P, whose columns 
consist of the eigenvectors. 


P= i E (5.95) 


Finally, form the similar system’s system matrix, input matrix, and output 
matrix, respectively. 


maia n AE- e 


1/2 —1/2|| 1 -3||1 -1 0 —4 
r= [12 A sos 


CP = [2 fi 4-6 —1] (5.96c) 
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Substituting Eqs. (5.96) into Eqs. (5.72), we get 


z= E _4lz+ E (5.97a) 
y=(5 -1]z (5.97b) 


Notice that the system matrix is diagonal, with the eigenvalues along the diagonal. 





MATLAB 
Students who are using MATLAB should now run ch5p5 in Appendix B. 


m 


This problem, which uses MATLAB to diagonalize a system, is simi- 
lar (but not identical) to Example 5.11. 














Skill-Assessment Exercise 5.7 


PROBLEM: For the system represented in state space as follows: WileyPLUS 


Control Solutions 


convert the system to one where the new state vector, Z, is 


zalo Ale 
=i 4 


Apago PDF Enhancer 


o fes =83 
t= los -1.5|t 


y=(08 —1.4]z 


ANSWER: 


The complete solution is at www.wiley.com/college/nise. 


Skill-Assessment Exercise 5.8 


PROBLEM: For the original system of Skill-Assessment Exercise 5.7, find the Trylt 5.5 
diagonal system that is similar. i 


Use the following MATLAB 
and Control System Toolbox 
ANSWER: statements to do Skill- 


Assessment Exercise 5.8. 
0 18.39 
Z u A=[1 3;-4 -6]; 
—3 20 B=[1; 3]; 
CHL 4]; 
y = [-2.121 2.6]z D=0; S=ss (A,B,C, D); 
è à 3 Z Sd=canon (S,'modal') 
The complete solution is at www.wiley.com/college/nise. 
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FIGURE 5.33 Alvin, a manned submersible, explored the wreckage of the Titanic with a 
tethered robot, Jason Junior. 


In this section, we learned how to move between different state-space repre- 
sentations of the same system via matrix transformations rather than transfer 
function manipulation and signal-flow graphs. These different representations are 
call A pagahe PDE: Nin bi ale evsems are that the transfer functions 
relating the Output to the input are the same, as are the eigenvalues and poles. A 
particularly useful transformation was converting a system with distinct, real 
eigenvalues to a diagonal system matrix. 

We now summarize the concepts of block diagram and signal-flow represen- 
tations of systems, first through case study problems and then in a written summary. 
Our case studies include the antenna azimuth position control system and the 
Unmanned Free-Swimming Submersible vehicle (UFSS). Block diagram reduction 
is important for the analysis and design of these systems as well as the control 
systems on board Alvin (Figure 5.33), used to explore the wreckage of the Titanic 
13,000 feet under the Atlantic in July 1986 (Ballard, 1987). 


Case Studies 





Antenna Control: Designing a Closed-Loop Response 
Design 


a» This chapter has shown that physical subsystems can be modeled mathematically 
with transfer functions and then interconnected to form a feedback system. The 
interconnected mathematical models can be reduced to a single transfer function 
representing the system from input to output. This transfer function, the closed- 
loop transfer function, is then used to determine the system response. 

The following case study shows how to reduce the subsystems of the antenna 
azimuth position control system to a single, closed-loop transfer function in order 
to analyze and design the transient response characteristics. 


Case Studies 


PROBLEM: Given the antenna azimuth position control system shown on the front 
endpapers, Configuration 1, do the following: 


a. 
b. 


f. 


Find the closed-loop transfer function using block diagram reduction. 


Represent each subsystem with a signal-flow graph and find the state-space 
representation of the closed-loop system from the signal-flow graph. 


Use the signal-flow graph found in b along with Mason’s rule to find the closed- 
loop transfer function. 


Replace the power amplifier with a transfer function of unity and evaluate the 
closed-loop peak time, percent overshoot, and settling time for K = 1000. 


For the system of d, derive the expression for the closed-loop step response of 
the system. 


For the simplified model of d, find the value of K that yields a 10% overshoot. 


SOLUTION: Each subsystem’s transfer function was evaluated in the case study in 
Chapter 2. We first assemble them into the closed-loop, feedback control system 
block diagram shown in Figure 5.34(a). 


a. 


The steps taken to reduce the block diagram to a single, closed-loop transfer 
function relating the output angular displacement to the input angular displace- 
ment are shown in Figure 5.34(a-d). In Figure 5.34(b), the input potentiometer 
was pushed to the right past the summing junction, creating a unity feedback 























Input Power Motor, load, 
potentiometer Preamplifier amplifier and gears 
G;(s) 1 + g |©] i00 a) | _ 0.2083 | 29 
m ai s+ 100 s(s + 1.71) 
Output 
potentiometer 
(a) 
Preamplifier Power Motor, load, 
and potentiometers amplifier and gears 
O;(s) + K V,(s) 100 E,(s) 0.2083 Gols) 
F T s+ 100 s(s + 1.71) 
(b) 





9,(s) + 6.63 K 868) 
+ s(s + 1.71)(s + 100) 


(c) 


9(s) 6.63 K ZON 
g3 + 101.7152 + 171s + 6.63 K 


(d) 
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State Space 


FIGURE 5.34 Block diagram 
reduction for the antenna 
azimuth position control 
system: a. original; b. pushing 
input potentiometer to the right 
past the summing junction; 

c. showing equivalent forward 
transfer function; d. final 
closed-loop transfer function 
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1 
T K 100 5 2.083 5 5 0.1 
O 5 5 5 





D DIOS 
Xı(s) 


FIGURE 5.35 Signal-flow graph for the antenna azimuth position control system 


system. In Figure 5.34(c), all the blocks of the forward transfer function are 
multiplied together, forming the equivalent forward transfer function. Finally, 
the feedback formula is applied, yielding the closed-loop transfer function in 
Figure 5.34(d). 

b. In order to obtain the signal-flow graph of each subsystem, we use the state 
equations derived in the case study of Chapter 3. The signal-flow graph for the 
power amplifier is drawn from the state equations of Eqs. (3.87) and (3.88), and the 
signal-flow graph of the motor and load is drawn from the state equation of 
Eq. (3.98). Other subsystems are pure gains. The signal-flow graph for Figure 5.34(a) 
is shown in Figure 5.35 and consists of the interconnected subsystems. 


The state equations are written from Figure 5.35. First define the state variables as 
the outputs of the integrators. Hence, the state vector is 


x= |X) (5.98) 


Using Figure 5.35, we write the state equations by inspection: 


H = +X2 (5.99a) 
p= —1.71x2 + 2.083¢, (5.99b) 
ASKEA — 100e, + 31.8K6; (5.99c) 


along with the output equation, 








y=0, = 0.1x; (5.100) 
where 1/2 = 0.318. 
In vector-matrix form, 
0 1 0 0 
= 0 —1.71 2.083 |x + 0 Oi (5.101a) 
—3.18K 0 —100 31.8K 
y=[01 0 OJ]x (5.101b) 


c. We now apply Mason’s rule to Figure 5.35 to derive the closed-loop transfer 
function of the antenna azimuth position control system. First find the forward- 
path gains. From Figure 5.35 there is only one forward-path gain: 


T, = G) (K)(100) (5) (2.083) (5) (5) (0.1) = — (5.102) 


S 





Case Studies 


Next identify the closed-loop gains. There are three: the power amplifier loop, 
G_,(s), with e, at the output; the motor loop, Gz2(s), with x2 at the output; and 
the entire system loop, G;3(s), with 6» at the output. 


—100 





Gr (s) = (5.103a) 
—1.71 
G12(s) = — (5.103b) 
1 1\ A -1 —6.63K 
G13(s) = (K)(100) (5) (2.083) (5) (5) (0.1) (=) === (5.103c) 
Only G_;,(s) and G;»(s) are nontouching loops. Thus, the nontouching-loop gain is 
171 
Gri(s)Gzr2(s) = eR (5.104) 


Forming A and A, in Eq. (5.28), we have 
A = 1- [Gr (s) + Gr2(s) + Gra(s)] + [Gz (s)Gz2(8)] 





ot all | ae (5.105) 
s sS s3 s2 
and 
A, =1 (5.106) 


Substituting Eqs. (5.102), (5.105), and (5.106) into Eq. (5.28), we obtain the 
closed-loop transfer function as 

C(s) T141 6.63K 

R(s) A s? + 101.715? + 171s + 6.63K 











(5.107) 


. Replacing the power amplifier with unity gain and letting the preamplifier gain, 
K, in Figure 5.34(b) equal 1,000 yield a forward transfer function, G(s), of 


66.3 


OO ay (5.108) 


Using the feedback formula to evaluate the closed-loop transfer function, we 
obtain 


66.3 
O 2 EiTis-2 663 
From the denominator, wn = 8.14, ¢ = 0.105. Using Eqs. (4.34), (4.38), and 


(4.42), the peak time = 0.388 second, the percent overshoot = 71.77%, and the 
settling time = 4.68 seconds. 


(5.109) 


. The Laplace transform of the step response is found by first multiplying‘ 
Eq. (5.109) by 1/s, a unit-step input, and expanding into partial fractions: 


66.3 s+ 171 


C(s) = =1 

5) = (2 F L71s +66.3) s s24 1.71s + 66.3 
1 
S 








_ 1 _ (8 +0.855) + 0.106(8.097) (5 149) 


(s + 0.855)? + (8.097)? 
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Taking the inverse Laplace transform, we find 


c(t) = 1 — e °°" (cos 8.097t + 0.106 sin 8.0971) (5.111) 
f. For the simplified model we have 
0.0663K 
= eR SZ 
oS) s(s + 1.71) ( ) 


from which the closed-loop transfer function is calculated to be 
0.0663K 
B = 
O = 24 171s + 0.0663K 


From Eq. (4.39) a 10% overshoot yields ¢ = 0.591. Using the denominator of 
Eq. (5.113), wn = V0.0663K and 2¢m, = 1.71. Thus, 
1.71 


t = 5 /00603K 





(5.113) 


= 0.591 (5.114) 


from which K = 31.6. 


CHALLENGE: You are now given a problem to test your knowledge of this chapter’s 
objectives: Referring to the antenna azimuth position control system shown on the 
front endpapers, Configuration 2, do the following: 


a. Find the closed-loop transfer function using block diagram reduction. 


b. Represent each subsystem with a signal-flow graph and find the state-space 
representation of the closed-loop system from the signal-flow graph. 


c. Use the signal-flow graph found in (b) along with Mason’s rule to find the 
closed-loop transfer function. 


d. Replace the power amplifier with a transfer function of unity and evaluate the 
closed-loop percent overshoot, settling time, and peak time for K = 5. 


e. For the system used for (d), derive the expression for the closed-loop step response. 


f. For the simplified model in (d), find the value of preamplifier gain, K, to yield 
15% overshoot. 


UFSS Vehicle: Pitch-Angle Control Representation 


We return to the Unmanned Free-Swimming Submersible (UFSS) vehicle intro- 
duced in the case studies in Chapter 4 (Johnson, 1980). We will represent in state 
space the pitch-angle control system that is used for depth control. 


PROBLEM: Consider the block diagram of the pitch control loop of the UFSS 
vehicle shown on the back endpapers. The pitch angle, 0, is controlled by a 
commanded pitch angle, 6e, which along with pitch-angle and pitch-rate feedback 
determines the elevator deflection, ôe, which acts through the vehicle dynamics to 
determine the pitch angle. Let Kı = K2 = 1 and do the following: 


a. Draw the signal-flow graph for each subsystem, making sure that pitch angle, 
pitch rate, and elevator deflection are represented as state variables. Then 
interconnect the subsystems. 


b. Use the signal-flow graph obtained in a to represent the pitch control loop in 
state space. 


Case Studies 


Elevator 
actuator Vehicle dynamics 


—0.125(s + 0.435) 1 A(s) 
(s + 1.23) s? + 0.2265 + 0.0169 


FIGURE 5.36 Block diagram of the UFSS vehicle’s elevator and vehicle dynamics, from 
which a signal-flow graph can be drawn 





SOLUTION: 


a. The vehicle dynamics are split into two transfer functions, from which the signal- 
flow graph is drawn. Figure 5.36 shows the division along with the elevator 
actuator. Each block is drawn in phase-variable form to meet the requirement 
that particular system variables be state variables. This result is shown in 
Figure 5.37(a). The feedback paths are then added to complete the signal- 
flow graph, which is shown in Figure 5.37(b). 


b. By inspection, the derivatives of state variables x, through x4 are written as 


x = x2 (5.115a) 
x2 = —0.0169x,; — 0.226x2 + 0.435x3 — 1.23x3 — 0.125x4 (5.115b) 
x3 = —1.23x3 — 0.125x4 (5.115c) 
mn = 2x1 + 2x2 —2x4—20c (5.115d) 


Finally, the output y = xı. 





—0.0169 
(a) 





(b) 
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FIGURE 5.37 Signal-flow 
graph representation of the 
UFSS vehicle’s pitch control 
system: a. without position 
and rate feedback; b. with 
position and rate feedback. 
(Note: Explicitly required 
variables are x; = 0, x2 = 
d0/dt, and x4 = ôe.) 
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Commanded Heading 
Heading Heading rudder Rudder Rudder Vehicle (yaw) 
command gain deflection actuator deflection dynamics rate Heading 





VES) +> + O) 2 ôs) | -0.125(s +0.43 [YO] ıı | w9 
— R >) eo "| (54 1.29\s + 0.193) 5 
Yaw 


rate 
sensor 


B: 


FIGURE 5.38 Block diagram of the heading control system for the UFSS vehicle 

















In vector-matrix form the state and output equations are 





0.0169 —0.226 —0.795 —0.125 0 

=| o 0 -123 -0.1255 | oļ® (5.116a) 
2 D 0 a) 3 

y=[1 0 0 Ox (5.116b) 


CHALLENGE: We now give you a problem to test your knowledge of this chapter’s 
objectives. The UFSS vehicle steers via the heading control system shown in 
Figure 5.38 and repeated on the back endpapers. A heading command is the input. 
The input and feedback from the submersible’s heading and yaw rate are used to 
generate a rudder command that steers the submersible (Johnson, 1980). Let Kı = 
K, = 1 and do the following: 


a. Draw the signal-flow graph for each subsystem, making sure that heading angle, 
yaw rate, and rudder deflection are represented as state variables. Then 
interconnect the subsystems. 


b. Use the signal-flow graph obtained in a to represent the heading control loop in 
state space. 


MATLAB 
qu» c. Use MATLAB to represent the closed-loop UFSS heading control 


system in state space in controller canonical form. 





@ summary J 


One objective of this chapter has been for you to learn how to represent multiple 
subsystems via block diagrams or signal-flow graphs. Another objective has been to 
be able to reduce either the block diagram representation or the signal-flow graph 
representation to a single transfer function. 

We saw that the block diagram of a linear, time-invariant system consisted of 
four elements: signals, systems, summing junctions, and pickoff points. These 
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elements were assembled into three basic forms: cascade, parallel, and feedback. 
Some basic operations were then derived: moving systems across summing junctions 
and across pickoff points. 

Once we recognized the basic forms and operations, we could reduce a 
complicated block diagram to a single transfer function relating input to output. 
Then we applied the methods of Chapter 4 for analyzing and designing a second- 
order system for transient behavior. We saw that adjusting the gain of a feedback 
control system gave us partial control of the transient response. 

The signal-flow representation of linear, time-invariant systems consists of two 
elements: nodes, which represent signals, and lines with arrows, which represent 
subsystems. Summing junctions and pickoff points are implicit in signal-flow graphs. 
These graphs are helpful in visualizing the meaning of the state variables. Also, they 
can be drawn first as an aid to obtaining the state equations for a system. 

Mason's rule was used to derive the system’s transfer function from the signal- 
flow graph. This formula replaced block diagram reduction techniques. Mason’s rule 
seems complicated, but its use is simplified if there are no nontouching loops. In 
many of these cases, the transfer function can be written by inspection, with less 
labor than in the block diagram reduction technique. 

Finally, we saw that systems in state space can be represented using different 
sets of variables. In the last three chapters, we have covered phase-variable, cascade, 
parallel, controller canonical, and observer canonical forms. A particular represen- 
tation may be chosen because one set of state variables has a different physical 
meaning than another set, or because of the ease with which particular state 
equations can be solved. 

In the next chapter, we discuss system stability. Without stability we cannot begin 


to design a system for the desired tragyi ago PDF hEHha neers 
ability. 


a system is stable and what effect parameter values have on a system's st 
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1. Name the four components of a block diagram for a linear, time-invariant 
system. 


2. Name three basic forms for interconnecting subsystems. 


3. For each of the forms in Question 2, state (respectively) how the equivalent 
transfer function is found. 


4. Besides knowing the basic forms as discussed in Questions 2 and 3, what other 
equivalents must you know in order to perform block diagram reduction? 

5. For a simple, second-order feedback control system of the type shown in 
Figure 5.14, describe the effect that variations of forward-path gain, K, have 
on the transient response. 

6. For a simple, second-order feedback control system of the type shown in 
Figure 5.14, describe the changes in damping ratio as the gain, K, is 
increased over the underdamped region. 

7. Name the two components of a signal-flow graph. 

8. How are summing junctions shown on a signal-flow graph? 

9. If a forward path touched all closed loops, what would be the value of Ag? 


State Space 
10. Name five representations of systems in state space. ED 
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State Space 


State Space 


State Space 


State Space 


State Space 


State Space 


State Space 


State Space 


State Space 


State Space 
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11. 


12. 


13. 


14. 


15. 


16. 


17. 


18. 


19. 


20. 


21. 


Which two forms of the state-space representation are found using the same 
method? 

Which form of the state-space representation leads to a diagonal matrix? 
When the system matrix is diagonal, what quantities lie along the diagonal? 
What terms lie along the diagonal for a system represented in Jordan canonical 


form? 


What is the advantage of having a system represented in a form that has a 
diagonal system matrix? 

Give two reasons for wanting to represent a system by alternative forms. 

For what kind of system would you use the observer canonical form? 
Describe state-vector transformations from the perspective of different bases. 
What is the definition of an eigenvector? 


Based upon your definition of an eigenvector, what is an eigenvalue? 


What is the significance of using eigenvectors as basis vectors for a system 
transformation? 


Apago PDF Enhancer 


GEE ° ben; D 


1. Reduce the block diagram shown in Figure P5.1toa 2. Find the closed-loop transfer function, T(s) = 
single transfer function, T(s) = C(s)/R(s) Use the C(s)/R(s) for the system shown in Figure P5.2, using 


following methods: 


block diagram reduction. [Section: 5.2] 


a. Block diagram reduction [Section: 5.2] 





b. MATLAB 
R(s) + 1 +K 50 
C 


MATLAB 

















+ 
TFH 
+ 





























FIGURE P5.2 
3. Find the equivalent transfer function, WileyPLUS 
T(s) = C(s)/R(s), for the system shown QULYED 
in Figure P5.3. [Section: 5.2] Control Solutions 





FIGURE P5. 
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APB wig 
“9 + 


+ 
ba ea 
+ 

G5(s) 
enh- 


FIGURE P5.5 

















R(s) + 








C(s) 












































FIGURE P5.3 


6. Reduce the block diagram shown in Figure P5.6 to a 
single block, T(s) = C(s)/R(s). [Section: 5.2] 
4. Reduce the system shown in Figure P5.4 to a 
single transfer function, T(s) = C(s)/R(s). [Sec- 


tion: 5.2 
ion ] soo 
R(s) Q 











e) 

































































R(s) + 
- PDF Enhancer}. + 
S: 
FIGURE P5.6 
7. Find the unity feedback system that is equivalent to 
the system shown in Figure P5.7. [Section: 5.2]. 
FIGURE P5.4 
R(s) z ¥ iz 1 Cs) 
5. Find the transfer function, T(s) = C(s)/R(s), for the ° T g x s+l 
system shown in Figure P5.5. Use the following 
methods: 
a. Block diagram reduction [Section: 5.2] 
n 
b. MATLAB. Use the following MATLAB 6) 
transfer functions: a= 
Gi(s)=1/(s+7), Go(s) =1/(s? + 2s+3), 
G3(s) =1/(s +4), Ga(s) =1/s, 
G(s) = 5/(s +7), Gel) = i f(s? £56420), nee 
Gi(s) = 3/(s+2), Ge(s) =1/(st+ 6). 
Hint: Use the append and connect _ 8. Given the block diagram of a system shown in 
commands in MATLAB’s Control System Figure P5.8, find the transfer function G(s) = 


Toolbox. 27(s)/011(s). [Section: 5.2] 
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61,(s) 282) SON 
































FIGURE P5.8 


9. Reduce the block diagram shown in Figure P5.9 11. For the system shown in Figure P5.11, find the 
to a single transfer function, T(s) = C(s)/R(s). percent overshoot, settling time, and peak time 
[Section: 5.2] for a step input if the system’s response is under- 


damped. (Is it? Why?) [Section: 5.3] 
R(s) +99 








C(s) Z 








FIGURE P5.11 























PDF Enhancer shown in Figure P5.12, find 
the output, c(t), if the input, r(t), is a unit step. 


FIGURE P5.9 [Section: 5.3] 
10. Reduce the block diagram shown in WileyPLUS 
Figure P5.10 to a single block repre- WPCS Ris) Cs) 
senting the transfer function, T(s) = control Solutions 








C(s)/R(s). [Section: 5.2] 


Eo} 
13. For the system shown in Figure P5.13, find the poles 
of the closed-loop transfer function, T(s) = C(s)/ 
ae 


R(s). [Section: 5.3] 





FIGURE P5.12 


















R(s) 











FIGURE P5.10 FIGURE P5.13 























14. 


15. 


16. 


R(s) + 


17. Find the following for the system shown 


Rs) + 


For the system of Figure P5.14, find the value of 
K that yields 10% overshoot for a step input. 
[Section: 5.3] 


R(s) + K 
& s(s+30) 


C(s) 











FIGURE P5.14 
For the system shown in Figure P5.15, find K and a 


to yield a settling time of 0.15 second and a 30% 
overshoot. [Section: 5.3] 


R(s) + E(s) K 
S(S + Q) 


FIGURE P5.15 


C(s) = 














For the system of Figure P5.16, find the values of K, 
and K, to yield a peak time of 1.5 second and a 
settling time of 3.2 seconds for the closed-loop 
system’s step response. [Section: 5.3] 


C(s) 





Ky 


Q 
= = ADACIO 














FIGURE P5.16 


WileyPLUS 
in Figure P5.17: [Section: 5.3] 


a. The equivalent single block that 
represents the transfer function, 
T(s) = C(s)/R(s). 

b. The damping ratio, natural frequency, percent 
overshoot, settling time, peak time, rise time, and 
damped frequency of oscillation. 


Control Solutions 

















$ 1 20 C(s) 


FIGURE P5.17 


18. 


19. 
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20. Find G(s) = Eo(s)/T(s) for the system 
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Problems 
For the system shown in Figure P5.18, find ¢, œn, 


percent overshoot, peak time, rise time, and settling 
time. [Section: 5.3] 


RG) + > EO) | _ 38343 
_ s(s + 200) 


FIGURE P5.18 


C(s) 


> 











A motor and generator are set up to drive a load as 
shown in Figure P5.19. If the generator output 
voltage is e,(t) = Kyi(t), where it) is the genera- 
tor’s field current, find the transfer function 
G(s) = 6,(s)/E;i(s). For the generator, Kp =2. 
For the motor, K, = 1 N-m/A, and K, = 1 V-s/rad. 





KO) 




















ae TF | 


4 N-m-s/rad 





FIGURE P5.19 


WileyPLUS 
shown in Figure P5.20. 


10 V 
t 
a1) 4 1 Turn pot 


Control Solutions 


T(t) 


MN 



































No 
C 
[E 
Buffer 1X 
—>»| amplifier 
gain = 1 7 = eð 
FIGURE P5.20 


21. Find the transfer function G(s) = E,(s)/T(s) for the 


system shown in Figure P5.21. 
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T(t) 
K = 5 N-m/rad 50 V 
2 H0000 





10 Turn pot 





D=2 N-m-s/rad |77 | 
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Buffer 
amplifier 
gain = 1 











FIGURE P5.21 


22. Label signals and draw a signal-flow graph for each 
of the block diagrams shown in the following prob- 
lems: [Section: 5.4] 


a. Problem 1 
b. Problem 3 
c. Problem 5 


23. Draw a signal-flow graph for each of the State Space 
following state equations: [Section: 5.6] 
0 1 0 0 
a x=| 0 0 1]x+/]0]r 
-2 -4 -6 
y=[1 1 oO} A ago PDF 
0 1 0 0 
b. x=| 0 -3 1jx+]ļ|ijļr 
-3 -4 -5 1 
y=[1 2 OJx 
7 1 0 1 
«© x= |]-3 2-1}]x+]2]r 
-1 0 2 1 
y=[1 3 2)x 


24. State Space 


Given the system below, draw a signal-flow 
graph and represent the system in state space 


in the following forms: [Section: 5.7] 


a. Phase-variable form Wileyptus 


b. Cascade form ; 
Control Solutions 
10 


OS) = orere 
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25. Repeat Problem 24 for State Space 


20 


GS) = eae SG aS) 





[Section: 5.7] 


26. Using Mason’s rule, find the transfer function, 
T(s) = C(s)/R(s), for the system represented in 
Figure P5.22. [Section: 5.5] 


G(s) G(s) G3(s) G4(s) 





FIGURE P5.22 


27. Using Mason’s rule, find the transfer function, 
T(s) = C(s)/R(s), for the system represented by 
Figure P5.23. [Section: 5.5] 


G,(s) G(s) 
R(s)O 


G4(s) 





H3(s) 


Enhance sure 95.23 


28. Use Mason’s rule to find the transfer function of 
Figure 5.13 in the text. [Section: 5.5] 


Use block diagram reduction to find the transfer 
function of Figure 5.21 in the text, and compare 
your answer with that obtained by Mason’s rule. 
[Section: 5.5] 

Represent the following systems in state 
space in Jordan canonical form. Draw the 
signal-flow graphs. [Section: 5.7] 


29. 


30. State Space 














(s + 1)(s +2) 
. G(s) = ——_—>— 
a A) =a) 
= (s +2) 
b GO = FEET 
(s +3) 
. G(s) = 
en (s+ 2)°(s + 4)(s +5) 








31. Represent the systems below in state space 
in phase-variable form. Draw the signal-flow 


State Space 


graphs. [Section: 5.7] 


s+3 


ONS) a ET 


WileyPLUS 


Control Solutions 


32. 


33. 

















s*+2s+6 
Ble s? +552 +2541 
$ + 2s" ++ 79+ 1 
e GU)= s* + 393 + 5s? + 6s +4 
Repeat Problem 31 and represent each State Space 


system in controller canonical and ob- 
server canonical forms. [Section: 5.7] 
Represent the feedback control systems State Space 
shown in Figure P5.24 in state space. 

When possible, represent the open-loop transfer func- 
tions separately in cascade and complete the feedback 
loop with the signal path from output to input. Draw 
your signal-flow graph to be in one-to-one correspon- 
dence to the block diagrams (as close as possible). 
[Section: 5.7] 








(a) 


C(s) 























34. 





C(s) 


R(s) + E(s) 16(s +2) 
X (s+ 1) 








(d) 
FIGURE P5.24 


You are given the system shown in state Space 
Figure P5.25. [Section: 5.7] ED 


a. Represent the system in state space in phase- 
variable form. 


35. 


36. 


37. 


Problems 
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b. Represent the system in state space in any other 
form besides phase-variable. 


R(s) + E(s) 10 
F 5(s + 1)(s +2) 


FIGURE P5.25 


C(s) 











Repeat Problem 34 for the system shown in 
Figure P5.26. [Section: 5.7] 











Rs) + 10(s + 2)(s + 3) C(s) 
si G+ DG+ 4645646) = 
FIGURE P5.26 
MATLAB 


Use MATLAB to solve Problem 35. 


Represent the system shown in Figure P5.27 State Space 
in state space where x;(t), x3(t), and x4(t), as 

shown, are among the state variables, c(t) is the output, 
and x2(f) is internal to X; (s)/X3(s). [Section: 5.7] 


ago PDF Enhancer 


Cs) 





R(s) + E(s) 1 | Xa(s)] 1 | X3(s) ] 1 XW 1 
F 5 5 st] 


38. 














FIGURE P5.27 


Consider the rotational mechanical State Space 


system shown in Figure P5.28. 

a. Represent the system as a signal-flow graph. 

b. Represent the system in state space if the output 
is 0(f). 

T(t) OX) 


2 N-m-s/rad 
| 





3 N-m-s/rad 




















39. 


























2 N-m/rad 


4 N-m/rad 
FIGURE P5.28 


1 N-m/rad 


Given a unity feedback systemwith MATLAB 
the forward-path transfer func- CTD 
tion 





State Space 
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use MATLAB to represent th 
system in state space in 


closed loop 


a. phase-variable form; 


b. parallel form. 


40. Consider the cascaded subsystems shown State space 
in Figure P5.29. If G,(s) is represented in 


state space as WileyPLUS 


42. 


xy = Ayx, + Bır 
yı = Cm 


Control Solutions 


and G;(s) is represented in state space as 


X2 = A2x2 + Boy, 
y2 = Cox 


show that the entire system can be represented in state 
space as 











Reduction of Multiple Subsystems 


Gy(s) 


FIGURE P5.30 


R(s) 


& Y(s) 
+ 








Consider the subsystems shown in Figure State Space 
P5.31 and connected to form a feedback 
system. If G(s) is represented in state space as 


xy = A,x, + Bye 
y = 0x1 


and H>(s) is represented in state space as 


X2 = A2x2 + Boy 
p = Cx 


ši Ai: 0 xı Bı show that the closed-loop system can be represented 
ee Wey ate” eee eek [oops lars F in state space as 
X2 B.C; A2 X2 0 
X1 Ay —B,C, X1 Bı 
a E e E A E eee Heer 
y2 = | 0 C2 ] a Xx) B.C; A2 X2 0 
Apago PDF Enhancer al 
RO) Yo(s) yY = [CQ :0]]--- 
X2 





FIGURE P5.29 


41. Consider the parallel subsystems shown in State space 


Figure P5.30. If G;(s) is represented in state 
space as 

xı = Ayx, + Bur 

yı = Cixi 


and G(s) is represented in state space as 


X2 = A2X2 + Bər 
y2 = Coxe 


show that the entire system can be represented in state 
space as 


X1 A; : 0 X1 Bı 
S hisi a ashe? thi TET + e |F 
X2 0 A2 X2 B2 
X1 
y =[a c] Caba 


43. Given the system represented in state 








FIGURE P5.31 


State Space 
space as follows: [Section: 5.8] 


-1 -7 6 —5 
x=/-8 4 8|x+]-—7|r 
4 7 -8 5 
y =[-9 -9 —-8]x 
convert the system to one where the new state 
vector, Z, iS 
—4 9 -3 
E= 0 —4 7 X 
-1 -4 -9 


44. Repeat Problem 43 for the following State Space 
system: [Section: 5.8] ED 
-5 1 1 9 
x=] 9 -9 —9|x+]-4]r 
-9 -1 8 0 
y=[-2 —4 1)x 
and the following state-vector transformation: 
5 -4 9 
z=|6 -7 6 {x 
6 -5 -3 
45. Diagonalize the following system: State Space 
[Section: 5.8] ED 
-5 -5 4 —1 WileyPLUS 
x= 2 0 -2|x+ 2 jr 
0 -2 -1 —2 Control Solutions 
y=[-1 1 2]x 
46. Repeat Problem 45 for the following State Space 
system: [Section: 5.8] ED 
—10 -3 7 1 
x= 18.25 6.25 —11.75 |x4+ |3[r 
-7.25 2.25 go| PDF 
y=[1 -2 4)x 
47. Diagonalize the systemin Problem 46 MATLAB 
using MATLAB. 
48. During ascent the space shuttle is steered by com- 


mands generated by the computer’s guidance calcula- 
tions. These commands are in the form of vehicle 
attitude, attitude rates, and attitude accelerations ob- 
tained through measurements made by the vehicle’s 
inertial measuring unit, rate gyro assembly, and accel- 
erometer assembly, respectively. The ascent digital 
autopilot uses the errors between the actual and com- 
manded attitude, rates, and accelerations to gimbal the 
space shuttle main engines (called thrust vectoring) 
and the solid rocket boosters to effect the desired 
vehicle attitude. The space shuttle’s attitude control 
system employs the same method in the pitch, roll, and 
yaw control systems. A simplified model of the pitch 
control system is shown in Figure P5.32.* 


“Source of background information for this problem: Rockwell 
International. 
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a. Find the closed-loop transfer function relating 
actual pitch to commanded pitch. Assume all 
other inputs are zero. 


b. Find the closed-loop transfer function relating 
actual pitch rate to commanded pitch rate. 
Assume all other inputs are zero. 


c. Find the closed-loop transfer function relating 
actual pitch acceleration to commanded pitch 
acceleration. Assume all other inputs are zero. 


Commanded 
pitch 
acceleration 


Commanded 
pitch 
rate 

Shuttle 


Commanded Controller dynamics 

+ + . 

itch + + + Pitch 

eo fde 
i | A | g \ 


Pitch 
error 





Pitch 
rate 
error 


Pitch 
acceleration 


error Accelerometer 








Rate gyro 


Inertial measuring unit 


Enhancer 


FIGURE P5.32 Space shuttle pitch control system 
(simplified) 

















49. An AM radio modulator generates the 
product of a carrier waveform and a 
message waveform, as shown in Figure 
P5.33 (Kurland, 1971). Represent the system in state 
space if the carrier is a sinusoid of frequency w = a, and 
the message is a sinusoid of frequency w = b. Note that 
this system is nonlinear because of the multiplier. 


State Space 


Antenna 


Message 
waveform 





Carrier 
waveform 


FIGURE P5.33 AM modulator 


Multiplier 


50. A model for human eye movement consists of the 
closed-loop system shown in Figure P5.34, where an 
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Nervous 
Object Brain system Muscle E 
position 








ye Eye 
K2 position 
K 
g 


Muscle spindles position feedback 





Muscle spindles rate feedback 








K4s 
(s +.a2) 





FIGURE P5.34 Feedback control system representing human 
eye movement 


object’s position is the input and the eye position is 
the output. The brain sends signals to the muscles 
that move the eye. These signals consist of the 
difference between the object’s position and the 
position and rate information from the eye sent 
by the muscle spindles. The eye motion is modeled 
as an inertia and viscous damping and assumes no 
elasticity (spring) (Milhorn, 1966). Assuming that 
the delays in the brain and nervous system are 
negligible, find the closed-loop transfer function 
for the eye position control. 


51. A HelpMate transport robot, shown in WileyPLUS 


Figure P5.35(a), is used to deliver goods 
in a hospital setting. The robo 
liver food, drugs, laboratory materials, and patients’ 
records (Evans, 1992). Given the simplified block 
diagram of the robot’s bearing angle control system, 
as shown in Figure P5.35(b), do the following: 





Reduction of Multiple Subsystems 








Aga Hur 





Desired Actual 
bearing ni Motor and 5 bearing 
angle Computer ey controller sena Vehicle angle 
Wels) + position + 5 position 1 w(s) 

K ss +2) se +3) = 












(b) 


FIGURE P5.35 a. HelpMate robot used for in-hospital 
deliveries; b. simplified block diagram for bearing 
angle control 


a. Find the closed-loop transfer function. 


b. Represent the system in state space, State Space 


where the input is the desired bearing 
angle, the output is the actual bearing angle, and 
the actual wheel position and actual bearing 
angle are among the state variables. 


c. Simulate the closed-loop MATLAB 
system using MATLAB. Obtain qa» 
the unit step response for different 
values of K that yield responses from 
overdamped to underdamped to unstable. 








52. Automatically controlled load testers can be used to 
Enhance gability under real-life conditions. 
The tester consists of a load frame and specimen 
as shown in Figure P5.36(a). The desired load is 





Crosshead 



















































































Load ey | ĉe 
cell [Ae > 
Grip 
Specimen 
2 a 
: i E 
G Grip Z 
B o 
258 | Current ty Z Actuator 
amplifier > 
(a) 
Current Load, frame, specimen, 
Desiredioad Controller amplifier oad cell Actual load 
Eis) | 0.06 15 x106 FO) 








s+720 s3 + 8252+ 4 x 106s + 2 x 107 





FAs) + 
£ >) >| 1666.67 


| EAs) 1 be 





























(b) 
FIGURE P5.36 a. Load tester, (© 1992 IEEE) b. approximate 
block diagram 


53. 


54. 


55. 


56. 


input via a voltage, e;(t), to a current amplifier. The 
output load is measured via a voltage, e;(t), from a 
load cell measuring the load on the specimen. 
Figure P5.36(b) shows an approximate model 
of a load testing system without compensation 
(Bailey, 1992). 


F State Space 
a. Model the system in state space. D 
b. Simulate the step response MATLAB 


using MATLAB. Is the re- ( ML )] 
sponse predominantly first 

or secondorder? Describe the charac- 
teristics of the response that need 
correction. 


Consider the F4-E aircraft of Problem 22, 
Chapter 3. If the open-loop transfer func- 
tion relating normal acceleration, A,,(s), 
to the input deflection command, 6,(s), is approxi- 
mated as 











State Space 


—272(s* + 1.95 + 84) 
© (s+ 14)(s — 1.8)(s + 4.9) 
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57. Problem 12 in Chapter 1 describes a high-speed pro- 


portional solenoid valve. A subsystem of the valve is 
the solenoid coil shown in Figure P5.37. Current 
through the coil, L, generates a magnetic field that 
produces a force to operate the valve. Figure P5.37can 
be represented as a block diagram (Vaughan, 1996) 


+ 
R = vrt) 


FIGURE P5.37 Solenoid coil circuit 








a. Derive a block diagram of a feedback system that 
represents the coil circuit, where the applied 
voltage, v,(t), is the input, the coil voltage, 
v(t), is the error voltage, and the current, i(t), 
is the output. 


b. For the block diagram found in Part a, find the 
Laplace transform of the output current, J(s). 


c. Solve the circuit of Figure P5.37 for I(s), and 


(Cavallo, 1992), find the state Ap aRGe"PDE Enhamee Fou result in Part b. 


a. Phase-variable form 

b. Controller canonical form 

c. Observer canonical form 

d. Cascade form 

e. Parallel form 

Find the closed-loop transfer function of the 
Unmanned Free-Swimming Submersible vehicle’s 


pitch control system shown on the back endpapers 
(Johnson, 1980). 








Repeat Problem 54 using MATLAB. om 
Use Simulink to plot the effects Simulink 
of nonlinearities upon the ( SL o] 
closed-loop step response of 

the antenna azimuth position control 


system shown onthe front endpapers, Con- 
figuration 1. In particular, consider 
individually each of the following 
nonlinearities: saturation (+5 volts), 
backlash (dead-band width 0.15), dead- 
zone (—2 to +2), as well as the linear 
response. Assume the preamplifier gain 
is 100 and the step input is 2 radians. 











58. Ktesibios’ water clock (see Section 1.2) is probably 


the first man-made system in which feedback was 
usedin a deliberate manner. Its operations are shown 
in Figure P5.38(a). The clock indicates time progres- 
sively on scale D as water falls from orifice A toward 
vessel B. Clock accuracy depends mainly on water 
height hy in the water reservoir G, which must be 
maintained at a constant level h, by means of the 
conical float F that moves up or down to control the 
water inflow. Figure P5.38(b) shows a block diagram 
describing the system (Lepschy, 1992). 

Let q;(t) and q,(t) represent the input and output 
water flow, respectively, and h,, the height of water 
in vessel B. Use Mason’s rule to find the following 
transfer functions, assuming « and £ are constants: 


a. 
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e. Using the above transfer functions, show that if c. What condition on the inputs u, and u2 will result 
h,(t) = constant, then q,(t) = constant and h(t) in u = 0? 
increases at a constant speed. 








AG,(s) kK 











H + 
qi uy Gs) G,(s) + A Pc, 
Sexe 


+ y=u 
>= A =| G(s) > 
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x, uz + 
\ = Gs) G,(s) P 
H A Pca 
n 
| do AG,(s) -* 
t Š FIGURE P5.39 Actuator block diagram (© 1995 IEEE) 
CAN 60. Figure P5.40 shows a noninverting operational 
H p amplifier. 
R; Ry 





(a) ~T 
Apago PDF Enhancer” 


h, hp h vÈ 





















































(a) (b) 
() FIGURE P5.40 a. Noninverting amplifier; b. block diagram 








FIGURE P5.38 a. Ktesibios’ water clock; b. water clock block 
diagram (© 1992 IEEE) Assuming the operational amplifier is ideal, 


a. Verify that the system can be described by the 


; ate . following two equations: 
59. Some robotic applications can benefit from actuators E q 


in which load position as well as exerted force are Vo = A (vi — Vo) 
controlled. Figure P5.39 shows the block diagram of R; 
such an actuator, where u, and uz are voltage inputs v= Rik Vo 


to two coils, each of which controls a pneumatic 


piston, and y represents the load displacement. b. Check that these equations can be described by 
The system’s output is u, the differential pressure the block diagram of Figure P5.40(b) 
acting on the load. The system also has a disturbance 


; ; c. Use Mason’s rule to obtain the closed-loop sys- 
input fext, which represents external forces that are not P 5Y 





system generated, but are acting on the load. A is a tem transfer function Vols) 
constant (Ben-Dov, 1995). Use any method to obtain: Vi(s) 
a. An expression for the system’s output in terms of d. Show that when A > oo, Vols) _ T Ry 





the inputs uı and uz (Assume f,,, = 0.) Vi(s) Ri 


b. An expression for the effect of fext on the output 61. Figure P5.41 shows the diagram of an inverting 
u (Assume u and u2 = 0.) operational amplifier. 




















FIGURE P5.41 Inverting operational amplifier 


a. Assuming an ideal operational amplifier, use a 
similar procedure to the one outlined in Problem 
60 to find the system equations. 


b. Draw a corresponding block diagram and obtain 








the transfer function Vols) . 
Vi(s) 
c. Show that when A — ov, Vols) _ Af. 
V;i(s) Ri 


62. Figure P5.42(a) shows an n-channel enhancement- 
mode MOSFET source follower circuit. Figure 
P5.42(b) shows its small-signal equivalent (where 
Ri = Rı||R2) (Neamen, 2001). 

a. Verify that the equations governing this circuit 
are 


Vin 


v RLR’ Ves = Vin — VA PAGOR RPDE 





b. Draw a block diagram showing the relations 
between the equations. 

Vo(s) 

Vi(s) 





c. Use the block diagram in Part b to find 





gs = ; 
= Yo 


Ss &inV gs A) SS 


























“© 











(a) (b) 
FIGUREP5.42 a. Ann-channel enhancement-mode MOSFET 
source follower circuit; b. small-signal equivalent 


63. A car active suspension system adds an active hydrau- 
lic actuator in parallel with the passive damper and 
spring to create a dynamic impedance that responds to 
road variations. The block diagram of Figure P5.43 
depicts such an actuator with closed-loop control. 
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r+ 


-rH 
£ s2 + 0 Ms 
— 
| 
Xj = X x 
[m J 3 E 3 
S+ E 


FIGURE P5.43 (© 1997 IEEE) 











In the figure, K, is the spring constant of the tire, 
M ysis the wheel mass, r is the road disturbance, x, is 
the vertical car displacement, x3 is the wheel vertical 
displacement, w% = we is the natural frequency of 
the unsprung system and ¢ is a filtering parameter to 
be judiciously chosen (Lin, 1997). Find the two 


transfer functions of interest: 
X3(s) 
R(s) 
X(s) 
R(s) 








The basic unit of skeletal and cardiac muscle cells is 
a sarcomere, which is what gives such cells a striated 
(parallel line) appearance. For example, one bicep 
cell has about 10° sarcomeres. In turn, sarcomeres 
are composed of protein complexes. Feedback 
Enhanocen an important role in sarcomeres 
and thus muscle contraction. Namely, Fenn’s law 
says that the energy liberated during muscle con- 
traction depends on the initial conditions and the 
load encountered. The following linearized model 
describing sarcomere contraction has been devel- 
oped for cardiac muscle: 


64. 


A —100.2 —20.7 —30.7 200.37 7 A 208 
r| | 40 -20.22 4995 5261|| T —208 
Ùl 0 1022 -59.95 —526.1| | u | * | -108.8 ule) 
SL 0 0 0 0 SL =f 

A 
y=[0 1570 1570 59400] — 6240u(t) 

SL 


where 


A = density of regulatory units with bound calcium 
and adjacent weak cross bridges (uM) 
T = density of regulatory units with bound calcium 
and adjacent strong cross bridges (M) 
U = density of regulatory units without bound 
calcium and adjacent strong cross bridges (M) 
SL = sarcomere length (m) 
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The system’s input is u(t) = the shortening muscle velocity 
in meters/second and the output is y; = muscle force 
output in Newtons (Yaniv, 2006). 

Do the following: 


MATLAB 


a. Use MATLAB to obtain the 

Y(s) 

U(s) 

b. Use MATLAB to obtain a partial- 
Y(s) 
U(s)" 


c. Draw a signal-flow diagram of the 
system in parallel form. 





transfer function 


MATLAB 








fraction expansion for 


State Space 


d. Use the diagram of Part ¢ to express the State space 
system in state-variable form with 
decoupled equations. 


65. An electric ventricular assist device (EVAD) has 
been designed to help patients with diminished but 
still functional heart pumping action to work in 
parallel with the natural heart. The device consists 
of a brushless dc electric motor that actuates on a 
pusher plate. The plate movements help the ejec- 
tion of blood in systole and sac filling in diastole. 


System dynamics during syidkagevPDE EQ 


found to be: 


x 0 1 0 x 0 
v | = | 0 —68.3 —7.2 v | + | 425.4 |e, 
Pao 0 3.2 —0.7 | | Pao 0 


The state variables in this model are x, the pusher 
plate position, v, the pusher plate velocity, and P30, 
the aortic blood pressure. The input to the system is 
€m, the motor voltage (Tasch, 1990). 


a. Use MATLAB to find a similarity _ MATLAB 
transformation to diagonalize 
the system. 

b. Use MATLAB and the obtained MATLAB 





Similarity transformation 
of Part a to obtain a diagonalized 
expression for the system. 





66. In an experiment to measure and identify postural 
arm reflexes, subjects hold with their hands a linear 
hydraulic manipulator. A load cell is attached to the 
actuator handle to measure resulting forces. At the 
application of a force, subjects try to maintain a 
fixed posture. Figure P5.44 shows a block diagram 
for the combined arm-environment system. 


Reduction of Multiple Subsystems 














D(s) 
X + 
Environment ns) H,(s) CS) 
U +E F,(s) 
Arm QS Hís) aid 
— 
Xa Fals) + 
O | no ——(&) 
F, ref(S) 
A(s) 
FIGURE P5.44 


In the diagram, H,(s) represents the reflexive length 

and velocity feedback dynamics; H,:(s) the activa- 

tion dynamics, H;(s) the intrinsic act dynamics; 

H,(s) the hand dynamics; H,(s) the environmental 

dynamics; X;,(s) the position of the arm; X,(s) the 

measured position of the hand; F,(s) the measured 

interaction force applied by the hand; Fint(s) the 

intrinsic force; F,.¢(s) the reflexive force; A(s) the 

exive activation; and D(s) the external force 
GAH Vlugt, 2002). 

a. Obtain a signal-flow diagram from the block 
diagram. 

Fils) 

D(s) 

67. Use LabVIEW s Control Design and 
Simulation Module to obtain the 
controller and the observer ca- 
nonical forms for: 


b. Find 





State Space 


LabVIEW 








7 s? +7s+2 
~ 83 +9s2+26s+24 





G(s) 


68. A virtual reality simulator with haptic (sense of 
touch) feedback was developed to simulate the 
control of a submarine driven through a joystick 
input. Operator haptic feedback is provided 
through joystick position constraints and simula- 
tor movement (Karkoub, 2010). Figure P5.45 
shows the block diagram of the haptic feedback 
system in which the input uz is the force exerted by 
the muscle of the human arm; and the outputs are 
ys, the position of the simulator, and y,, the posi- 
tion of the joystick. 
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FIGURE P5.45 Copyright © 2010 Cambridge University 
Press. Reprinted with permission. 








Y;(s) 


a. Find the transfer function . 
Un (s) 
) 





j(s 
Un(s) 

69. Some medical procedures require the insertion of a 
needle under a patient’s skin using CT scan monitoring 
guidance for precision. CT scans emit radiation, posing 
some cumulative risks for medical personnel. To avoid 
this problem, aremote control robot has been developed 
(Piccin, 2009). The robot controls the needle in position 
and angle in the constraint spac 
and also provides the physician with force feedback 
commensurate with the insertion opposition encoun- 
tered by the type of tissue in which the needle is inserted. 
The robot has other features that give the operator the 





b. Find the transfer function 
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FIGURE P5.46 
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similar sensations and maneuverability as if the needle 
was inserted directly. Figure P5.46 shows the block 
diagram of the force insertion mechanism, where Fp 
is the input force and X; is the output displacement. 
Summing junction inputs are positive unless indicated 
with a negative sign. By way of explanation, Z = imped- 
ance; G=transfer function; C;=communication 
channel transfer functions; F= force; X = position. 
Subscripts A and m refer to the master manipulator. 
Subscripts s and e refer to the slave manipulator. 

a. Assuming Z, = 0, Ci = Cs, C2 = 1+ Ce and 
C4 = —Cm use Mason’s Rule to show that the 
transfer function from the operators force input 
Fp to needle displacement X; is given by 


_ Xi(s) _ Zm 'C2(1 + G;Cs) 
Fils) 1+G,C,+Z,, "(Cm + CoZeGsCy) 


Xa(s) = Y(s) 
Fi(s) 14+ Y(s)Zn 


Y(s) 





b. Now with Z, 4 0 show that 





70. A hybrid solar cell and diesel power distribution 
system has been proposed and tested (Lee, 2007). 
The system has been shown to have a very good 
uninterruptible power supply as well as line voltage 


regulation. capabilities. Figure P5.47 shows a 
ago PDF ERRAN R beam of the system. The output, 


VŁoaa, is the voltage across the load. The two inputs 
are Icp the reference current, and [pjs;, the distur- 
bance representing current changes in the supply. 


a. Refer to Figure P5.47 and find the transfer func- 


V 
tion Load(S) 
Icp(s) 
b. Find the transfer function Vtoaa(s) 
I pist(S) 


71. Continuous casting in steel production is essentially 
a solidification process by which molten steel is 


Lek 








FIGURE P5.47 
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solidified into a steel slab after passing through a 
mold, as shown in Figure P5.48(a). Final product 
dimensions depend mainly on the casting speed V, 
(in m/min), and on the stopper position X(in %) that 
controls the flow of molten material into the mold 
(Kong, 1993). A simplified model of a casting system is 
shown in Figure P5.48(b) (Kong, 1993) and (Graebe, 
1995). In the model, H,, = mold level (in mm); H, = 
assumed constant height of moltensteelin the tundish; 
D,=mold thickness = depth ofnozzleimmergedinto 
molten steel; and W,= weight of molten steel in the 
tundish. 
For a specific setting let A,,=0.5 and 


0.63 
G(s) = 50,926 
Also assume that the valve positioning loop may be 
modeled by the following second-order transfer 
function: 


X(s) 100 


Cvs) =F (6) = F4 10s +100 





and the controller is modeled by the following 
transfer function: 


1.6(s? + 1.25s + 0.25 
Gc(s) = ( 
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b) 
FIGURE P5.48 Steel mold process: a. process (© 1993 IEEE); 
b. block diagram 


Reduction of Multiple Subsystems 


The sensitivity of the mold level sensor is 6 = 0.5 and 

the initial values of the system variables at t=O" are: 

RO") = 0; Yc(07) =X) = 41.2; AH,,(0-) = 0; 

H,,(0") = —75;AV,(0-) = 0; and V,(0°) =0. Do 

the following: 

a. Assuming v,(t) is constant [Av, = 0], find the 
closed-loop transfer function T (s) = AH m(s)/ R(s). 


Simulink 


b. For r(t) = 5 u(t), vp(t) = 0.97 u(t), 


andH,(0~) =—75mm, use Simulink 

to simulate the system. Record the time 
andmold level (inarray format) by con- 
necting them to Workspace sinks, eachof 
which shouldcarrythe respective varia- 
blename. Afterthesimulationends, uti- 
lize MATLAB plot commands to obtain and 
edit the graph of h,(t) from t=0 to 80 
seconds. 











72. A simplified second-order transfer function model 


for bicycle dynamics is given by State Space 





d(s) bh (° m 4 


PDF Enhan CET ine steering angle, and the output is 


g(s), the tilt angle (between the floor and the bicycle 
longitudinal plane). In the model parameter a is the 
horizontal distance from the center of the back wheel 
to the bicycle center of mass; b is the horizontal 
distance between the centers of both wheels; A is 
the vertical distance from the center of mass to the 
floor; Vis the rear wheel velocity (assumed constant); 
and g is the gravity constant. It is also assumed that 
the rider remains at a fixed position with respect to 
the bicycle so that the steer axis is vertical and that all 
angle deviations are small (Astrom, 2005). 


a. Obtain a state-space representation for the bicy- 
cle model in phase-variable form. 

b. Find system eigenvalues and eigenvectors. 

c. Find an appropriate similarity transformation 


matrix to diagonalize the system and obtain 
the state-space system’s diagonal representation. 


73. It is shown in Figure 5.6(c) that when negative 
feedback is used, the overall transfer function for 
the system of Figure 5.6(b) is 

C(s)_ G(s) 
R(s) 1+ G(s)H(s) 





Develop the block diagram of an alternative feed- 
back system that will result in the same closed-loop 
transfer function, C(s)/R(s), with G(s) unchanged 
and unmoved. In addition, your new block diagram 
must have unity gain in the feedback path. You can 
add input transducers and/or controllers in the main 
forward path as required. 


DESIGN PROBLEMS 

74. The motor and load shown in Figure P5.49(a) are 
used as part of the unity feedback system shown in 
Figure P5.49(b). Find the value of the coefficient of 
viscous damping, Dz, that must be used in order to 
yield a closed-loop transient response having a 
20% overshoot. 
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(b) 
FIGURE P5.49 Position control: a. motor and load; b. block 
diagram 


75. Assume that the motor whose transfer function is 
shown in Figure P5.50(a) is used as the forward path 
of a closed-loop, unity feedback system. 


a. Calculate the percent overshoot and settling time 
that could be expected. 


b. You want to improve the response found in Part 
a. Since the motor and the motor constants 
cannot be changed, an amplifier and a tachome- 
ter (voltage generator) are inserted into the loop, 
as shown in Figure P5.50. Find the values of K, 
and K, to yield a 16% overshoot and a settling 
time of 0.2 second. 


Problems 
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Motor 


E(s) | i 25 C(s) = 
5 s(s +1) 


R(s) + 











R(s) + C(s) = 











Tachometer 








(b) 
FIGURE P5.50 a. Position control; b. position control with 
tachometer 


76. The system shown in Figure P5.51 will have its 
transient response altered by adding a tachometer. 
Design K and K; in the system to yield a damping 
ratio of 0.69. The natural frequency of the system 
before the addition of the tachometer is 10 rad/s. 


Tachometer 
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FIGURE P5.51 Position control 
WileyPLUS 


Control Solutions 


77. The mechanical system shown in Figure 
P5.52(a) is used as part of the unity feed- 
back system shown in Figure P5.52(b). 
Find the values of M and D to yield 20% overshoot 
and 2 seconds settling time. 
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FIGURE P5.52 a. Motor and load; (figure continues) 
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; Motor 
EC) 500 Ed(s) | & 
load 


(b) 





FIGURE P5.52 (Continued) b. motor and load in feedback 
system 


78. Assume ideal operational amplifiers in the circuit of 


Figure P5.53. 


a. Show that the leftmost operational amplifier works 
as a subtracting amplifier. Namely, v4 = Vo — Vin. 

b. Draw a block diagram of the system, with the 
subtracting amplifier represented with a sum- 
ming junction, and the circuit of the rightmost 
operational amplifier with a transfer function in 
the forward path. Keep R as a variable. 


c. Obtain the system’s closed-loop transfer function. 

d. For a unit step input, obtain the value of R that 
will result in a settling time T, = 1 msec. 

e. Using the value of R calculated in Part d, make a 
sketch of the resulting unit step response. 
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FIGURE P5.53 


PROGRESSIVE ANALYSIS AND DESIGN PROBLEMS 
79. High-speed rail pantograph. Problem 21 in Chapter 1 


discusses the active control of a pantograph mechanism 
for high-speed rail systems. In this problem you found a 
functional block diagram relating the output force 
(actual) to the input force (desired output). In Problem 
67, Chapter 2, you found the transfer function for the 
pantograph dynamics, that is, the transfer function 
relating the displacement of the spring that models 
the head to the applied force, or G(s) = (Y;(s)— 
Ycat(S)) /Fup(s) (O’Connor, 1997). We now create a 
pantograph active-control loop by adding the following 
components and following your functional block dia- 
gram found in Problem 21, Chapter 1: input transducer 
(Gi(s) = 1/100), controller (G,(s) = K), actuator 


80. 


Reduction of Multiple Subsystems 


(Ga(s) = 1/1000), pantograph spring (K, = 82.3 x 

10°N/m), and sensor (H,(s) = 1/100). 

a. Using the functional block diagram from your 
solution of Problem 21 in Chapter 1, and the 
pantograph dynamics, G(s), found in Problem 67, 
Chapter 2, assemble a block diagram of the 
active pantograph control system. 


b. Find the closed-loop transfer function for the 
block diagram found in Part a if K = 1000. 


c. Represent the pantograph dynamics State Space 
in phase-variable form and find a 
state-space representation for the closed-loop 


system if K = 1000). 


Control of HIV/AIDS. Given the HIV 
system of Problem 82 in Chapter 4 and 
repeated here for convenience (Craig, 2004): 


State Space 


T —0.04167 0  —0.0058] [T 
T |= | 0.0217 —0.24 0.0058] | T* 
v 0 100 —2.4 v 


5.2 
+ —5.2 uy 
0 


T 


Enhancer 0 o ijl r” 


81. 


v 
Express the system in the following forms: 
a. Phase-variable form 

b. Controller canonical form 

c. Observer canonical form 


Finally, 


d. Use MATLAB to obtain the systems 
diagonalized representation. 


Hybrid vehicle. Figure P5.54 shows the block dia- 
gram of a possible cascade control scheme for an 


HEV driven by a de motor (Preitl, 2007). 
Let the speed controller Gsc(s) = 100 + #, the 


torque controller and power amp K,Grc(s) = 
10 +£, the current sensor sensitivity Kcs= 0.5, the 
speed sensor sensitivity Kss= 0.0433. Also following 
the development in previous chapters A = lags 
1.8; kp = 2; D = ky ol; = 0.0615; 
and pCyAvo 7 = 0.6154. 
a. Substitute these values in the block diagram, and 
find the transfer function, T(s)= V(s)/R,(s), 
using block-diagram reduction rules. [Hint: Start 


MATLAB 
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by moving the last ;— block to the right past the 


pickoff point.] 
b. Develop a Simulink model for 
the original system in Figure 
P5.54. Set the reference sig- 
nal input, r,(t)=4 u(t), asa 
step input witha zero initial 
value, a step time=0 sec- 








X-Y graphs to display (over the period 
from 0 to 8 seconds) the response of the 
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FIGURE P5.54 





following variables to the step input: 


(1) change in car speed (m/s), (2) car 
acceleration (m/s°) , and (3) motorar- 


imulink mature current (A). 


variables 


To record the time and the above three 
(in array format), connect 


them to four Workspace sinks, each of 
which carry the respective variable 


onds, and a final vallApago:;:PDF EnhanGeE the simulation ends, uti- 





lize MATLAB plot commands to obtainand 
edit the three graphs of interest. 
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Experiment 5.1 


Objectives To verify the equivalency of the basic forms, including cascade, 
parallel, and feedback forms. To verify the equivalency of the basic moves, including 
moving blocks past summing junctions, and moving blocks past pickoff points. 


Minimum Required Software Packages MATLAB, Simulink, and the 


Control System Toolbox 

















Prelab 
1. Find the equivalent transfer function of three cascaded blocks, G(s) = - : T 
1 s+3 v 
G(s) = Pan g and G3(s) = or i 
2. Find the equivalent transfer function of three parallel blocks, Gi(s) = <r 
1 s+3 T 
G(s) = IF and G3(s) = ele 5 








3. Find the equivalent transfer function of the negative feedback system of 
Sr 
s+4 


s+1 


Figure P5.55 if G(s) = 4D 


, and H(s) = 


3 











C(s) 





FIGURE P5.55 
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4. For the system of Prelab 3, push H(s) to the left past the summing junction and 
draw the equivalent system. 


5. For the system of Prelab 3, push H(s) to the right past the pickoff point and draw 
the equivalent system. 


Lab 


1. Using Simulink, set up the cascade system of Prelab 1 and the equivalent single 
block. Make separate plots of the step response of the cascaded system and its 
equivalent single block. Record the values of settling time and rise time for each 
step response. 


2. Using Simulink, set up the parallel system of Prelab 2 and the equivalent single block. 
Make separate plots of the step response of the parallel system and its equivalent 
single block. Record the values of settling time and rise time for each step response. 


3. Using Simulink, set up the negative feedback system of Prelab 3 and the 
equivalent single block. Make separate plots of the step response of the negative 
feedback system and its equivalent single block. Record the values of settling 
time and rise time for each step response. 


4. Using Simulink, set up the negative feedback systems of Prelabs 3, 4, and 5. Make 
separate plots of the step response of each of the systems. Record the values of 
settling time and rise time for each step response. 


Postlab 


1. Using your lab data, verify the equivalent transfer function of blocks in cascade. 


2. Ap ay ge? Por eh HYE goster function of blocks in parallel. 
. Using 


yotr lab data, verify the equivalent transfer function of negative feedback 
systems. 


4. Using your lab data, verify the moving of blocks past summing junctions and 
pickoff points. 


5. Discuss your results. Were the equivalencies verified? 


Experiment 5.2 


Objective To use the various functions within LabVIEW’s Control Design and 
Simulation Module to implement block diagram reduction. 


Minimum Required Software Package LabVIEW with the Control Design 
Simulation Module 


Prelab Given the block diagram from Example 5.2, replace G1, G2, G3, H1, H2, H3 
with the following transfer functions and obtain an equivalent transfer function. 


1 
2 


1 1 s+1 ; s4 


s10 "gai? O Saya? gs 





Gı —; H, =2;H;=1 





Lab Use LabVIEW to implement the block diagram from Example 5.2 using the 
transfer functions given in the Prelab. 


Postlab Verify your calculations from the Prelab with that of the equivalent 
transfer function obtained with LabVIEW. 


Bibliography 


Experiment 5.3 


Objective To use the various functions within LabVIEW’s Control Design and 
Simulation Module and the Mathematics/Polynomial palette to implement Mason’s 
rule for block diagram reduction. 


Minimum Required Software Package LabVIEW with Control Design and 
Simulation Module, Math Script RT Module, and the Mathematics/Polynomial 
palette. 


Prelab Given the block diagram created in the Prelab of Cyber Exploration 
Laboratory 5.2, use Mason’s rule to obtain an equivalent transfer function. 


Lab Use LabVIEW’s Control Design and Simulation Module as well as the 
Mathematics/Polynomial functions to implement block diagram reduction using 
Mason’s rule. 


Postlab Verify your calculations from the Prelab with that of the equivalent 
transfer function obtained with LabVIEW. 
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@ chapter Learning Outcomes $ 
After completing this chapter the ARAR PPE Enhancer 


@ Make and interpret a basic Routh table to determine the stability of a system 
(Sections 6.1-6.2) 


@ Make and interpret a Routh table where either the first element of a row is zero or an 
entire row is zero (Sections 6.3-6.4) 


@ Use a Routh table to determine the stability of a system represented in state space 
(Section 6.5) 


State Space 


E Case Study Learning Outcomes $ 


You will be able to demonstrate your knowledge of the chapter objectives with case 
studies as follows: 


@ Given the antenna azimuth position control system shown on the front endpapers, 
you will be able to find the range of preamplifier gain to keep the system stable. 


@ Given the block diagrams for the UFSS vehicle’s pitch and heading control systems on 
the back endpapers, you will be able to determine the range of gain for stability of 
the pitch or heading control system. 
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Chapter 6 Stability 


@ 6.1 Introduction 


In Chapter 1, we saw that three requirements enter into the design of a control 
system: transient response, stability, and steady-state errors. Thus far we have 
covered transient response, which we will revisit in Chapter 8. We are now ready 
to discuss the next requirement, stability. 

Stability is the most important system specification. If a system is unstable, 
transient response and steady-state errors are moot points. An unstable system 
cannot be designed for a specific transient response or steady-state error require- 
ment. What, then, is stability? There are many definitions for stability, depending 
upon the kind of system or the point of view. In this section, we limit ourselves to 
linear, time-invariant systems. 

In Section 1.5, we discussed that we can control the output of a system if the 
steady-state response consists of only the forced response. But the total response of a 
system is the sum of the forced and natural responses, or 


c(t) = Cforced (t) $ Cnatural (t) (6.1) 


Using these concepts, we present the following definitions of stability, instability, and 
marginal stability: 


A linear, time-invariant system is stable if the natural response approaches zero as 
time approaches infinity. 


A linear, time-invariant system is unstable if the natural response grows without 
bound as time approaches infinity. 


Apago-nPDE syenhane@e Lable if the natural response neither 


decays nor grows but remains constant or oscillates as time approaches infinity. 


Thus, the definition of stability implies that only the forced response remains as the 
natural response approaches zero. 

These definitions rely on a description of the natural response. When one is 
looking at the total response, it may be difficult to separate the natural response from 
the forced response. However, we realize that if the input is bounded and the total 
response is not approaching infinity as time approaches infinity, then the natural 
response is obviously not approaching infinity. If the input is unbounded, we see an 
unbounded total response, and we cannot arrive at any conclusion about the stability 
of the system; we cannot tell whether the total response is unbounded because the 
forced response is unbounded or because the natural response is unbounded. Thus, 
our alternate definition of stability, one that regards the total response and implies 
the first definition based upon the natural response, is this: 


A system is stable if every bounded input yields a bounded output. 


We call this statement the bounded-input, bounded-output (BIBO) definition of 
stability. 

Let us now produce an alternate definition for instability based on the total 
response rather than the natural response. We realize that if the input is bounded but 
the total response is unbounded, the system is unstable, since we can conclude that 
the natural response approaches infinity as time approaches infinity. If the input is 
unbounded, we will see an unbounded total response, and we cannot draw any 
conclusion about the stability of the system; we cannot tell whether the total 
response is unbounded because the forced response is unbounded or because the 


6.1 Introduction 


natural response is unbounded. Thus, our alternate definition of instability, one that 
regards the total response, is this: 


A system is unstable if any bounded input yields an unbounded output. 


These definitions help clarify our previous definition of marginal stability, 
which really means that the system is stable for some bounded inputs and unstable 
for others. For example, we will show that if the natural response is undamped, a 
bounded sinusoidal input of the same frequency yields a natural response of growing 
oscillations. Hence, the system appears stable for all bounded inputs except this one 
sinusoid. Thus, marginally stable systems by the natural response definitions are 
included as unstable systems under the BIBO definitions. 

Let us summarize our definitions of stability for linear, time-invariant systems. 
Using the natural response: 


1. A system is stable if the natural response approaches zero as time approaches 
infinity. 

2. A system is unstable if the natural response approaches infinity as time 
approaches infinity. 


3. A system is marginally stable if the natural response neither decays nor grows but 
remains constant or oscillates. 


Using the total response (BIBO): 


1. A system is stable if every bounded input yields a bounded output. 
2. A system is unstable if any bounded input yields an unbounded output. 


Physically, an unstable system whose natur. Nsgyegraws without bound 
can cause damage to the system, ‘AR AdGo PD FORBADE S mes 
systems are designed with limited stops to prevent total runaway. From the 
perspective of the time response plot of a physical system, instability is displayed 
by transients that grow without bound and, consequently, a total response that does 
not approach a steady-state value or other forced response. 

How do we determine if a system is stable? Let us focus on the natural response 
definitions of stability. Recall from our study of system poles that poles in the left 
half-plane (lhp) yield either pure exponential decay or damped sinusoidal natural 
responses. These natural responses decay to zero as time approaches infinity. Thus, if 
the closed-loop system poles are in the left half of the plane and hence have a 
negative real part, the system is stable. That is, stable systems have closed-loop 
transfer functions with poles only in the left half-plane. 

Poles in the right half-plane (rhp) yield either pure exponentially increasing or 
exponentially increasing sinusoidal natural responses. These natural responses 
approach infinity as time approaches infinity. Thus, if the closed-loop system poles 
are in the right half of the s-plane and hence have a positive real part, the system is 
unstable. Also, poles of multiplicity greater than 1 on the imaginary axis lead to 
the sum of responses of the form A?” cos (œt + #), where n = 1,2,..., which also 
approaches infinity as time approaches infinity. Thus, unstable systems have closed- 
loop transfer functions with at least one pole in the right half-plane and/or poles of 
multiplicity greater than I on the imaginary axis. 


1 Care must be taken here to distinguish between natural responses growing without bound and a forced 
response, such as a ramp or exponential increase, that also grows without bound. A system whose forced 
response approaches infinity is stable as long as the natural response approaches zero. 
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Finally, a system that has imaginary axis poles of multiplicity 1 yields pure 
sinusoidal oscillations as a natural response. These responses neither increase nor 
decrease in amplitude. Thus, marginally stable systems have closed-loop transfer 
functions with only imaginary axis poles of multiplicity 1 and poles in the left half-plane. 

As an example, the unit step response of the stable system of Figure 6.1(a) is 
compared to that of the unstable system of Figure 6.1(b). The responses, also shown 
in Figure 6.1, show that while the oscillations for the stable system diminish, those for 
the unstable system increase without bound. Also notice that the stable system’s 
response in this case approaches a steady-state value of unity. 

It is not always a simple matter to determine if a feedback control system is 
stable. Unfortunately, a typical problem that arises is shown in Figure 6.2. Although 
we know the poles of the forward transfer function in Figure 6.2(a), we do not know 
the location of the poles of the equivalent closed-loop system of Figure 6.2(b) 
without factoring or otherwise solving for the roots. 

However, under certain conditions, we can draw some conclusions about 
the stability of the system. First, if the closed-loop transfer function has only 
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R(s) 10(s +2) C(s) = FIGURE 6.2 Common cause 
s5 + 2854 + 28453 + 123252 + 1930s + 20 SLE eee 
loop poles: a. original system; 


(b) b. equivalent system 











left—-half-plane poles, then the factors of the denominator of the closed-loop system 
transfer function consist of products of terms such as (s + a;), where a; is real and 
positive, or complex with a positive real part. The product of such terms is a 
polynomial with all positive coefficients.” No term of the polynomial can be missing, 
since that would imply cancellation between positive and negative coefficients or 
imaginary axis roots in the factors, which is not the case. Thus, a sufficient condition 
for a system to be unstable is that all signs of the coefficients of the denominator of 
the closed-loop transfer function are not the same. If powers of s are missing, the 
system is either unstable or, at best, marginally stable. Unfortunately, if all coef- 
ficients of the denominator are positive and not missing, we do not have definitive 
information about the system’s pole locations. 

If the method described in the previous paragraph is not sufficient, then a 
computer can be used to determine the stability by calculating the root locations of 
the denominator of the closed-loop transfer function. Today some hand-held 
calculators can evaluate the Aag PDE Enhancer 
method to test for stability without having t solve for the roots of the denominator. 
We discuss this method in the next section. 


@ 6.2 Routh-Hurwitz Criterion 


In this section, we learn a method that yields stability information without the need 
to solve for the closed-loop system poles. Using this method, we can tell how many 
closed-loop system poles are in the left half-plane, in the right half-plane, and on the 
jw-axis. (Notice that we say how many, not where.) We can find the number of poles 
in each section of the s-plane, but we cannot find their coordinates. The method is 
called the Routh-Hurwitz criterion for stability (Routh, 1905). 

The method requires two steps: (1) Generate a data table called a Routh table 
and (2) interpret the Routh table to tell how many closed-loop system poles are in 
the left half-plane, the right half-plane, and on the jw-axis. You might wonder why we 
study the Routh-Hurwitz criterion when modern calculators and computers can tell 
us the exact location of system poles. The power of the method lies in design rather 
than analysis. For example, if you have an unknown parameter in the denominator of 
a transfer function, it is difficult to determine via a calculator the range of this 
parameter to yield stability. You would probably rely on trial and error to answer the 


? The coefficients can also be made all negative by multiplying the polynomial by —1. This operation does 
not change the root location. 
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stability question. We shall see later that the Routh-Hurwitz criterion can yield a 
closed-form expression for the range of the unknown parameter. 

In this section, we make and interpret a basic Routh table. In the next section, 
we consider two special cases that can arise when generating this data table. 


Generating a Basic Routh Table 
Look at the equivalent closed-loop transfer function shown in Fig- 
ure 6.3. Since we are interested in the system poles, we focus our 
FIGURE 6.3 Equivalent closed-loop transfer attention on the denominator. We first create the Routh table shown 
function in Table 6.1. Begin by labeling the rows with powers of s from the 
highest power of the denominator of the closed-loop transfer func- 
tion to s°. Next start with the coefficient of the highest power of s in the denominator 
and list, horizontally in the first row, every other coefficient. In the second row, list 
horizontally, starting with the next highest power of s, every coefficient that was 
skipped in the first row. 

The remaining entries are filled in as follows. Each entry is a negative determi- 
nant of entries in the previous two rows divided by the entry in the first column directly 
above the calculated row. The left-hand column of the determinant is always the first 
column of the previous two rows, and the right-hand column is the elements of the 
column above and to the right. The table is complete when all of the rows are completed 
down to s°. Table 6.2 is the completed Routh table. Let us look at an example. 


R(s) Ns) Cs) 
4 3 2 g 





agS* + A3S~ + AQS” + as + dg 
























































TABLE 6.1 Initial layout for Routh table TABLE 6.2 Completed Routh table 
st ag a2 ao st a4 az ag 
y a3 a 0 D a3 ay 0 
2 Apago PDF Enhancer na as 0 
Ja a a; 0 Jla 0 
s! s? a 1l b a =b E =0 
0 
5 a3 a a3 0 a3 0 
[bib [b 0 [b 0 
1 1 52 1 = 1 = 
S bi = C1 bi =0 bi =0 
bı bo bı 0 bı 0 
7 Cy 0 E C1 0 E C1 0 
Od g =d m =O a =O 





Example 6.1 





Creating a Routh Table 
PROBLEM: Make the Routh table for the system shown in Figure 6.4(a). 


SOLUTION: The first step is to find the equivalent closed-loop system because we 
want to test the denominator of this function, not the given forward transfer 








system for Example 6.1; 
b. equivalent closed- 
loop system (a) (b) 


R(s) + E(s) 1000 Cs) 
FIGURE 6.4 a. Feedback D (s +2)(s + 3)(s + 5) R(s) 1000 C(s) 
s3 + 10s? + 31s + 1030 - 








6.2 Routh-Hurwitz Criterion 


TABLE 6.3 Completed Routh table for Example 6.1 











5 1 31 0 
s? 4 1 1030 103 0 
Ji 31 |10 J10 
3 1 103|_ a 00} 4 10g 
1 E 1o 1 
7 1 103 10 | 10 
-2 0 “ies -7 0 â -72 0| _ i 
—72 =72. -R2 





function, for pole location. Using the feedback formula, we obtain the equivalent 
system of Figure 6.4(b). The Routh-Hurwitz criterion will be applied to this 
denominator. First label the rows with powers of s from s? down to s’ in a vertical 
column, as shown in Table 6.3. Next form the first row of the table, using the 
coefficients of the denominator of the closed-loop transfer function. Start with 
the coefficient of the highest power and skip every other power of s. Now form the 
second row with the coefficients of the denominator skipped in the previous step. 
Subsequent rows are formed with determinants, as shown in Table 6.2. 

For convenience, any row of the Routh table can be multiplied by a positive 
constant without changing the values of the rows below. This can be proved by 
examining the expressions for the entries and verifying that any multiplicative 
constant from a previous row cancels out. In the second row of Table 6.3, for 
example, the row was multiplied by 1/10. We see later that care must be taken not to 
multiply the row by a negative constant. 
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Interpreting the Basic Routh Table 

Now that we know how to generate the Routh table, let us see how to interpret it. 
The basic Routh table applies to systems with poles in the left and right half-planes. 
Systems with imaginary poles and the kind of Routh table that results will be 
discussed in the next section. Simply stated, the Routh-Hurwitz criterion declares 
that the number of roots of the polynomial that are in the right half-plane is equal to 
the number of sign changes in the first column. 

If the closed-loop transfer function has all poles in the left half of the s-plane, 
the system is stable. Thus, a system is stable if there are no sign changes in the first 
column of the Routh table. For example, Table 6.3 has two sign changes in the 
first column. The first sign change occurs from 1 in the s? row to —72 in the s’ row. 
The second occurs from —72 in the s' row to 103 in the s° row. Thus, the system of 
Figure 6.4 is unstable since two poles exist in the right half-plane. 


Skill-Assessment Exercise 6.1 


PROBLEM: Make a Routh table and tell how many roots of the following 
polynomial are in the right half-plane and in the left half-plane. 


P(s) = 3s" + 95° + 65° + 4s* + 75° + 85? + 25+ 6 
ANSWER: Four in the right half-plane (rhp), three in the left half-plane (lhp). 





The complete solution is at www.wiley.com/college/nise. 





WileyPLUS 


Control Solutions 
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Now that we have described how to generate and interpret a basic Routh table, 
let us look at two special cases that can arise. 


@ 6.3 Routh-Hurwitz Criterion: Special Cases 


Two special cases can occur: (1) The Routh table sometimes will have a zero only in 
the first column of a row, or (2) the Routh table sometimes will have an entire row 
that consists of zeros. Let us examine the first case. 


Zero Only in the First Column 

If the first element of a row is zero, division by zero would be required to form the 
next row. To avoid this phenomenon, an epsilon, €, is assigned to replace the zero in 
the first column. The value e is then allowed to approach zero from either the 
positive or the negative side, after which the signs of the entries in the first column 
can be determined. Let us look at an example. 


Example 6.2 





Stability via Epsilon Method 





Trylt 6.1 PROBLEM: Determine the stability of the closed-loop transfer function 
Use the following MATLAB 
statement to find the poles of ) 10 ( 6 2) 
the closed-loop transfer T a ü 
a Apago PDF Enhancer +5; +3 


past ence SOLUTION: ‘The solution is shown in Table 6.4. We form the Routh table by using 


the denominator of Eq. (6.2). Begin by assembling the Routh table down to the row 
where a zero appears only in the first column (the s? row). Next replace the zero by 
a small number, €, and complete the table. To begin the interpretation, we must first 
assume a Sign, positive or negative, for the quantity e. Table 6.5 shows the first 
column of Table 6.4 along with the resulting signs for choices of e positive and 
€ negative. 


TABLE 6.5 Determining signs in first column of a Routh table with 


zero as first element in a row 
TABLE 6.4 Completed Routh table for 

















Example 6.2 Label First column e=+ e=-— 
s 3 5 y 
st 2 6 3 s 2 
$ Oe ; 0 s AE j 

2 6€—7 s2 66-7 _ + 
5 : 3 0 € 

2 

1 42e — 49 — 6e? 5 M K 42e — 49 — 6e F . 

j 12e— 14 12e — 14 


g? 3 0 0 s° 3 + + 








6.3 Routh-Hurwitz Criterion: Special Cases 


If € is chosen positive, Table 6.5 will show a sign change from the s? row to the 
s? row, and there will be another sign change from the s? row to the st row. Hence, 
the system is unstable and has two poles in the right half-plane. 

Alternatively, we could choose e negative. Table 6.5 would then show a 
sign change from the s* row to the s? row. Another sign change would occur 
from the s? row to the s? row. Our result would be exactly the same as that for 
a positive choice for e. Thus, the system is unstable, with two poles in the right 
half-plane. 


Students who are performing the MATLAB exercises and want to 
explore the added capability of MATLAB’s Symbolic Math Toolbox 
should now run chéspl in Appendix F at www.wiley.com/college/ 
nise. You will learn how to use the Symbolic Math Toolbox to 
calculate the values of cells in a Routh table even if the table 
contains symbolic objects, such as €. You will see that the 
Symbolic Math Toolbox and MATLAB yield an alternate way to gen- 


























erate the Routh table for Example 6.2. 
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Symbolic Math 





Another method that can be used when a zero appears only in the first column 
of a row is derived from the fact that a polynomial that has the reciprocal roots of the 
original polynomial has its roots distributed the same—right half-plane, left half- 
plane, or imaginary axis—because taking the reciprocal of the root value does not 
move it to another region. Thus, if we can find the polynomial that has the reciprocal 
roots of the original, it is possible that the Routh table for the new polynomial will 
not have a zero in the first o mA pagö PDP Enhance gesier 
than the epsilon method just described. 

We now show that the polynomial we are looking for, the one with the 
reciprocal roots, is simply the original polynomial with its coefficients written in 
reverse order (Phillips, 1991). Assume the equation 


s” + an 1s! +- + as + a= O (6.3) 


If s is replaced by 1/d, then d will have roots which are the reciprocal of s. Making this 
substitution in Eq. (6.3), 


Factoring out (1/d)", 


IE +a)" +a) 


E (5) [1 + aysd+---+a,d"~) + agd") = 0 





(6.5) 


Thus, the polynomial with reciprocal roots is a polynomial with the coefficients 
written in reverse order. Let us redo the previous example to show the computa- 
tional advantage of this method. 
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Example 6.3 


Stability via Reverse Coefficients 
PROBLEM: Determine the stability of the closed-loop transfer function 


10 
s5 + 2s4 + 383 + 6s2 + 5s +3 





T(s) = (6.6) 





SOLUTION: First write a polynomial that has the reciprocal roots of the denomi- 
nator of Eq. (6.6). From our discussion, this polynomial is formed by writing the 
denominator of Eq. (6.6) in reverse order. Hence, 


D(s) = 3° + 5s* + 65° + 3s? +2s +1 (6.7) 
We form the Routh table as shown in Table 6.6 using Eq. (6.7). Since there are two 
sign changes, the system is unstable and has two right-half-plane poles. This is the 
same as the result obtained in Example 6.2. Notice that Table 6.6 does not have a 
zero in the first column. 

TABLE 6.6 Routh table for Example 6.3 








3 
5 
4.2 
1.33 
—1.75 


Apago PDF Enhancer 








Entire Row is Zero 

We now look at the second special case. Sometimes while making a Routh table, we 
find that an entire row consists of zeros because there is an even polynomial that is a 
factor of the original polynomial. This case must be handled differently from the case 
of a zero in only the first column of a row. Let us look at an example that 
demonstrates how to construct and interpret the Routh table when an entire row 
of zeros is present. 


Example 6.4 





Stability via Routh Table with Row of Zeros 


PROBLEM: Determine the number of right-half-plane poles in the closed-loop 
transfer function 
10 


WS) = Saf 46s 4 a Ba 





(6.8) 





SOLUTION: Start by forming the Routh table for the denominator of Eq. (6.8) 
(see Table 6.7). At the second row we multiply through by 1/7 for convenience. We 
stop at the third row, since the entire row consists of zeros, and use the following 
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TABLE 6.7 Routh table for Example 6.4 





s$ 1 6 8 

st + 1 At 6 56 8 

s © 4 1 © Ae 3 © & 0 

5“ 3 8 0 

s! E 0 
3 

g9 8 0 





procedure. First we return to the row immediately above the row of zeros and 
form an auxiliary polynomial, using the entries in that row as coefficients. The 
polynomial will start with the power of s in the label column and continue by 
skipping every other power of s. Thus, the polynomial formed for this example is 





P(s) = st +6% +8 (6.9) 
Next we differentiate the polynomial with respect to s and obtain 
dP 
a0) = 4s? + 125 +0 (6.10) 
s 


Finally, we use the coefficients of Eq. (6.10) to replace the row of zeros. Again, for 
convenience, the third row is multiplied by 1/4 after replacing the zeros. 

The remainder of the table is formed in a straightforward manner by 
following the standard form shown in Table 6.2. Table 6.7 shows that all entries 
in the first column are positive. Hence, there are no right-half-plane poles. 
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Let us look further into the case that yields an entire row of jo 
zeros. An entire row of zeros will appear in the Routh table when a B 
purely even or purely odd polynomial is a factor of the original s-plane 
polynomial. For example, s+ + 5s? + 7 is an even polynomial; it has 
only even powers of s. Even polynomials only have roots that are 
symmetrical about the origin.* This symmetry can occur under three 
conditions of root position: (1) The roots are symmetrical and real, 
(2) the roots are symmetrical and imaginary, or (3) the roots are 
quadrantal. Figure 6.5 shows examples of these cases. Each case or 
combination of these cases will generate an even polynomial. 

It is this even polynomial that causes the row of zeros to 
appear. Thus, the row of zeros tells us of the existence of an even 
polynomial whose roots are symmetric about the origin. Some of | is and Liason ene Es eae E 
these roots could be on the jw-axis. On the other hand, since jw roots ç. Guia al there D. 
are symmetric about the origin, if we do not have a row of zeros, we 
cannot possibly have jw roots. 

Another characteristic of the Routh table for the case in 
question is that the row previous to the row of zeros contains the even polynomial 
that is a factor of the original polynomial. Finally, everything from the row 
containing the even polynomial down to the end of the Routh table is a test of 
only the even polynomial. Let us put these facts together in an example. 








FIGURE 6.5 Root positions to generate even 
polynomials: A, B, C, or any combination 


3The polynomial s° + 5s? + 7s is an example of an odd polynomial; it has only odd powers of s. Odd 
polynomials are the product of an even polynomial and an odd power of s. Thus, the constant term of an 
odd polynomial is always missing. 
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Example 6.5 





Pole Distribution via Routh Table with Row of Zeros 


PROBLEM: For the transfer function 

20 
~ s8 + 57 + 1256 + 2255 + 3954 + 5953 + 485? + 38s + 20 
tell how many poles are in the right half-plane, in the left half-plane, and on the 
jw-axis. 





(6.11) 





SOLUTION: Use the denominator of Eq. (6.11) and form the Routh table in 
Table 6.8. For convenience the sê row is multiplied by 1/10, and the s? row is 
multiplied by 1/20. At the s? row we obtain a row of zeros. Moving back one row to 


st, we extract the even polynomial, P(s), as 


P(s) = st +3s* +2 (6.12) 


TABLE 6.8 Routh table for Example 6.5 





s 1 12 39 48 20 
5 1 22 59 38 0 
sÉ -409-1 -20—32 4 1 2% 2 0 
5 2% 1 be 3 Ae 2 0 0 
st 1 3 2 0 0 
p © 42 e & 3 e Ff 0 0 0 
2 Apagg PDF Enhancer vo 0 0 
st ; 0 0 0 0 
H 4 0 0 0 0 





This polynomial will divide evenly into the denominator of Eq. (6.11) and thus is a 
factor. Taking the derivative with respect to s to obtain the coefficients that replace 
the row of zeros in the s? row, we find 


dP(s) 
ds 





= 45° +6s+0 (6.13) 


Replace the row of zeros with 4, 6, and 0 and multiply the row by 1/2 for 
convenience. Finally, continue the table to the s° row, using the standard procedure. 

How do we now interpret this Routh table? Since all entries from the even 
polynomial at the s* row down to the s° row are a test of the even polynomial, we 
begin to draw some conclusions about the roots of the even polynomial. No sign 
changes exist from the sf row down to the s° row. Thus, the even polynomial does 
not have right—half-plane poles. Since there are no right—-half-plane poles, no left- 
half-plane poles are present because of the requirement for symmetry. Hence, the 
even polynomial, Eq. (6.12), must have all four of its poles on the jw-axis.4 These 
results are summarized in the first column of Table 6.9. 


4 A necessary condition for stability is that the jw roots have unit multiplicity. The even polynomial must be 
checked for multiple jw roots. For this case, the existence of multiple jw roots would lead to a perfect, 
fourth-order square polynomial. Since Eq. (6.12) is not a perfect square, the four jw roots are distinct. 


6.3 Routh-Hurwitz Criterion: Special Cases 


TABLE 6.9 Summary of pole locations for Example 6.5 











Polynomial 
Even Other Total 
Location (fourth-order) (fourth-order) (eighth-order) 
Right half-plane 0 2 2 
Left half-plane 0 2 2 
jo 4 0 4 





The remaining roots of the total polynomial are evaluated from the së row down 
to the s* row. We notice two sign changes: one from the s’ row to the sf row and the 
other from the sê row to the s? row. Thus, the other polynomial must have two roots in 
the right half-plane. These results are included in Table 6.9 under “Other”. The final 
tally is the sum of roots from each component, the even polynomial and the other 
polynomial, as shown under “Total” in Table 6.9. Thus, the system has two poles in 
the right half-plane, two poles in the left half-plane, and four poles on the jw-axis; it is 
unstable because of the right—half-plane poles. 
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We now summarize what we have learned about polynomials that generate entire 
rows of zeros in the Routh table. These polynomials have a purely even factor with roots 
that are symmetrical about the origin. The even polynomial appears in the Routh 
table in the row directly above the row of zeros. Every entry in the table from the even 
polynomial’s row to the end of the chart applies only to the even polynomial. Therefore, 
the number of sign changes from th@y epmp fo Pre cml pi ea ceeag’s the 
number of right-half-plane roots of the evef polynomial. Because of the symmetry of 
roots about the origin, the even polynomial must have the same number of left—half- 
plane roots as it does right—half-plane roots. Having accounted for the roots in the right 
and left half-planes, we know the remaining roots must be on the jw-axis. 

Every row in the Routh table from the beginning of the chart to the row 
containing the even polynomial applies only to the other factor of the original 
polynomial. For this factor, the number of sign changes, from the beginning of the 
table down to the even polynomial, equals the number of right—half-plane roots. 
The remaining roots are left—half-plane roots. There can be no jw roots contained in 
the other polynomial. 


Skill-Assessment Exercise 6.2 


PROBLEM: Use the Routh-Hurwitz criterion to find how many poles of the 
following closed-loop system, T(s), are in the rhp, in the lhp, and on the jw-axis: 


$ + 7s? — 219 + 10 
6st + 0s? — 3? 
ANSWER: Two rhp, two lhp, and two jw 


The complete solution is at www.wiley.com/college/nise. 





T(s) = PR 





Let us demonstrate the usefulness of the Routh-Hurwitz criterion with a few 
additional examples. 


Virtual Experiment 6.1 
Stability 


Put theory into practice and 
evaluate the stability of the 
Quanser Linear Inverted Pendu- 
lum in LabVIEW. When in the 
upward balanced position, this 
system addresses the challenge of 
stabilizing a rocket during take- 
off. In the downward position it 
emulates the construction 

gantry crane. 





Virtual experiments are found 
on WileyPLUS. 
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@ 6.4 Routh-Hurwitz Criterion: Additional Examples 


The previous two sections have introduced the Routh-Hurwitz criterion. Now we need 
to demonstrate the method’s application to a number of analysis and design problems. 


Example 6.6 


Standard Routh-Hurwitz 


PROBLEM: Find the number of poles in the left half-plane, the right half-plane, and 
on the jw-axis for the system of Figure 6.6. 


R(s) + E(s) 200 C(s) _ 
FIGURE 6.6 Feedback F s(s? + 6s? + 11s +6) 








control system for 
Example 6.6 








SOLUTION: First, find the closed-loop transfer function as 
200 
T = 
(8) = Fy 653 + 11s? + 65 + 200 


The Routh table for the denominator of Eq. (6.14) is shown as Table 6.10. For 
clarity, we leave most zero cells blank. At the s' row there is a negative coefficient; 
thus, there are two sign changes. The system is unstable, since it has two right—half- 


pPaapagow PDF Enikan @egetem cannot have jw poles since a 


row of zeros did not appear in the Routh table. 


TABLE 6.10 Routh table for Example 6.6 





(6.14) 








1 11 200 


6 
40 








The next example demonstrates the occurrence of a zero in only the first 
column of a row. 


Example 6.7 





Routh-Hurwitz with Zero in First Column 


PROBLEM: Find the number of poles in the left half-plane, the right half-plane, and 
on the jw-axis for the system of Figure 6.7. 


R(s) + E(s) 1 C(s) s 
X< 5(2s4 + 353 + 2s? + 3s + 2) 





FIGURE 6.7 Feedback control 
system for Example 6.7 








6.4 Routh-Hurwitz Criterion: Additional Examples 


SOLUTION: The closed-loop transfer function is 


1 


Ts) ~ 255 + 354 + 253 + 352 +2541 (613) 








Form the Routh table shown as Table 6.11, using the denominator of Eq. (6.15). A 
zero appears in the first column of the s? row. Since the entire row is not zero, 
simply replace the zero with a small quantity, €, and continue the table. Permitting e€ 
to be a small, positive quantity, we find that the first term of the s* row is negative. 
Thus, there are two sign changes, and the system is unstable, with two poles in the 
right half-plane. The remaining poles are in the left half-plane. 


TABLE 6.11 Routh table for Example 6.7 








g 2 2 2 
st 3 3 il 
4 
3 ay ex 
S € 3 
5 3e— 4 
Pa S 1 
€ 
1 12e — 16 — 3e? 
s ae a 
9e — 12 
s? 1 





We also can use the alternative approach, where we produce a polynomial 
whose roots are the reciprocal of the original. Using the denominator of Eq. (6.15), 


we form a polynomial by witinApagoic PDE Enhancer 
s5 +284 + 3s? +2 +3842 (6.16) 


The Routh table for this polynomial is shown as Table 6.12. Unfortunately, in this 
case we also produce a zero only in the first column at the s* row. However, the 
table is easier to work with than Table 6.11. Table 6.12 yields the same results as 
Table 6.11: three poles in the left half-plane and two poles in the right half-plane. 
The system is unstable. 


TABLE 6.12 Alternative Routh table for Example 6.7 








sS 1 3 
st 2 2 
$ 2 2 
5 O e€ 2 
2e—4 

s! £ 

€ 
s° 2 





Students who are using MATLAB should now run ch6p1 in Appendix B. 
Youwill learn howto performblock diagram reduction tofindT(s), 
followed by an evaluation of the closed-loop systems poles to 
determine stability. This exercise uses MATLAB to doExample 6.7. 
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MATLAB 
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Trylt 6.2 


Use MATLAB, The Control 
System Toolbox, and the fol- 
lowing statements to find the 
closed-loop transfer function, 
T(s), for Figure 6.8 and the 
closed-loop poles. 


numg=128; 
deng=[1 3 10 24... 
48196 28 T9220]; 
G=tf (numg, deng); 
T=feedback(G,1) 
poles=pole(T) 
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In the next example, we see an entire row of zeros appear along with the 
possibility of imaginary roots. 


Example 6.8 





Routh-Hurwitz with Row of Zeros 


PROBLEM: Find the number of poles in the left half-plane, the right half-plane, and 
on the jw-axis for the system of Figure 6.8. Draw conclusions about the stability of 
the closed-loop system. 
















FIGURE 6.8 A) = 128 

Feedback s(s7 + 356 + 1055 + 2454 + 4853 + 9652 + 1285 + 192) 
control system 

for Example 6.8 





SOLUTION: The closed-loop transfer function for the system of Figure 6.8 is 


128 
~~ 58 + 357 + 10s + 2455 + 4854 + 9653 + 12852 + 192s + 128 





T(s) (6.17) 





Using the denominator, form the Routh table shown as Table 6.13. A row of zeros 
appears in the s° row. Thus, the closed-loop transfer function denominator must have 
an even polynomial as a factor. Return to the s° row and form the even polynomial: 
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TABLE 6.13 Routh table for Example 6.8 
s® 1 10 48 128 128 
$ a 1 24 8 96 32 197 64 
6 2 1 46 8 64 32 128 64 
s a & 3 © 32 16 a 64 32 a e 0 
st - 1 a 8 64 24 
s 28~ 1 240 —5 
s? 3 1 24 8 
s! 3 
0 8 





Differentiate this polynomial with respect to s to form the coefficients that will 
replace the row of zeros: 
dP(s) 
ds 





= 65° 4 (6.19) 
Replace the row of zeros at the s° row by the coefficients of Eq. (6.19) and multiply 
through by 1/2 for convenience. Then complete the table. 

We note that there are two sign changes from the even polynomial at the 
sê row down to the end of the table. Hence, the even polynomial has two right-half- 
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TABLE 6.14 Summary of pole locations for Example 6.8 











Polynomial 
Even Other Total 
Location (sixth-order) (second-order) (eighth-order) 
Right half-plane 2 0 2 
Left half-plane 2 2 4 
jo 2 0 2 





plane poles. Because of the symmetry about the origin, the even polynomial must 
have an equal number of left—half-plane poles. Therefore, the even polynomial 
has two left—-half-plane poles. Since the even polynomial is of sixth order, the two 
remaining poles must be on the jw-axis. 

There are no sign changes from the beginning of the table down to the even 
polynomial at the sê row. Therefore, the rest of the polynomial has no right-half- 
plane poles. The results are summarized in Table 6.14. The system has two poles in 
the right half-plane, four poles in the left half-plane, and two poles on the jw-axis, 
which are of unit multiplicity. The closed-loop system is unstable because of the 
right—half-plane poles. 





The Routh-Hurwitz criterion gives vivid proof that changes in the gain of a 
feedback control system result in differences in transient response because of 
changes in closed-loop pole locations. The next example demonstrates this concept. 
We will see that for control systems, such as those shown in Figure 6.9, gain variations 


can move poles from stable regiong of the s-plane_gnto the jw-axis and then into the 
right half-plane. Apago PDE Én ancer 
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FIGURE 6.9 Jason is an 
underwater, remote-controlled 
vehicle that has been used to 
explore the wreckage of the 
Lusitania. The manipulator 
and cameras comprise some of 
the vehicle’s control systems 
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Example 6.9 





Stability Design via Routh-Hurwitz 


PROBLEM: Find the range of gain, K, for the system of Figure 6.10 that will cause 
the system to be stable, unstable, and marginally stable. Assume K > 0. 


RG) + œ Es) K C(s) 
ki ss + Is +11) aa 


SOLUTION: First find the closed-loop transfer function as 


K 
d aa + 1852 +775 +K 


Next form the Routh table shown as Table 6.15. 





FIGURE 6.10 Feedback control 
system for Example 6.9 











(6.20) 


TABLE 6.15 Routh table for Example 6.9 





S 1 77 
s 18 K 
a 1386 — K 

18 
a? K 
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is assumed positive, we see Tera elements in the first column are 
always positive except the s! row. This entry can be positive, zero, or negative, 
depending upon the value of K. If K < 1386, all terms in the first column will be 
positive, and since there are no sign changes, the system will have three poles in the 
left half-plane and be stable. 

If K > 1386, the s' term in the first column is negative. There are two sign 
changes, indicating that the system has two right—half-plane poles and one left- 
half-plane pole, which makes the system unstable. 

If K = 1386, we have an entire row of zeros, which could signify jw poles. 
Returning to the s* row and replacing K with 1386, we form the even polynomial 





P(s) = 18s? + 1386 (6.21) 
Differentiating with respect to s, we have 
dP 
A =36s +0 (6.22) 


Replacing the row of zeros with the coefficients of Eq. (6.22), we obtain the Routh- 
Hurwitz table shown as Table 6.16 for the case of K = 1386. 


TABLE 6.16 Routh table for Example 6.9 with K = 1386 





p 1 77 
s 18 1386 
s! © 36 





6.4 Routh-Hurwitz Criterion: Additional Examples 


Since there are no sign changes from the even polynomial (s* row) down to 
the bottom of the table, the even polynomial has its two roots on the jw-axis of unit 
multiplicity. Since there are no sign changes above the even polynomial, the 
remaining root is in the left half-plane. Therefore the system is marginally stable. 


Students who are using MATLAB should now run ch6op2 in Appendix B. 
Youwill learn how to set upa loop to search forthe range of gainto 
yield stability. This exercise uses MATLAB to do Example 6.9. 





Students who are performing the MATLAB exercises and want to 
explore the added capability of MATLAB’s Symbolic Math Toolbox 
should now run ch6sp2 in Appendix F at www.wiley.com/college/ 
nise. You will learn how to use the Symbolic Math Toolbox to 
calculate the values of cells in a Routh table even if the table 
contains symbolic objects, such as a variable gain, K. You will 
see that the Symbolic Math Toolbox and MATLAB yield an alterna- 
tive way to solve Example 6.9. 
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MATLAB 


Symbolic Math 





The Routh-Hurwitz criterion is often used in limited applications to factor 
polynomials containing even factors. Let us look at an example. 


Example 6.10 


Factoring via Routh-Hurwitz 
PROBLEM: Factor the polynom A Pago PDF Enhancer 


s* + 35° + 30s? + 30s + 200 (6.23) 


SOLUTION: Form the Routh table of Table 6.17. We find that the s’ row is a row of 
zeros. Now form the even polynomial at the s% row: 





P(s) =s° +10 (6.24) 


TABLE 6.17 Routh table for Example 6.10 





1 
1 
1 
2 


10 





This polynomial is differentiated with respect to s in order to complete the Routh 
table. However, since this polynomial is a factor of the original polynomial in Eq. 
(6.23), dividing Eq. (6.23) by (6.24) yields (s? + 3s + 20) as the other factor. Hence, 


30s? + 30s + 200 = (s? + 10)(s? + 3s + 20) 
= (s + j3.1623)(s — j3.1623) (6.25) 
x(s + 1.5 + j4.213)(s + 1.5 — 74.213) 
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Control Solutions 


Chapter 6 Stability 


Skill-Assessment Exercise 6.3 


PROBLEM: For a unity feedback system with the forward transfer function 


_ K(s +20) 
~ s(s + 2)(s +3) 


G(s) 
find the range of K to make the system stable. 


ANSWER: 0< K <2 


The complete solution is at www.wiley.com/college/nise. 





@ 6.5 Stability in state space 


State Space 


Up to this point we have examined stability from the s-plane viewpoint. Now we look 
at stability from the perspective of state space. In Section 4.10, we mentioned that 
the values of the system’s poles are equal to the eigenvalues of the system matrix, A. 
We stated that the eigenvalues of the matrix A were solutions of the equation 
det (sI — A) = 0, which also yielded the poles of the transfer function. Eigenvalues 
appeared again in Section 5.8, where they were formally defined and used to 
diagonalize a matrix. Let us now formally show that the eigenvalues and the system 
pol goaPDEs. Enhancer 

eviewing Section 5.8, the eigenvalues of a matrix, A, are values of A that 
permit a nontrivial solution (other than 0) for x in the equation 


Ax = Ax (6.26) 


In order to solve for the values of à that do indeed permit a solution for x, we 
rearrange Eq. (6.26) as follows: 


Ax — Ax=0 (6.27) 
or 
(AI— A)x =0 (6.28) 
Solving for x yields 
x = (AI— A) '0 (6.29) 
or 
x= a (6.30) 


We see that all solutions will be the null vector except for the occurrence of 
zero in the denominator. Since this is the only condition where elements of x will be 
0/0, or indeterminate, it is the only case where a nonzero solution is possible. 

The values of A are calculated by forcing the denominator to zero: 


det(aI — A) = 0 (6.31) 


6.5 Stability in State Space 


This equation determines the values of à for which a nonzero solution for x in 
Eq. (6.26) exists. In Section 5.8, we defined x as eigenvectors and the values of à as the 
eigenvalues of the matrix A. 

Let us now relate the eigenvalues of the system matrix, A, to the system’s poles. 
In Chapter 3 we derived the equation of the system transfer function, Eq. (3.73), 
from the state equations. The system transfer function has det(sI— A) in the 
denominator because of the presence of (sI — A)’. Thus, 


det(sI — A) = 0 (6.32) 


is the characteristic equation for the system from which the system poles can be 
found. 

Since Eqs. (6.31) and (6.32) are identical apart from a change in variable name, 
we conclude that the eigenvalues of the matrix A are identical to the system’s poles 
before cancellation of common poles and zeroes in the transfer function. Thus, we 
can determine the stability of a system represented in state space by finding the 
eigenvalues of the system matrix, A, and determining their locations on the s-plane. 


Example 6.11 





Stability in State Space 


PROBLEM: Given the system 


0 3 1 10 
a | Apagdl “p g “Enhancer” 


y=[1 0 Ox (6.33b) 


find out how many poles are in the left half-plane, in the right half-plane, and on the 
jo-axis. 


SOLUTION: First form (sI — A): 


Now find the det(sI — A): 
det(sI — A) = $ — 6s* — 7s — 52 (6.35) 
Using this polynomial, form the Routh table of Table 6.18. 


TABLE 6.18 Routh table for Example 6.11 





s? -7 
s z6 3 =52 — 26 
s! -i —1 © 0 
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MATLAB 
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Control Solutions 


Trylt 6.3 


Use the following MATLAB 
statements to find the eigen- 
values of the system described 
in Skill-Assessment 

Exercise 6.4. 


A=[2 1 1 
Dw 
=o 4 5); 

Eig=eig (A) 





Chapter 6 Stability 

Since there is one sign change in the first column, the system has one right- 
half-plane pole and two left-half-plane poles. It is therefore unstable. Yet, you may 
question the possibility that if a nonminimum-phase zero cancels the unstable pole, 
the system will be stable. However, in practice, the nonminimum-phase zero or 
unstable pole will shift due to a slight change in the system’s parameters. This 
change will cause the system to become unstable. 


Students who are using MATLAB should now run chop3 in Appendix B. 
You will learn how to determine the stability of a system repre- 
sented in state space by finding the eigenvalues of the system 
matrix. This exercise uses MATLAB to do Example 6.11. 








Skill-Assessment Exercise 6.4 


PROBLEM: For the following system represented in state space, find out how many 
poles are in the left half-plane, in the right half-plane, and on the jw-axis. 


2 1 1 0 
x= 1 7 1)/x+ |O/}r 
-3 4 -5 1 
Apago PDF Enhancer 
y=[0 1 Ojx 


ANSWER: Two rhp and one lhp. 


The complete solution is at www.wiley.com/college/nise. 


In this section, we have evaluated the stability of feedback control systems 
from the state-space perspective. Since the closed-loop poles and the eigenvalues of 
a system are the same, the stability requirement of a system represented in state 
space dictates that the eigenvalues cannot be in the right half of the s-plane or be 
multiple on the jw-axis. 

We can obtain the eigenvalues from the state equations without first convert- 
ing to a transfer function to find the poles: The equation det(sI — A) = 0 yields the 
eigenvalues directly. If det(sI — A), a polynomial in s, cannot be factored easily, we 
can apply the Routh-Hurwitz criterion to it to evaluate how many eigenvalues are in 
each region of the s-plane. 

We now summarize this chapter, first with case studies and then with a written 
summary. Our case studies include the antenna azimuth position control system and 
the UFSS. Stability is as important to these systems as it is to the system shown in 
Figure 6.11. 


Case Studies 





Case Studies 
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FIGURE 6.11 The FANUC 
M-410iB™ has 4 axes of 
motion. It is seen here moving 
and stacking sacks of 
chocolate 





Antenna Control: Stability Design via Gain 


This chapter has covered the elements of stability. We saw that stable systems have 
their closed-loop poles in the left half of the s-plane. As the loop gain is changed, 
the locations of the poles are also changed, creating the possibility that the poles 
can move into the right half of the s-plane, which yields instability. Proper gain 
settings are essential for the stability of closed-loop systems. The following case 
study demonstrates the proper setting of the loop gain to ensure stability. 


PROBLEM: You are given the antenna azimuth position control system shown on 
the front endpapers, Configuration 1. Find the range of preamplifier gain required 
to keep the closed-loop system stable. 


SOLUTION: The closed-loop transfer function was derived in the case studies in 
Chapter 5 as 
6.63K 


TO= 6.36 
(s) = 33101718 4 171s 4 663K Gs) 





Using the denominator, create the Routh table shown as Table 6.19. The third row of 
the table shows that a row of zeros occurs if K = 2623. This value of K makes the 
system marginally stable. Therefore, there will be no sign changes in the first column 
if 0 < K < 2623. We conclude that, for stability, 0 < K < 2623. 


TABLE 6.19 Routh table for antenna control case study 





s 1 171 
5 101.71 6.63K 
s! 17392.41-6.63K 0 


s? 6.63K 





Design 


324 


Design 


MATLAB 


Chapter 6 Stability 


CHALLENGE: We now give you a problem to test your knowledge of this chapter’s 
objectives. Refer to the antenna azimuth position control system shown on the 
front endpapers, Configuration 2. Find the range of preamplifier gain required to 
keep the closed-loop system stable. 


UFSS Vehicle: Stability Design via Gain 


For this case study, we return to the UFSS vehicle and study the stability of the pitch 
control system, which is used to control depth. Specifically, we find the range of 
pitch gain that keeps the pitch control loop stable. 


PROBLEM: The pitch control loop for the UFSS vehicle (Johnson, 1980) is shown 
on the back endpapers. Let K = 1 and find the range of K; that ensures that the 
closed-loop pitch control system is stable. 


SOLUTION: ‘The first step is to reduce the pitch control system to a single, closed- 
loop transfer function. The equivalent forward transfer function, G,(s), is 
0.25K1 (s + 0.435) 








= 6.3 
Gels) = 1134565 + 3.45757 + 0.7195 + 0.0416 a 
With unity feedback the closed-loop transfer function, T(s), is 
0.25K1 (s + 0.435) (6.38) 


T. = 
(s) st + 3.45653 + 3.457s? + (0.719 + 0.25.K1)s + (0.0416 + 0.109K1) 
The denominator of Eq. (6.38) is now used to form the Routh table shown as Table 6.20. 


TABLE 6.20 Routh table for UFSS case study 








st 1 3.457 0.0416 + 0.109K, 
$ 3.456 0.719 + 0.25K; 
x 11.228 — 0.25Ky 0.144 + 0.377K, 
A —0.0625K7 + 1.324K, + 7.575 
11.228 — 0.25K, 
s? 0.144 + 0.377Kı 





Note: Some rows have been multiplied by a positive constant for convenience. 


Looking at the first column, the s* and s? rows are positive. Thus, all elements of 
the first column must be positive for stability. For the first column of the s* row to be 
positive, —oo < Kı < 44.91. For the first column of the s' row to be positive, the 
numerator must be positive, since the denominator is positive from the previous 
step. The solution to the quadratic term in the numerator yields roots of Kı = 
—4.685 and 25.87. Thus, for a positive numerator, —4.685 < Kı < 25.87. Finally, for 
the first column of the s° row to be positive, —0.382 < Kı < oo. Using all three 
conditions, stability will be ensured if —0.382 < Kı < 25.87. 


CHALLENGE: You are now given a problem to test your knowledge of this chapter’s 
objectives. For the UFSS vehicle (Johnson, 1980) heading control system shown on 
the back endpapers and introduced in the UFSS case study challenge in Chapter 5, 
do the following: 

a. Find the range of heading gain that ensures the vehicle’s stability. Let K2 = 1 


b. Repeat Part a using MATLAB. 





Review Questions 


In our case studies, we calculated the ranges of gain to ensure stability. The student 
should be aware that although these ranges yield stability, setting gain within these 
limits may not yield the desired transient response or steady-state error character- 
istics. In Chapters 9 and 11, we will explore design techniques, other than simple gain 
adjustment, that yield more flexibility in obtaining desired characteristics. 


325 





@ summary J 


In this chapter, we explored the concepts of system stability from both the classical 
and the state-space viewpoints. We found that for linear systems, stability is based on 
a natural response that decays to zero as time approaches infinity. On the other hand, 
if the natural response increases without bound, the forced response is overpowered 
by the natural response, and we lose control. This condition is known as instability. A 
third possibility exists: The natural response may neither decay nor grow without 
bound but oscillate. In this case, the system is said to be marginally stable. 

We also used an alternative definition of stability when the natural response is 
not explicitly available. This definition is based on the total response and says that a 
system is stable if every bounded input yields a bounded output (BIBO) and 
unstable if any bounded input yields an unbounded output. 

Mathematically, stability for linear, time-invariant systems can be determined 
from the location of the closed-loop poles: 


e If the poles are only in the Apag half- Jane, PDR EH S incer 


¢ If any poles are in the right 3 ig e, She system is unsta 


¢ Ifthe poles are on the jw-axis and in the left half-plane, the system is marginally 
stable as long as the poles on the jw-axis are of unit multiplicity; it is unstable if 
there are any multiple jw poles. 


Unfortunately, although the open-loop poles may be known, we found that in higher- 
order systems it is difficult to find the closed-loop poles without a computer program. 

The Routh-Hurwitz criterion lets us find how many poles are in each of the 
sections of the s-plane without giving us the coordinates of the poles. Just knowing 
that there are poles in the right half-plane is enough to determine that a system is 
unstable. Under certain limited conditions, when an even polynomial is present, the 
Routh table can be used to factor the system’s characteristic equation. 

Obtaining stability from the state-space representation of a system is based on the 
same concept—the location of the roots of the characteristic equation. These roots are 
equivalent to the eigenvalues of the system matrix and can be found by solving 
det(sI — A) = 0. Again, the Routh-Hurwitz criterion can be applied to this polynomial. 
The point is that the state-space representation of a system need not be converted to a 
transfer function in order toinvestigate stability. In the next chapter, we will look at steady- 
state errors, the last of three important control system requirements we emphasize. 


@ Review Questions D 


1. What part of the output response is responsible for determining the stability of a 
linear system? 


2. What happens to the response named in Question 1 that creates instability? 
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State Space 


State Space 


Cha 


15. 


16. 


pter 6 Stability 


. What would happen to a physical system that becomes unstable? 
. Why are marginally stable systems considered unstable under the BIBO 


definition of stability? 


. Where do system poles have to be to ensure that a system is not unstable? 
. What does the Routh-Hurwitz criterion tell us? 


. Under what conditions would the Routh-Hurwitz criterion easily tell us the 


actual location of the system’s closed-loop poles? 


. What causes a zero to show up only in the first column of the Routh table? 

. What causes an entire row of zeros to show up in the Routh table? 

. Why do we sometimes multiply a row of a Routh table by a positive constant? 
. Why do we not multiply a row of a Routh table by a negative constant? 


. If a Routh table has two sign changes above the even polynomial and five sign 


changes below the even polynomial, how many right—half-plane poles does the 
system have? 


. Does the presence of an entire row of zeros always mean that the system has jw 


poles? 


. If a seventh-order system has a row of zeros at the s? row and two sign changes 


below the s* row, how many jw poles does the system have? 


Is it true that the eigenvalues of the system matrix are the same as the closed- 
loop poles? 


How do we find the eigenvalues? 


Apago PDF Enhancer 


GEE -oe D 


1. Tell how many roots of the following polynomial are Determine how many closed-loop poles lie in the right 
in the right half-plane, in the left half-plane, and on half-plane, in the left half-plane, and on the jw-axis. 


the jw-axis: [Section: 6.2] 
+ 3s* + 59° + 48° +543 
2. Tell how many roots of the following polynomial are 


in the right half-plane, in the left half-plane, and on 
the jw-axis: [Section: 6.3] 


P(s) = 


s 


5. How many poles are in the right half-plane, in the 
left half-plane, and on the jw-axis for the open-loop 





system of Figure P6.1? [Section: 6.3] 


Rs) s2+4s-3 CONN 
s4 + 453 + 852+ 20s +15 








P(s) = s° + 65° + 5s* + 8s + 20 FIGURE P6.1 
3. Using the Routh table, tell how many wileyPLUs 6. How many poles are in the right half-plane, the left 
poles of the following function are in WPCS half-plane, and on the jw-axis for the open-loop 


the right half-plane, in the left half- Control Solutions system of Figure P6.2? [Section: 6.3] 
plane, and on the jw-axis: [Section: 6.3] 














s+8 R(s) —6 C(s) 

IS) 3a 24 6455 = 

S L 4s 4s% +3s— 2 5649 —6st4+ 52 +5-6 

4. The closed-loop transfer function of a system is FIGURE P6.2 
[Section: 6.3] 
: z 7. Use MATLAB to find the pole MATLAB 

Tis) = s? +28 +7s +21 locations for the system of 

s5 — 254 + 353 — 6s2 + 2s — 4 Problem 6. 





8. 


10. 


11. 


13. 


14. 


. Determine whether the unity feedback 


Use MATLAB and the Symbolic — Symbolic Math 


Math Toolbox to generate a 
Routh table to solve Problem3. 
WileyPLUS 


Control Solutions 


system of Figure P6.3 is stable if 
[Section: 6.2] 

240 
(s+ 1)(s + 2)(s + 3)(s +4) 


Ris) + Q E(s) cw] 


FIGURE P6.3 


Use MATLAB to find the pole 
locations for the system of 
Problem 9. 

Consider the unity feedback system of Figure P6.3 
with 


G(s) = 





C(s) 





MATLAB 


1 


CO TPH 


Using the Routh-Hurwitz criterion, find the region 


of the s-plane where the mAP AYG PDF 


system are located. [Section: 


. In the system of Figure P6.3, let 


K(s +2) 
CS) = TEA 


Find the range of K for closed-loop stability. 
[Section: 6.4] 
Given the unity feedback system of Figure P6.3 with 
[Section: 6.3] 


84 
5 + 2554 + 4553 + 5052 + 825 4 








60) 


tell how many poles of the closed-loop transfer func- 
tion lie in the right half-plane, in the left half-plane, 
and on the jw-axis. [Section: 6.3] 

Using the Routh-Hurwitz criterion and the unity 
feedback system of Figure P6.3 with 


1 


GHS 254 + 553 + s2 +25 





tell whether or not the closed-loop system is stable. 
[Section: 6.2] 


Problems 
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15. Given the unity feedback system of Figure P6.3 with 


16. 
17. 


8 
s(s6 — 255 — s4 + 253 + 45? — 





c= 8s — 4) 

tell how many closed-loop poles are located in the 
right half-plane, in the left half-plane, and on the jw- 
axis. [Section: 6.3] 


Repeat Problem 15 using MATLAB. 


MATLAB 


Consider the following Routh table. Notice that the 
s° row was originally all zeros. Tell how many roots 
of the original polynomial were in the right half- 
plane, in the left half-plane, and on the jw-axis. 


[Section: 6.3] 








s 1 2 —1 -2 
sê 1 2 -1 —2 
s? 3 4 =i 0 
< 1 —1 -3 0 
s? 7 8 0 0 
s —15 —21 0 0 
s! —9 0 0 0 
s° —21 0 0 0 
Enhancer 
18. For the system of Figure P6.4, tell how WileyPLUS 


19. 


many closed-loop poles are located in 
the right half-plane, in the left half- 
plane, and on the jw-axis. Notice that 
there is positive feedback. [Section: 6.3] 


Control Solutions 


R(s) + <> Els) 


5 +st-78-— 





C(s) 
= 
7s? — 18s 








FIGURE P6.4 


Using the Routh-Hurwitz criterion, tell how many 
closed-loop poles of the system shown in Figure P6.5 
lie in the left half-plane, in the right half-plane, and 
on the jw-axis. [Section: 6.3] 


R(s) + 





C(s) Z 


m 507 
544+353410524+305+169 
1 
Ss 


FIGURE P6.5 
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20. 


21. 


22. 


23. 


24. 
25. 


26. 


27. 


Chapter 6 Stability 


Determine if the unity feedback system of Figure 
P6.3 with 


K(s* + 1) 
G(s) = —.—> 
= Ga DerD 
can be unstable. [Section: 6.4] 
For the unity feedback system of Figure P6.3 with 
= K(s+6) 
oO) = EFIE 


determine the range of K to ensure stability. 
[Section: 6.4] 

In the system of Figure P6.3, let 

K(s—a) 

H= ie by 


Find the range of K for closed-loop stability when: 


[Section: 6.4] 

a a<0, b<0O 
b.a<0, b>0 
c a>0, b<0 
d.a>0, b>0 


wi = 
For the unity feedback yshpago ghar Enhancer 


Figure P6.3 with 


Control Solutions 


K(s+3)(s +5) 


Cs) (s—2)(s—4) 


determine the range of K for stability. [Section: 6.4] 


MATLAB 
Repeat Problem 23 using MATLAB. 


Use MATLAB and the Symbolic 
Math Toolbox to generate a 
Routh table in terms of K to 
solve Problem 23. 


Symbolic Math 


Find the range of K for stability for the unity feed- 
back system of Figure P6.3 with [Section: 6.4] 


K(s + 4)(s — 4) 


Os) = er 3) 


For the unity feedback system of Figure P6.3 with 


K(s +1) 


C8) = 42) 





find the range of K for stability. [Section: 6.4] 


28. Find the range of gain, K, to ensure stability in the 


29. 


30. 


31. 


32. 


33. 


unity feedback system of Figure P6.3 with [Section: 
6.4] 


K(s —2)(s + 4)(s + 5) 
(s* + 12) 





G(s) = 


Find the range of gain, K, to ensure stability in the 
unity feedback system of Figure P6.3 with [Section: 
6.4] 
B K(s +2) 

OS) = FIA 
Using the Routh-Hurwitz criterion, find the value of 
K that will yield oscillations for the unity feedback 
system of Figure P6.3 with [Section: 6.4] 


K 
(s + 77)(s + 27)(s + 38) 








G(s) = 





Use the Routh-Hurwitz criterion to find the range 
of K for which the system of Figure P6.6 is stable. 
[Section: 6.4] 


Ci O 














FIGURE P6.6 


Repeat Problem 31 for the system of 
Figure P6.7. [Section: 6.4] 


WileyPLUS 


Control Solutions 


R(s) + E(s) K(s + 2) 


s(s + 1)(s + 3) 


s+6 
S+7 
FIGURE P6.7 
Given the unity feedback system of Figure P6.3 with 





C(s) 
_ 





K(s+4) 


Ol) = 5412/6429) 


find the following: [Section: 6.4] 
a. The range of K that keeps the system stable 
b. The value of K that makes the system oscillate 


c. The frequency of oscillation when K is set to the 
value that makes the system oscillate 
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34. Repeat Problem 33 for [Section: 6.4] a. Find the range of K for stability. 
K(s—1)(s —2) b. Find the frequency of oscillation when the system 
G(s) = is marginally stable. 


35. 


(s + 2)(s? + 2s + 2) 
41. Using the Routh-Hurwitz criterion and the 


For the system shown in Figure P6.8, find the unity feedback system of Figure P6.3 with 





value of gain, K, that will make the system oscil- [Section: 6.4] 
late. Also, find the frequency of oscillation. 
[Section: 6.4] G(s) = K 


~ g(s + 1)(s +2)(s +5) 





R(s) + k IQ 1 Ce) 
x © s(s+7)(s+3) a. Find the range of K for stability. 


36. 


37. 


38. 


39. 


40. 


b. Find the value of K for marginal stability. 


c. Find the actual location of the closed-loop poles 
when the system is marginally stable. 











FIGURE P6.8 42. Find the range of K to keep the system shown in 


i Figure P6.9 stable. [Section: 6.4] 
Given the unity feedback system of WileyPLUS 


Figure P6.3 with [Section: 6.4] 


Control Solutions 
Ks(s +2) 
(s* — 4s + 8)(s + 3) 


a. Find the range of K for stability. 


. Find the f f ll hen th 
b Fin t e frequency of osci ABYGS PHF Enhancer rure P6.9 


is marginally stable. 


G(s) = 











MATLAB 

CD 43. Find the value of K in the system of WileyPLUS 
Figure P6.10 that will place the closed- 

loop poles as shown. [Section: 6.4] control Solutions 


Repeat Problem 36 using MATLAB. 


For the unity feedback system of Figure P6.3 with 


7 K(s +2) 
G= (2+ D(s+4)(s— 1) 


R(s) + C(s) 
Ss = 
find the range of K for which there will be only two a 
closed-loop, right—half-plane poles. [Section: 6.4] a 
Le 
For the unity feedback system of Figure P6.3 with 
[Section: 6.4] 


K 
aS eee eT ee TE 


a. Find the range of K for stability. 




















b. Find the frequency of oscillation when the system 
is marginally stable. 


Given the unity feedback system of Figure P6.3 with 
[Section: 6.4] 


G(s) = a 


(s + 49)(s? + 4s + 5) FIGURE P6.10 Closed-loop system with pole plot 
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44. 


45. 


46. 


G(s) 


47. 











The closed-loop transfer function of a system is 48. A linearized model of a torque-controlled crane 
hoisting a load with a fixed rope length is 
s? + Kis + K3 
T(s)= 3 2 
st + Kis? + Kos*+55+1 X1(s) 1 s2 + we 
P(s) = = 0 
, l Fr(s) mr s?(s? + aa) 
Determine the range of K in order for the system to 
be stable. What is the relationship between K; and 
Ka for stability? [Section: 6.4] where wo = 4/Ẹ, L =the rope length, my = the mass 
For the transfer function below, find the constraints of the car, a = the combined rope and car mass, f p = 
on K; and K; such that the function will have only the force input applied to the car, and xr = the 
two jw poles. [Section: 6.4] resulting rope displacement (Marttinen, 1990). If 
the system is controlled in a feedback configuration 
T(s) = Kis + K2 by placing it in a loop as shown in Figure P6.11, with 
= st + Kis +82 + Kos +1 K > 0, where will the closed-loop poles be located? 


The transfer function relating the output engine fan 

speed (rpm) to the input main burner fuel flow rate R(s) R) 
(Ib/h) in a short takeoff and landing (STOL) fighter - 
aircraft, ignoring the coupling between engine fan 

speed and the pitch control command, is (Schier- 

man, 1992) [Section: 6.4] FIGURE P6.11 














C(s) 


K P(s) 


























__ 1.37 +. 90.556 + 197055 + 15, 000s + 312053 — 41,300s? — 5000s — 1840 
s8 + 10357 + 1180s° + 4040s° + 2150s4 — 8960s? — 10, 600s? — 1550s — 415 49, The read/write head assembly arm of a computer 
i , , hard disk drive (HDD) can be modeled as a rigid 
a. Find how many poles are "Apaga" PDF Enhiarbece yh inertia Ip. Its dynamics can be 
eJ 


in the left half-plane, and on aX1S. described with the transfer function 











b. Is this open-loop system stable? 

















An interval polynomial is of the form P(s) = X(s) 1 

2 3 4 5 o F(s) Ts 

P(s) = ao + ais + azs" + azs? + ags + ass +- 
with its coefficients belonging to intervals where X(s) is the displacement of the read/write 
xi < ai < y;, where x;, y; are prescribed constants. head and F (s) is the applied force (Yan, 2003). 
Kharitonov’s theorem says that an interval polyno- Show that if the HDD is controlled in the con- 
mial has all its roots in the left half-plane if each one figuration shown in Figure P6.11, the arm will 
of the following four polynomials has its roots in the oscillate and cannot be positioned with any pre- 
left half-plane (Minichelli, 1989): cision over a HDD track. Find the oscillation 
frequency. 
Kı (5) = xo + x18 + yos? + y3 + x4s* 4 xs 4 yes? pee 
Ka(s) = xo + y,5 + yps? + x399 + x4s* + yss? + yes +--. 50. A system is represented in state space as state space 
K3(s) = yo + x18 + x28? + y38° + y4s* + X587 + xes + --- 
K4(s)= y + yas + X28? + X38? + yys* + yss? + xes +- 0 1 3 0 
ARU aa k=|2 2 —4|x+|1lļu 
1 -4 3 0 


Use Kharitonov’s theorem and the Routh-Hurwitz 
criterion to find if the following polynomial has any y=[1 1 O}x 
zeros in the right—-half-plane. 
à 4 Determine how many eigenvalues are in the right 
P(s) = ao + ais + aas* + a3s" half-plane, in the left half-plane, and on the jw-axis. 
2<a <4; 1l<a<2; 4<@<6, a=l1 [Section: 6.5] 





51. Use MATLAB tofindthe eigenval- 
ues of the following system: 


MATLAB 


State Space 


0 1 0 0 
-1 1 8 0 
=[0 0 1)x 


State Space 


WileyPLUS 


52. The following system in state space 
represents the forward path of a unity 
feedback system. Use the Routh- 
Hurwitz criterion to determine if 
the closed-loop system is stable. [Sec- 


Control Solutions 
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of gain, K, that will keep the system stable. Can the 
system ever be unstable for positive values of K? 


56. A common application of control systems is in 
regulating the temperature of a chemical process 
(Figure P6.13). The flow of a chemical reactant to a 
process is controlled by an actuator and valve. The 
reactant causes the temperature in the vat to 
change. This temperature is sensed and compared 
to a desired set-point temperature in a closed loop, 
where the flow of reactant is adjusted to yield the 
desired temperature. In Chapter 9, we will learn 
how a PID controller is used to improve the per- 
formance of such process control systems. Figure 
P6.13 shows the control system prior to the addition 
of the PID controller. The PID controller is 





none replaced by the shaded box with a gain of unity. 
For this system, prior to the design of the PID 
0 1 0 0 controller, find the range of amplifier gain, K, to 
x=| 0 1 3/x+]0}u keep the system stable. 
-3 —4 -5 1 
=[0 1 1j]x 
MATLAB TD i Chemical 

53. Repeat Problem 52 using CD Peia controller Amplifier valve process Aenal 

MATLAB. set point + {| | « | ‘eal {al TT al 
54. A Butterworth polynomial is Apays PDF Enhancer OA oe 


B,(5)=1+ e(a ,n>0. 


Dc 


Use the Routh-Hurwitz criteria to find the zeros of 
a Butterworth polynomial for: 


a. n= l; 
b. n=2 


DESIGN PROBLEMS 
55. A model for an airplane’s pitch loop is 
shown in Figure P6.12. Find the range 


WileyPLUS 


Control Solutions 


Controller 


Commanded Aircraft dynamics 


pitch angle + 





K(s + 1) 





(s + 4.85) 














Gyro 
FIGURE P6.12 Aircraft pitch loop model 


s+10 Pitch angle 
> 
s? + 0.65 +9 








Temperature 
sensor 


FIGURE P6.13 
system 


Block diagram of a chemical process control 


57. A robot arm called ISAC (Intelligent Soft Arm 
Control) can be used as part of a system to feed 
people with disabilities (see Figure P6.14(a)). The 
control system guides the spoon to the food and 
then to a position near the person’s mouth. The arm 
uses a special pneumatically controlled actuator 
called a rubbertuator. Rubbertuators consist of rub- 
ber tubes covered with fiber cord. The actuator 
contracts in length when pneumatic pressure is 
increased and expands in length when pressure is 
decreased. This expansion and contraction in length 
can drive a pulley or other device. A video camera 
provides the sight for the robot and the tracking 
loop (Kara, 1992). Assume the simplified block 
diagram shown in Figure P6.14(b) for regulating 
the spoon at a distance from the mouth. Find the 
range of K for stability. (Use of a program with 
symbolic capability is recommended.) 
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Desired Actual 
spoon Rubbertuator spoon 
position Controller and load position 





R(s) + K(s+0.01)(s+6) 10 C(s) 
| > 
+ 5(s+20)(s+100) s?+10s+29 


58. 








(b) 
FIGURE P6.14 a. ISAC used for feeding (Courtesy of 


Kazuhiko Kawamura, Vanderbilt Apago PDF 


b. simplified block diagram 


Often an aircraft is required to tow ; 
another vehicle, such as a practice edle 
target or glider. To stabilize the 
towed vehicle and prevent it from 
rolling, pitching, and yawing, an autopilot is built 
into the towed vehicle. Assume the block diagram 
shown in Figure P6.15 represents the autopilot roll 
control system (Cochran, 1992). Find the range of K 
to keep the roll angle stable. 


Commanded Roll Actual 


roll angle Compensator Actuator dynamics roll angle 
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G5) + K(s+0.6)(s+6) 200 500 Hs) 
| 2| | | > 
+ (s+0.1)(s+100) s2+12s+100 s(s+6) 








FIGURE P6.15 Towed vehicle roll control 


. Cutting forces should be kept constant during 


machining operations to prevent changes in spindle 
speeds or work position. Such changes would dete- 
riorate the accuracy of the work’s dimensions. A 
control system is proposed to control the cutting 
force. The plant is difficult to model, since the 


Control Solutions 


Desired 
force 


Rs) + 
&) 


O 


Controller 


Actual 
Plant force 





63 X 106 Cs) 
(s+30)(s+140)(5 + 2.5) - 








FIGURE P6.16 Cutting force control system (Reprinted with 
permission of ASME.) 


factors that affect cutting force are time varying 
and not easily predicted. However, assuming 
the simplified force control model shown in Figure 
P6.16, use the Routh-Hurwitz criterion to find the 
range of K to keep the system stable (Rober, 1997). 


60 


Transportation systems that use magnetic levitation 


can reach very high speeds, since contact friction at 
the rails is eliminated (see Figure P6.17(a)). Electro- 
magnets can produce the force to elevate the vehi- 
cle. Figure P6.17(b) is a simulation model of a 
control system that can be used to regulate the 
magnetic gap. In the figure, Z,i,(s) represents a 
voltage proportional to the desired amount of levi- 
tation, or gap. Z,ou(s) represents a voltage propor- 
tional to the actual amount of levitation. The plant 
models the dynamic response of the vehicle to 


Enhancer 






Controller 





(a) 


Plant 
ZyoutlS) 








(b) 


FIGUREP6.17 a. A magnetic levitation transportation system 
(© Japan Air Lines/Photo Researchers); b. simplified block 
diagram (© 1998 IEEE) 


61. 


P(s) = 


62. 


63. 


signals from the controller (Bittar, 1998). Use the 
Routh-Hurwitz criterion to find the range of gain, 
K, to keep the closed loop system stable. 

A transfer function from indoor radiator power, 
Q(s), to room temperature, T(s), in an 11 m2 
room is 


T(s) 1x 108s? +. 1.314 x 107°s + 2.66 x 107! 
O(s) s3 + 0.001635? + 5.272 x 1077s + 3.538 x 107"! 





where Q is in watts and Tis in °C. (Thomas, 2005). 
The room’s temperature will be controlled by 
embedding it in a closed loop, such as that of Figure 
P6.11. Find the range of K for closed-loop stability. 


During vertical spindle surface grinding, adjust- 
ments are made on a multi-axis computer numerical 
control (CNC) machine by measuring the applied 
force with a dynamometer and applying appropriate 
corrections. This feedback force control results in 
higher homogeneity and better tolerances in the 
resulting finished product. In a specific experiment 
with an extremely high feed rate, the transfer func- 
tion from the desired depth of cut (DOC) to applied 
force was 








64. 
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The circuit will oscillate if it is designed to have 
poles on the jw-axis. 


a. Show that the transfer function for the passive 
network in the circuit is given by 


V2(s) _ —1 


Vils) 1 iy? 2 
(1 i Rc) (2 7 RC) 3— SRC 
b. Show that the oscillator’s characteristic equation 


is given by 
1-K l 


1 1y 2 
(1+) (2+0) i sRC 

















c. Use the Routh-Hurwitz criterion to obtain the 
oscillation condition and the oscillation 
frequency. 


In order to obtain a low-cost lithium-ion battery 
charger, the feedback loop of Figure P6.3 is used, 
where G(s) = G,(s)P(s). The following transfer 
functions have been derived for G(s) (Tsang, 
2009): 





Ome “pago PDF Enhancer , 
DOC(s) 14 Kc 1 Pls) = Ry, RoC, C28% + (RC, + RoC, + RC2)s +1 
ms +bs+k Ky Ts+1 (= Ci(1 + RoCa)s 
where k = 2.1x104N/m, b = 0.78 Ns/m, m = 1.2x G,(s) =K 5 
1074 Kg, Kc = 1.5 x 10 N/mm and T = 0.004 s. Ky an a. 


is a parameter that is varied to adjust the system. 
Find the range of Ky under which the system is 
stable (Hekman, 1999). 


Figure P6.18 depicts the schematic diagram of a 
phase shift oscillator. 








R; 























Ry 
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R V(t) 





FIGURE P6.18 Phase shift oscillator 
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Tf Ry = 0.15 Q; Ro = 0.44 Q; Cı = 7200 F; and C2 = 
170F use the Routh-Hurwitz criteria to find the 
range of positive Kp and K; for which the system is 
closed-loop stable. 


Figure P6.19 is a simplified and linearized block 
diagram of a cascade control system, which is used 
to control water level in a steam generator of a 
nuclear power plant (Wang, 2009,). 

In this system, the level controller, Gzec(s), is the 
master controller and the feed-water flow controller, 
Grc(s) is the slave controller. Using mass balance 
equations, the water level would ordinarily be 
regarded as a simple integration process of water 
flow. In a steam generator, however, steam flow rate 
and the cooling effect of feed-water change the 
dynamics of that process. Taking the latter into 
account and ignoring the much-less pronounced 
impact of changes in steam flow rate, a first-order 
lag plus time delay is introduced into the transfer 
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Set p 


R(s) 


66. 
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oint 





FIGURE P6.19 


function, G(s), relating the controlled level, C(s), 
to feed-water flow rate, Q,,(s) as follows: 





E C) _ Kye" 8 7 2-28 
Gry(s) = O,,(s) = s(T1s +1) E s(25s + 1) 
2 





~ 5(25s + 1)(2s2 + 2s +1) 


where Kı = 2 is the process gain, t; = 2 is the pure 
time delay, and Tı = 25 is the steam generator’s 
time constant. (The expression e™™’ represents 
a time delay. This function can be represented by 
what is known as a Pade approximation. This ap- 
proximation can take on many increasingly compli- 
cated forms, depending upon the degree of accuracy 


e m we use the ApagonPpDF 


e 


yw 
© 


ie 


the considered steam generator.) 
The dynamic characteristics of the control valve 


, and specific numerical values for 





are approximated by the transfer function: 
Qw(s)_ K, 
G,(s) = = = , where K, is th 
Sy tel aa a 
valve gain and T, is its time constant. 
Given that: Grels) = Kp,. + Kp,-8 = 0.5 + 2s 
and Grels) = Krc + Kp,-s =0.5+ Ks, use the 


Routh-Hurwitz criterion to find the range of the 
level controller’s derivative gain, Kp,. = K > 0, 
that will keep the system stable. 


Look-ahead information can be used to automati- 
cally steer a bicycle in a closed-loop configuration. 
A line is drawn in the middle of the lane to be 
followed, and an arbitrary point is chosen in the 
vehicle’s longitudinal axis. A look-ahead offset is 
calculated by measuring the distance between the 
look-ahead point and the reference line and is used 
by the system to correct the vehicle’s trajectory. A 
linearized model of a particular bicycle traveling on 
a straight-line path at a fixed longitudinal speed is 





Controlled 
level 
C(s) 





V -11.7 68 616K 7.7K]\" 
i 35 -24 -669K 84K||r 
Ji 0 1 0 0 P 
2 1 0 —10 0 A 


In this model, V=bicycle’s lateral velocity, r= 
bicycle’s yaw velocity, y=bicycle’s yaw accelera- 
tion, and Y, = bicycle’s center of gravity coordinate 
on the y-axis. K is a controller parameter to be 
chosen by the designer (Ozgiiner, 1995). Use the 
Routh-Hurwitz citerion to find the range of K for 
which the system is closed-loop stable. 


PROGRESSIVE ANALYSIS AND DESIGN PROBLEMS 


67. 


E 


68. 


High-speed rail pantograph. Problem 21 in Chapter 1 
RST Ses a ee ontrol of a pantograph mechanism 
Hi systems. In Problem 79(a), Chap- 
ter 5, you nae the block diagram for the active 
pantograph control system. Using your solution for 
Problem 79(a) in Chapter 5 and the Routh-Hurwitz 
criterion, find the range of controller gain, K, that will 
keep the system stable (O’Connor, 1997). 


Control of HIV/AIDS. The HIV infection linear- 
ized model developed in Problem 82, Chapter 4, can 
be shown to have the transfer function 



































ps) = 2) —520s — 10.3844 
~ Uy(s) s+ 2.681782 + 0.11s + 0.0126 
Desired virus 
count change + Ge) U,(s) Be Virus count change, Y(s) 
>| G(s =| Pls > 
FIGURE P6.20 


It is desired to develop a policy for drug delivery to 
maintain the virus count at prescribed levels. For 
the purpose of obtaining an appropriate u(t), 
feedback will be used as shown in Figure P6.20 
(Craig, 2004). 
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FIGURE P6.21 


As a first approach, consider G(s) = K, a constant 
to be selected. Use the Routh-Hurwitz criteria to 
find the range of K for which the system is closed- 
loop stable. 


Hybrid vehicle. Figure P6.21 s 
presented in Chapter 5, wh 


69. ws the HEV 


PAI: 


POF E 


have been substituted. It is assumed here that the 
speed controller has a proportional gain, Kp, to be 
adjusted. Use the Routh-Hurwitz stability method 
to find the range of positive K, for which the system 
is closed-loop stable (Graebe, 1995). 
nnancer 
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Experiment 6.1 
Objectives To verify the effect of pole location upon 


upon stability of loop gain in a negative feedback system. 


Minimum Required Software Packages MATLAB, Simulink, and the 


Control System Toolbox 


Prelab 
1. Find the equivalent transfer function of the negative feedback system of Figure 
P6.22 if 
K 
G(s) = ———, and H(s) 
s(s +2) 


. For the system of Prelab 1, find two values of gain 


stability. To verify the effect 


R(s) + C(s) 








FIGURE P6.22 


=1 


that will yield closed-loop, 


overdamped, second-order poles. Repeat for underdamped poles. 


critically damped. 


. For the system of Prelab 1, find the value of gain, K, that will make the system 
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4. For the system of Prelab 1, find the value of gain, K, that will make the system 
marginally stable. Also, find the frequency of oscillation at that value of K that 
makes the system marginally stable. 


5. For each of Prelab 2 through 4, plot on one graph the pole locations for each case 
and write the corresponding value of gain, K, at each pole. 


Lab 


1. Using Simulink, set up the negative feedback system of Prelab 1. Plot the step 
response of the system at each value of gain calculated to yield overdamped, 
underdamped, critically damped, and marginally stable responses. 


2. Plot the step responses for two values of gain, K, above that calculated to yield 
marginal stability. 


3. At the output of the negative feedback system, cascade the transfer function 
ft 

st +4 

Set the gain, K, at a value below that calculated for marginal stability and plot the 
step response. Repeat for K calculated to yield marginal stability. 


G1 (s) 


Postlab 


1. From your plots, discuss the conditions that lead to unstable responses. 


2. Discuss the effect of gain upon the nature of the step response of a closed-loop 
system. 


Apago PDF Enhancer 


Experiment 6.2 
Objective To use the LabVIEW Control Design and Simulation Module for 


stability analysis. 


Minimum Required Software Package LabVIEW with the Control Design 
and Simulation Module 


Prelab Select six transfer functions of various orders and use Routh-Hurwitz to 
determine their stability. 


Lab Create a LabVIEW VI that receives the order and the coefficients of the 
characteristic equation and outputs the location of the poles and information 


regarding stability. 


Postlab Verify the stability of the systems from your Prelab. 
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@ chapter Learning Outcomes $ 
After completing this chapter the ARAR PPE Enhancer 


Find the steady-state error for a unity feedback system (Sections 7.1-7.2) 
Specify a system’s steady-state error performance (Section 7.3) 


Design the gain of a closed-loop system to meet a steady-state error specification 
(Section 7.4) 


Find the steady-state error for disturbance inputs (Section 7.5) 

Find the steady-state error for nonunity feedback systems (Section 7.6) 

Find the steady-state error sensitivity to parameter changes (Section 7.7) 

Find the steady-state error for systems represented in state space (Section 7.8) 


@ case Study Learning Outcomes $ 


You will be able to demonstrate your knowledge of the chapter objectives with case 
studies as follows: 


Given the antenna azimuth position control system shown on the front endpapers, 
you will be able to find the preamplifier gain to meet steady-state error performance 
specifications. 


Given a video laser disc recorder, you will be able to find the gain required to permit 
the system to record on a warped disc. 


339 


340 


Chapter 7 Steady-State Errors 


@ 7.1 Introduction 


In Chapter 1, we saw that control systems analysis and design focus on three 
specifications: (1) transient response, (2) stability, and (3) steady-state errors, taking 
into account the robustness of the design along with economic and social considera- 
tions. Elements of transient analysis were derived in Chapter 4 for first- and second- 
order systems. These concepts are revisited in Chapter 8, where they are extended to 
higher-order systems. Stability was covered in Chapter 6, where we saw that forced 
responses were overpowered by natural responses that increase without bound if the 
system is unstable. Now we are ready to examine steady-state errors. We define the 
errors and derive methods of controlling them. As we progress, we find that control 
system design entails trade-offs between desired transient response, steady-state 
error, and the requirement that the system be stable. 


Definition and Test Inputs 

Steady-state error is the difference between the input and the output for a prescribed 
test input as t > oo. Test inputs used for steady-state error analysis and design are 
summarized in Table 7.1. 

In order to explain how these test signals are used, let us assume a position 
control system, where the output position follows the input commanded position. 
Step inputs represent constant position and thus are useful in determining the ability 
of the control system to position itself with respect to a stationary target, such as a 
satellite in geostationary orbit (see Figure 7.1). An antenna position control is an 
example of a system that can be tested for accuracy using step inputs. 
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TABLE 7.1 Test waveforms for evaluating steady-state errors of position control systems 








Physical Time Laplace 
Waveform Name interpretation function transform 
r(t) Step Constant position 1 1 
s 
t 
r() . 1 
i Ramp Constant velocity t z 


r(t) 
A Parabola Constant acceleration =t aa 
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Satellite in geostationary orbit NE 
Satellite orbiting at 
constant velocity AN 


Accelerating 
missile 


peen 
JGA ` 





Tracking system 


Pa 
be 
(ed 
FIGURE 7.1 Test inputs for 


steady-state error analysis and 
design vary with target type 


Ramp inputs represent constant-velocity inputs to a position control system by 
their linearly increasing amplitude. These waveforms can be used to test a system’s 
ability to follow a linearly increasing input or, equivalently, to track a constant- 
velocity target. For example, a position control system that tracks a satellite that 
moves across the sky at a constant angular velocity, as shown in Figure 7.1, would be 
tested with a ramp input to alk pa go) PDP Enhances 
angular position and that of the confrol s¥stem. 

Finally, parabolas, whose second derivatives are constant, represent constant- 
acceleration inputs to position control systems and can be used to represent 
accelerating targets, such as the missile in Figure 7.1, to determine the steady-state 
error performance. 


Application to Stable Systems 

Since we are concerned with the difference between the input and the output of a 
feedback control system after the steady state has been reached, our discussion is 
limited to stable systems, where the natural response approaches zero as t — oo. 
Unstable systems represent loss of control in the steady state and are not acceptable 
for use at all. The expressions we derive to calculate the steady-state error can be 
applied erroneously to an unstable system. Thus, the engineer must check the system 
for stability while performing steady-state error analysis and design. However, in 
order to focus on the topic, we assume that all the systems in examples and problems 
in this chapter are stable. For practice, you may want to test some of the systems for 
stability. 


Evaluating Steady-State Errors 

Let us examine the concept of steady-state errors. In Figure 7.2(a) a step input and 
two possible outputs are shown. Output 1 has zero steady-state error, and output 2 
has a finite steady-state error, e2(0o). A similar example is shown in Figure 7.2(b), 
where a ramp input is compared with output 1, which has zero steady-state error, and 
output 2, which has a finite steady-state error, e2(00), as measured vertically between 
the input and output 2 after the transients have died down. For the ramp input 
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FIGURE 7.2 Steady-state error: 
a. step input; b. ramp input 


FIGURE 7.3 Closed-loop control 


system error: a. general 


representation; b. representation 


for unity feedback systems 
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Input 








Output 1 


c(t) 


Output 2 











Time 


(a) 


e9(ce) 





Output 2 






c(t) 


Output 1 





a Output 3 


Enhancer 








Time 


(b) 


another possibility exists. If the output’s slope is different from that of the input, then 
output 3, shown in Figure 7.2(b), results. Here the steady-state error is infinite as 
measured vertically between the input and output 3 after the transients have died 
down, and ¢ approaches infinity. 

Let us now look at the error from the perspective of the most general block 
diagram. Since the error is the difference between the input and the output of a system, 
we assume a closed-loop transfer function, T(s), and form the error, E(s), by taking the 
difference between the input and the output, as shown in Figure 7.3(a). Here we are 
interested in the steady-state, or final, value of e(t). For unity feedback systems, E(s) 
appears as shown in Figure 7.3(b). In this chapter, we study and derive expressions for 
the steady-state error for unity feedback systems first and then expand to nonunity 
feedback systems. Before we begin our study of steady-state errors for unity feedback 
systems, let us look at the sources of the errors with which we deal. 


+ 
R(s) | [r] COs) p E) RO) ® Es) [2%] Cs) 
(b) 


(a) 

















7.2 Steady-State Error for Unity Feedback Systems 


C(s) = R(s) + wj s | C(s) = 
Ç : sS 


(b) 








Sources of Steady-State Error 

Many steady-state errors in control systems arise from nonlinear sources, such as 
backlash in gears or a motor that will not move unless the input voltage exceeds a 
threshold. Nonlinear behavior as a source of steady-state errors, although a viable 
topic for study is beyond the scope of a text on linear control systems. The steady- 
state errors we study here are errors that arise from the configuration of the system 
itself and the type of applied input. 

For example, look at the system of Figure 7.4(a), where R(s) is the input, C(s) is 
the output, and E(s) = R(s) — C(s) is the error. Consider a step input. In the steady 
state, if c(t) equals r(t), e(t) will be zero. But with a pure gain, K, the error, e(t), 
cannot be zero if c(t) is to be finite and nonzero. Thus, by virtue of the configuration 
of the system (a pure gain of K in the forward path), an error must exist. If we call 
Csteady-state the steady-state value of the output and esteady-state the steady-state value of 
the error, then Csteady-state = Kesteady-state> or 


1 
steady-state = K Csteady-state (7.1) 


Thus, the larger the value of K, the smaller the value of esteady-state Would have to be to 
yield a similar value of Csteady-state- The conclusion we can draw is that with a pure gain 
in the forward path, there will avApa gol PDErknhan oe rthis 
error diminishes as the value of K increases. 

If the forward-path gain is replaced by an integrator, as shown in Figure 7.4(b), 
there will be zero error in the steady state for a step input. The reasoning is as 
follows: As c(t) increases, e(t) will decrease, since e(t) = r(t) — c(t). This decrease will 
continue until there is zero error, but there will still be a value for c(t) since an 
integrator can have a constant output without any input. For example, a motor can 
be represented simply as an integrator. A voltage applied to the motor will cause 
rotation. When the applied voltage is removed, the motor will stop and remain at its 
present output position. Since it does not return to its initial position, we have an 
angular displacement output without an input to the motor. Therefore, a system 
similar to Figure 7.4(b), which uses a motor in the forward path, can have zero 
steady-state error for a step input. 

We have examined two cases qualitatively to show how a system can be expected 
to exhibit various steady-state error characteristics, depending upon the system 
configuration. We now formalize the concepts and derive the relationships between 
the steady-state errors and the system configuration generating these errors. 


7.2 Steady-State Error for Unity 
Feedback Systems 


Steady-state error can be calculated from a system’s closed-loop transfer function, 
T(s), or the open-loop transfer function, G(s), for unity feedback systems. We begin 
by deriving the system’s steady-state error in terms of the closed-loop transfer 
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FIGURE 7.4 System with 

a. finite steady-state error fora 
step input; b. zero steady-state 
error for step input 
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function, T(s), in order to introduce the subject and the definitions. Next we obtain 
insight into the factors affecting steady-state error by using the open-loop transfer 
function, G(s), in unity feedback systems for our calculations. Later in the chapter 
we generalize this discussion to nonunity feedback systems. 


Steady-State Error in Terms of T(S) 
Consider Figure 7.3(a). To find E(s), the error between the input, R(s), and the 
output, C(s), we write 


E(s) = R(s) — C(s) (7.2) 
But 
C(s) = R(s)T(s) (7.3) 
Substituting Eq. (7.3) into Eq. (7.2), simplifying, and solving for E(s) yields 


E(s) = R(s)[1 — T(s)] (7.4) 


Although Eq. (7.4) allows us to solve for e(t) at any time, t, we are interested in the 
final value of the error, e(oo). Applying the final value theorem,’ which allows us to 
use the final value of e(t) without taking the inverse Laplace transform of E(s), and 
then letting t approach infinity, we obtain 


e(co) = lim e(t) = lim sE(s) (7.5) 
ipag oe (7.4 DE Eia 7.5) yields 
kn ancer 
e(co) = lim sR(s)[1 — T(s)] (7.6) 


Let us look at an example. 


1 The final value theorem is derived from the Laplace transform of the derivative. Thus, 


= | Koed =sF6)-f0-) 


JT Fod = fæ) - f0-) = limsF(s) - f(0-) 
or 


f(w)= lim sF(s) 
so 

For finite steady-state errors, the final value theorem is valid only if F(s) has poles only in the left half- 
plane and, at most, one pole at the origin. However, correct results that yield steady-state errors that are 
infinite can be obtained if F(s) has more than one pole at the origin (see D’Azzo and Houpis, 1988). If F(s) 
has poles in the right half-plane or poles on the imaginary axis other than at the origin, the final value 
theorem is invalid. 

? Valid only if (1) E(s) has poles only in the left half-plane and at the origin, and (2) the closed-loop transfer 
function, T(s), is stable. Notice that by using Eq. (7.5), numerical results can be obtained for unstable 
systems. These results, however, are meaningless. 


7.2 Steady-State Error for Unity Feedback Systems 


Example 7.1 


Steady-State Error in Terms of 7(s) 


PROBLEM: Find the steady-state error for the system of Figure 7.3(a) if T(s) = 
5/(s? + 7s +10) and the input is a unit step. 


SOLUTION: From the problem statement, R(s) = 1/s and T(s) = 5/(s? + 7s + 10). 
Substituting into Eq. (7.4) yields 





Is +5 


Ee 7s + 10) vA 











Since T(s) is stable and, subsequently, E(s) does not have right—half-plane poles or 
jw poles other than at the origin, we can apply the final value theorem. Substituting 
Eq. (7.7) into Eq. (7.5) gives e(oo) = 1/2. 


Steady-State Error in Terms of G(s) 

Many times we have the system configured as a unity feedback system with a 
forward transfer function, G(s). Although we can find the closed-loop transfer 
function, T(s), and then proceed as in the previous subsection, we find more insight 
for analysis and design by expressing the steady-state error in terms of G(s) rather 
than T(s). 

Consider the feedback control system shown in Figure_7.3(b). Since the 
feedback, H(s), equals 1, the sys Pag ay PDE. han@erthat 
E(s) is actually the error between the input, R(s), and the output, C(s). Thus, if we 
solve for E(s), we will have an expression for the error. We will then apply the final 
value theorem, Item 11 in Table 2.2, to evaluate the steady-state error. 

Writing E(s) from Figure 7.3(b), we obtain 


E(s) = R(s) — C(s) (7.8) 
But 
C(s) = E(s) G(s) (7.9) 
Finally, substituting Eq. (7.9) into Eq. (7.8) and solving for E(s) yields 


R(s) 
E(s) = ———~ 7.10 
= TT 46) vem 
We now apply the final value theorem, Eq. (7.5). At this point in a numerical 
calculation, we must check to see whether the closed-loop system is stable, using, for 
example, the Routh-Hurwitz criterion. For now, though, assume that the closed-loop 
system is stable and substitute Eq. (7.10) into Eq. (7.5), obtaining 





(7.11) 











Equation (7.11) allows us to calculate the steady-state error, e(co), given the 
input, R(s), and the system, G(s). We now substitute several inputs for R(s) and then 
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draw conclusions about the relationships that exist between the open-loop system, 
G(s), and the nature of the steady-state error, e(0o). 

The three test signals we use to establish specifications for a control system’s 
steady-state error characteristics are shown in Table 7.1. Let us take each input and 
evaluate its effect on the steady-state error by using Eq. (7.11). 


Step Input. Using Eq. (7.11) with R(s) = 1/s, we find 








e(00) = estep(00) = lim ny, : 


s01 +G(s) 1+lim G(s) (7.12) 











The term 


lim G(s) 


s—0 


is the dc gain of the forward transfer function, since s, the frequency variable, is 
approaching zero. In order to have zero steady-state error, 


lim G(s) = œ (7.13) 


s—0 


Hence, to satisfy Eq. (7.13), G(s) must take on the following form: 





J= (s+ z1)(8 + Z2) +: 
8) = GE pe +p) 


andARR EGA ROR ni ANARGSE must be equal to zero as s goes to 


zero. Thus, n > 1; that is, at least one pole must be at the origin. Since division by s in 
the frequency domain is integration in the time domain (see Table 2.2, Item 10), we 
are also saying that at least one pure integration must be present in the forward path. 
The steady-state response for this case of zero steady-state error is similar to that 
shown in Figure 7.2(a), output 1. 

If there are no integrations, then n = 0. Using Eq. (7.14), we have 


(7.14) 





lim G(s) = 22 


7.15 
5-0 Pipa: =: e 


which is finite and yields a finite error from Eq. (7.12). Figure 7.2(a), output 2, is an 
example of this case of finite steady-state error. 

In summary, for a step input to a unity feedback system, the steady-state error 
will be zero if there is at least one pure integration in the forward path. If there are no 
integrations, then there will be a nonzero finite error. This result is comparable to our 
qualitative discussion in Section 7.1, where we found that a pure gain yields a 
constant steady-state error for a step input, but an integrator yields zero error for the 
same type of input. We now repeat the development for a ramp input. 


Ramp Input. Using Eq. (7.11) with, R(s) = 1/s?, we obtain 





€(00) = @ramp(co) = lim ees) = lim l 








(7.16) 


s>0 1+ G(s)  s+0s+sG(s) F lim sG(s) 





7.2 Steady-State Error for Unity Feedback Systems 


To have zero steady-state error for a ramp input, we must have 


lim sG(s) = œ (7.17) 


To satisfy Eq. (7.17), G(s) must take the same form as Eq. (7.14), except that n > 2. In 
other words, there must be at least two integrations in the forward path. An example of 
zero steady-state error for a ramp input is shown in Figure 7.2(b), output 1. 
If only one integration exists in the forward path, then, assuming Eq. (7.14), 
limsG(s) = 122 (7.18) 
sO PiP2°** 





which is finite rather than infinite. Using Eq. (7.16), we find that this configuration 
leads to a constant error, as shown in Figure 7.2(b), output 2. 
If there are no integrations in the forward path, then 


lim sG(s) =0 (7.19) 


and the steady-state error would be infinite and lead to diverging ramps, as shown in 
Figure 7.2(b), output 3. Finally, we repeat the development for a parabolic input. 


Parabolic Input. Using Eq. (7.11) with R(s) = 1/s°, we obtain 








: s(1/s°) ' 1 1 
= parabola = lim = | =F 
e(co) €parabol (co) qm T+ G(s) oe + s°G(s) lim s2G(s) 
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In order to have zero steady-state error fOr a parabolic input, we must have 


(7.20) 











lim s°G(s) = 00 (7.21) 

To satisfy Eq. (7.21), G(s) must take on the same form as Eq. (7.14), except that 

n > 3. In other words, there must be at least three integrations in the forward path. 
If there are only two integrations in the forward path, then 





lim s*G(s) = — 


= 1.22 
s=0 P1P2°°° l ) 


is finite rather than infinite. Using Eq. (7.20), we find that this configuration leads to 
a constant error. 
If there is only one or less integration in the forward path, then 


lims’G(s) = 0 (7.23) 


s—0 


and the steady-state error is infinite. Two examples demonstrate these concepts. 


Example 7.2 





Steady-State Errors for Systems with No Integrations 


PROBLEM: Find the steady-state errors for inputs of Su(t), 5tu(t), and SPu(t) to the 
system shown in Figure 7.5. The function u(t) is the unit step. 
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RG) +& Els) c(s) SOLUTION: First we verify that the closed-loop system is indeed 

4 (s + 3)(s + 4) ™ stable. For this example we leave out the details. Next, for the input 
5u(t), whose Laplace transform is 5/s, the steady-state error will be 
five times as large as that given by Eq. (7.12), or 











FIGURE 7.5 Feedback control system for 5 5 5 
Example 7.2 e(co) = €step(00) =7 + lim G(s) =I +20 ~ 31 
s—0 





(7.24) 


which implies a response similar to output 2 of Figure 7.2(a). 

For the input 5tu(f), whose Laplace transform is 5/s*, the steady-state error 
will be five times as large as that given by Eq. (7.16), or 

¢(00) = eramp(00) = pa = S = (7.25) 
er Same Tim sG(s) 0 | 
s— 

which implies a response similar to output 3 of Figure 7.2(b). 

For the input 5fu(t), whose Laplace transform is 10/s°, the steady-state error 
will be 10 times as large as that given by Eq. (7.20), or 


10 10 
“mre o © =e 


sa 


e(co) = @parabola (co) 





Example 7.3 





Steady-State Errors for Systems with One Integration 
PROBLEM: Find the steady-state errors for inputs of 5u(t), 


RW) iQ ee oh Stu(t), and 5f°u(t) to the system shown in Figure 7.6. The 
- ais # os 4) function u(t) is the unit step. 


SOLUTION: First verify that the closed-loop system is in- 
FIGURE 7.6 Feedback control system for Example 7.3 deed stable. For this example we leave out the details. Next 
note that since there is an integration in the forward path, the 
steady-state errors for some of the input waveforms will be 
less than those found in Example 7.2. For the input 5u(t), whose Laplace transform is 
5/s, the steady-state error will be five times as large as that given by Eq. (7.12), or 

5 5 


TIF lim G(s) œ " (ne 

















€(00) = step (00) 


which implies a response similar to output 1 of Figure 7.2(a). Notice that the 
integration in the forward path yields zero error for a step input, rather than the 
finite error found in Example 7.2. 

For the input 5tu(t), whose Laplace transform is 5/s*, the steady-state error 
will be five times as large as that given by Eq. (7.16), or 


5 5 1 


= = = .28 
limsG(s) 100 20 a 





e(co) = eramp(©0) 
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which implies a response similar to output 2 of Figure 7.2(b). Notice that the 
integration in the forward path yields a finite error for a ramp input, rather than 
the infinite error found in Example 7.2. 

For the input, 57u(t), whose Laplace transform is 10/33, the steady-state error 
will be 10 times as large as that given by Eq. (7.20), or 


10 10 
lims?G(s) 0. v2) 


sa 


e(0o) = parabola (œ) 


Notice that the integration in the forward path does not yield any improvement in 
steady-state error over that found in Example 7.2 for a parabolic input. 


Skill-Assessment Exercise 7.1 


PROBLEM: A unity feedback system has the following forward transfer function: WileyPLUS 
_ 10(s + 20)(s + 30) CED 


= Control Solutions 
Ol) = 5-4 25)(s + 35) 





a. Find the steady-state error for the following inputs: 15u(t), 15tu(f), and 157 u(t). 
b. Repeat for 
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G(s) = 





s?(s + 25)(s + 35)(s + 50) 





ANSWERS: 


a. The closed-loop system is stable. For 15u(t), estep(oo) = 0; for 15tu(t), 
Craap OG) = 2.1875; for 15 a) y eparaboia (00) = 00. 


b. The closed-loop system is unstable. Calculations cannot be made. 


The complete solution is at www.wiley.com/college/nise. 





7.3 Static Error Constants and 
System Type 


We continue our focus on unity negative feedback systems and define parameters 
that we can use as steady-state error performance specifications, just as we defined 
damping ratio, natural frequency, settling time, percent overshoot, and so on as 
performance specifications for the transient response. These steady-state error 
performance specifications are called static error constants. Let us see how they 
are defined, how to calculate them, and, in the next section, how to use them for 
design. 
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Static Error Constants 
In the previous section we derived the following relationships for steady-state error. 
For a step input, u(t), 





























1 
€(00) = step (00) = Fa Gis) (7.30) 
s—0 
For a ramp input, tu(t), 
1 
e(00) = @ramp(00) = lim sG(s) (7.31) 
s—0 
ba 1 
For a parabolic input, st ult). 
1 
e(co) = €parabola(OO) = lim s?G(s) (7.32) 
s—0 








The three terms in the denominator that are taken to the limit determine the 
steady-state error. We call these limits static error constants. Individually, their names 
are 
position constant, K,, where 




















Kp = lim G(s) (7.33) 
Apago PDF E 
velocity constant, K,, where 
K= lim sG(s) (7.34) 
acceleration constant, Ka, where 
Ka = lim s*G(s) (7.35) 


As we have seen, these quantities, depending upon the form of G(s), can 
assume values of zero, finite constant, or infinity. Since the static error constant 
appears in the denominator of the steady-state error. Eqs. (7.30) through (7.32), the 
value of the steady-state error decreases as the static error constant increases. 

In Section 7.2, we evaluated the steady-state error by using the final value 
theorem. An alternate method makes use of the static error constants. A few 
examples follow. 


Example 7.4 





Steady-State Error via Static Error Constants 


PROBLEM: For each system of Figure 7.7, evaluate the static error constants and 
find the expected error for the standard step, ramp, and parabolic inputs. 


7.3 Static Error Constants and System Type 
500(s + 2)(s + 5) C(s) 
_ 
(s + 8)(s + 10)(s + 12) | 


(a) 


R(s) + Es) 500(s + 2)(s + 5)(s + 6) Cs) 
k s(s + 8)(s + 10)(s + 12) | 




















(b) 


500(s + 2)(s + 4)(s + 5)(s + 6)(s + 7) 
s(s + 8)(s + 10)(s + 12) 








(c) 
FIGURE 7.7 Feedback control systems for Example 7.4 


SOLUTION: First verify that all closed-loop systems shown are indeed stable. For 
this example we leave out the details. Next, for Figure 7.7(a), 


500x2x5 





= = lim G(s) = 5.208 (7.36) 
Kp 
s—0 0 
Apagd’ Pi ‘BDF Enhancer 
Ky = lim sG(s) =0 (7.37) 
Kı = lim s°G(s) =0 (7.38) 
Thus, for a step input, 
1 
e(co) = IFK, = 0.161 (7.39) 
For a ramp input, 
so 7.40 
e(co) = po” (7.40) 
For a parabolic input, 
e(co) = - (7.41) 
Now, for Figure 7.7(b), 
Kp = lim G(s) = œ (7.42) 
; 500x2x5x6 
K, = lim sG(s) Pe erga: = 31.25 (7.43) 
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and 
K,= lim s°G(s) =0 (7.44) 
Thus, for a step input, 
1 
e(co) = TIK, =0 (7.45) 
For a ramp input, 
e(co) = PEE. = 0.032 (7.46) 
oot SK A 
For a parabolic input, 
1 
e(oo) = K ee) (7.47) 
Finally, for Figure 7.7(c), 
Kp = lim G(s) = œ (7.48) 
Ky= lim sG(s) = 00 (7.49) 


and 


tee OT ges (7.50) 
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Thus, for a step input, 








1 
e(oo) = IFK, =0 (7.51) 
For a ramp input, 
1 
e(co) = m 0 (7.52) 
For a parabolic input, 
e(co) = EEE ET (7.53) 
Ka 875 
MATLAB Students who are using MATLAB should now run ch7p1 in AppendixB. 








You will learn how to test the system for stability, evaluate 








static error constants, and calculate steady-state error using 
MATLAB. This exercise applies MATLAB to solve Example 7.4 with 
System (b). 








System Type 

Let us continue to focus on a unity negative feedback system. The values of the static 
error constants, again, depend upon the form of G(s), especially the number of pure 
integrations in the forward path. Since steady-state errors are dependent upon the 
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number of integrations in the forward path, we give a name to this Ris) + E(s) K(s +z )(s + z2) = C(s) 
system attribute. Given the system in Figure 7.8, we define system x ss + ps + py) ~ gi 
type to be the value of n in the denominator or, equivalently, the 
number of pure integrations in the forward path. Therefore, a 
system with n=O is a Type 0 system. If n=1 or n=2, the FIGURE7.8 Feedback control system for 
corresponding system is a Type 1 or Type 2 system, respectively. defining system type 
Table 7.2 ties together the concepts of steady-state error, 
static error constants, and system type. The table shows the static error constants and 
the steady-state errors as functions of input waveform and system type. 
TABLE 7.2 Relationships between input, system type, static error constants, and steady-state errors 
Type 0 Type 1 Type 2 
Steady-state Static error Static error Static error 
Input error formula constant Error constant Error constant Error 
1 
Step, u(t) GKE, K, = Constant i+K, Kp = 00 0 K=% 0 
1 1 
Ramp, tu(t) — K,=0 oo K, = Constant — K, = œ 0 
K, K, 
1 1 
Parabola, 5 fut) K K,=0 oo K,=0 o0 K, = Constant = 








O(s + 8) 
(s+7)(s +9) 


a. Evaluate system type, Kp, K,, and Ka. 





G(s) = 


ramp, and parabolic inputs. 


ANSWERS: 


and K, = 0. 
b. estep(00) = 7.8 x 107%, eramp(00) = 


The complete solution is at www.wiley.com/college/nise. 


Skill-Assessment Exercise 7.2 


PROBLEM: A unity feedback “AbAYS foji yhaa ution: 


oo, and parabola (00 


b. Use your answers to a. to find the steady-state errors for the standard step, 


a. The closed-loop system is stable. System type = Type 0. K, = 127, K, = 0, 


) = 00 


In this section, we defined steady-state errors, static error constants, and system 
type. Now the specifications for a control system’s steady-state errors will be 
formulated, followed by some examples. 


@ 7.4 Steady-state Error Specifications 


Static error constants can be used to specify the steady-state error characteristics of 
control systems, such as that shown in Figure 7.9. Just as damping ratio, ¢, settling 
time, T,, peak time, T,, and percent overshoot, % OS, are used as specifications for a 














Trylt 7.1 


Use MATLAB, the Control 
System Toolbox, and the fol- 
lowing statements to find K,, 
€step(0o), and the closed-loop 
poles to check for stability for 
the system of Skill-Assessment 
Exercise 7.2. 


numg=1000*[1 8]; 
deng=poly ([-7 -9]); 
G=tf(numg, deng); 
Kp=dcgain(G) 
estep=1/(1+Kp) 
T=feedback (G,1) 
poles=pole(T) 
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FIGURE 7.9 A robot used in the 
manufacturing of semiconductor 
random-access memories 
(RAMs) similar to those in 
personal computers. Steady-state 
error is an important design 
consideration for assembly-line 
robots. 





control system’s transient response, so the position constant, K,, velocity constant, 
K,, and acceleration constant, K,, can be used as specifications for a control system’s 
steady-state errors. We will soon see that a wealth of information is contained within 
the specification of a static error constant. 

For example, if a control system has the specification K, = 1000, we can draw 


SvRSAGe"PDF Enhancer 
1. The system is stable. 


2. The system is of Type 1, since only Type 1 systems have K,’s that are finite constants. 
Recall that K, = 0 for Type 0 systems, whereas K, = oo for Type 2 systems. 


3. A ramp input is the test signal. Since K, is specified as a finite constant, and the 
steady-state error for a ramp input is inversely proportional to K,, we know the 
test input is a ramp. 


4. The steady-state error between the input ramp and the output ramp is 1/K, per 
unit of input slope. 


Let us look at two examples that demonstrate analysis and design using static 
error constants. 
Example 7.5 


Interpreting the Steady-State Error Specification 
PROBLEM: What information is contained in the specification K, = 1000? 


SOLUTION: ‘The system is stable. The system is Type 0, since only a Type 0 system 
has a finite K,. Type 1 and Type 2 systems have K, = oo. The input test signal is a 
step, since K, is specified. Finally, the error per unit step is 
"aE ‘a 1 — 1 
% =IFK, 1+1000 1001 





(7.54) 
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Example 7.6 


Gain Design to Meet a Steady-State Error Specification 


PROBLEM: Given the control system in Figure 7.10, find the 

value of K so that there is 10% error in the steady state. RO 6g 
s(s + 6)(s + 7)(s + 8) 

SOLUTION: Since the system is Type 1, the error stated in the 

problem must apply to a ramp input; only a ramp yields a finite 


error in a Type 1 system. Thus, FIGURE 7.10 Feedback control system for 
Example 7.6 





(7.55) 
Therefore, 


panelima 


50 ~6x7x8 G28) 


which yields 
K = 672 (7.57) 


Applying the Routh-Hurwitz criterion, we see that the system is stable at this gain. 

Although this gain meets the criteria for steady-state error and stability, it 
may not yield a desirable transient response. In Chapter 9 we will design feedback 
control systems to meet all three specifications. 
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Students who are using MATLAB should now run ch7 p2 in Appendix B. 
You will learn how to find the gain to meet a steady-state error CD 
specification using MATLAB. This exercise solves Example 7.6 

using MATLAB. 


MATLAB 








Skill-Assessment Exercise 7.3 


PROBLEM: A unity feedback system has the following forward WileyPLUS Trylt 7.2 


transfer function: Use MATLAB, the Control 


System Toolbox, and the 
AIST NA) following statements to solve 
(s + 14) (s F 18) Skill-Assessment Exercise 7.3 


and check the resulting 
Find the value of K to yield a 10% error in the steady state. system for stability. 


Control Solutions 


G(s) = 


numg=[1 12]; 
ANSWER: K = 189 deng=poly ([-14 -18]); 

G=tf (numg, deng); 
The complete solution is at www.wiley.com/college/nise. Kpdk=dcegain (G); 

estep=0.1; 

K= (1/estep-1)/Kpdk 

T=feedback(G,1); 

poles=pole(T) 
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This example and exercise complete our discussion of unity feedback systems. In 
the remaining sections, we will deal with the steady-state errors for disturbances and 
the steady-state errors for feedback control systems in which the feedback is not unity. 


@ 7.5 Steady-State Error for Disturbances 


Feedback control systems are used to compensate for disturbances or unwanted 

inputs that enter a system. The advantage of using feedback is that regardless of 

these disturbances, the system can be designed to follow the input with small or zero 
error, as we now demonstrate. Figure 7.11 shows a feedback 
control system with a disturbance, D(s), injected between the 
controller and the plant. We now re-derive the expression for 

cs) Steady-state error with the disturbance included. 

eae The transform of the output is given by 


C(s) = E(s)Gi(s)G2(s) + D(s)G2(s) (7.58) 











FIGURE 7.11 Feedback control system showing But 
disturbance C(s) = R(s) = E(s) (7.59) 


Substituting Eq. (7.59) into Eq. (7.58) and solving for E(s), we obtain 


= 1 G(s) 
EO 7= oe sumie ocn a) 


where we can think of 1/[1 + G1 (s)G2(s)] as a transfer function relating E(s) to R(s) 


and Ba go. Æ I Pha a P igyon relating E(s) to D(s). 
Ap ate ARARGEE e apply the final value theorem? to 


Eq. (7.60) and obtain 
































a = s Ga(s) 
doao eraa aa Ii (7.1) 
= er(00) + ep(ov) 
where 
erlo) = im ewe © 
and 








n Eeo 
2 ~ s>0 1 + Gi(s)Go(s) 


D(s) 
The first term, er(oo), is the steady-state error due to R(s), which we have already 
obtained. The second term, ep(co), is the steady-state error due to the disturbance. 
Let us explore the conditions on ep(co) that must exist to reduce the error due to the 
disturbance. 

At this point, we must make some assumptions about D(s), the controller, and 
the plant. First we assume a step disturbance, D(s) = 1/s. Substituting this value into 


3 Remember that the final value theorem can be applied only if the system is stable, with the roots of 
[1 + Gi(s)G(s)] in the left-half—plane. 


7.5 Steady-State Error for Disturbances 357 


the second term of Eq. (7.61), ep (co), the steady-state error component due to a step 
disturbance is found to be 





1 





FOCI (7.62) 





in G2(s) i in cio) 








This equation shows that the steady-state error produced by a step disturbance can 
be reduced by increasing the dc gain of G4(s) or decreasing the de gain of G2(s). 
This concept is shown in Figure 7.12, where the system of Figure 7.11 has 
been rearranged so that the disturbance, D(s), is depicted as the input and the 
error, E(s), as the output, with R(s) set equal to zero. If we want to minimize the 
steady-state value of E(s), shown as the output in Figure 7.12, we must either 
increase the dc gain of G4(s) so that a lower value of E(s) will be fed back to 
match the steady-state value of D(s), or decrease the de value of G2(s), which f 
; : rearranged to show disturbance as 
then yields a smaller value of e(oo) as predicted by the feedback formula. input and error as output, with 
Let us look at an example and calculate the numerical value of the R(s) =0 
steady-state error that results from a disturbance. 





Controller 


FIGURE 7.12 Figure 7.11 system 


Example 7.7 


Steady-State Error Due to Step Disturbance y, Experiment 7.1 


PROBLEM: Find the steady-state error component due to a step disturbance for Steady-State Error 
the system of Figure 7.13. Ap a g o PDF Enh ancer Put theory into practice finding 


G De) G the steady-state error of the 
16s) 2(s) Quanser Rotary Servo when 

Controller Plant j : 
subject to an input or a 
disturbance by simulating it 
in LabVIEW. This analysis 
becomes important when 
developing controllers for 


FIGURE 7.13 Feedback control system for Example 7.7 Boule Elo cll aiid tess 
or robot joint control. 





SOLUTION: The system is stable. Using Figure 7.12 and Eq. (7.62), we find 


on 1 1 1 
D CO) = = =. 
. 1 ; 0 + 1000 1000 
lim + lim G4 (s 
s—0 Go(s) so i(s) 





(7.63) 


The result shows that the steady-state error produced by the step disturbance is 


inversely proportional to the de gain of G(s). The dc gain of G2(s) is infinite in this Virtual experiments are found 
example. on WileyPLUS. 





Skill-Assessment Exercise 7.4 





PROBLEM: Evaluate the steady-state error component due to a step disturbance 
for the system of Figure 7.14. 
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D(s) 


— > $ > 
1000 z= 
x s+4 


FIGURE 7.14 System for Skill-Assessment Exercise 7.4 














ANSWER: ep(co) = —9.98 x 1074 


The complete solution is at www.wiley.com/college/nise. 





€ 7.6 Steady-State Error for Nonunity Feedback Systems 


Control systems often do not have unity feedback because of the compensation used to 
improve performance or because of the physical model for the system. The feedback 
path can be a pure gain other than unity or have some dynamic representation. 

A general feedback system, showing the input transducer, G4(s), controller and 
plant, G2(s), and feedback, H4 (s), is shown in Figure 7.15(a). Pushing the input transducer 


Cs) 








C(s) 
r 

















(b) (c) 


R(s) + E(s) G(s) C(s) = 
Be 1 + G(s)H(s) — G(s) 








FIGURE 7.15 Forming an 
equivalent unity feedback 
system from a general nonunity 
feedback system (d) (e) 
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to the right past the summing junction yields the general nonunity feedback system 
shown in Figure 7.15(b), where G(s) = Gi(s)Go(s) and H(s) = Hy(s)/G;(s). No- 
tice that unlike a unity feedback system, where H(s) = 1, the error is not the difference 
between the input and the output. For this case we call the signal at the output of the 
summing junction the actuating signal, E,,(s). If r(t) and c(t) have the same units, we can 
find the steady-state error, e(00) = r(co) — c(co). The first step is to show explicitly 
E(s) = R(s) — C(s) on the block diagram. 

Take the nonunity feedback control system shown in Figure 7.15(b) and form a 
unity feedback system by adding and subtracting unity feedback paths, as shown in 
Figure 7.15(c). This step requires that input and output units be the same. Next 
combine H(s) with the negative unity feedback, as shown in Figure 7.15(d). Finally, 
combine the feedback system consisting of G(s) and [H(s) — 1], leaving an equiv- 
alent forward path and a unity feedback, as shown in Figure 7.15(e). Notice that the 
final figure shows E(s) = R(s) — C(s) explicitly. 

The following example summarizes the concepts of steady-state error, system 
type, and static error constants for nonunity feedback systems. 


Example 7.8 
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Steady-State Error for Nonunity Feedback Systems 


PROBLEM: For the system shown in Figure 7.16, find the system type, 
the appropriate error constant associated with the system type, and 





the steady-state error for a unit step input. Assume input and output 
units are the same. 
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R(s) + E,(s) 100 Cs) = 
F s(s + 10) 








SOLUTION: After determining that the system is indeed stable, one 
may impulsively declare the system to be Type 1. This may not be the 
case, since there is a nonunity feedback element, and the plant’s 
actuating signal is not the difference between the input and the output. 
The first step in solving the problem is to convert the system of Figure 7.16 into an 
equivalent unity feedback system. Using the equivalent forward transfer function of 
Figure 7.15(e) along with 








G(s) = ss +10) (7.64) 
and 
1 
H(s) = +5) (7.65) 
we find 
Glo) G(s) 100(s + 5) (7.66) 


~ 1+ G(s)H(s) — G(s) s3 + 15s? — 50s — 400 


Thus, the system is Type 0, since there are no pure integrations in Eq. (7.66). The 
appropriate static error constant is then K,, whose value is 


10x5 5 
E, = tees) = 00 a 





(7.67) 


1 
(s +5) 


FIGURE 7.16 Nonunity feedback control 
system for Example 7.8 


Trylt 7.3 


Use MATLAB, the Control 
System Toolbox, and the fol- 
lowing statements to find 
G(s) in Example 7.8. 


G=zpk([],[0 -10], 100); 


H=zp ki = 57,2); 

Ge=feedback... 
(CAH 1 Me 

"Ge (s)! 

Ge=tf (Ge) 


T=feedback (Ge,1); 
'Poles of T(s)! 
pole (T) 
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The steady-state error, e(00), is 


1 1 
(0°) =F IGAT (7.68) 





The negative value for steady-state error implies that the output step is larger 
than the input step. 








FIGURE 7.17 Nonunity feedback control system 
with disturbance 


To continue our discussion of steady-state error for systems with 
nonunity feedback, let us look at the general system of Figure 7.17, 
which has both a disturbance and nonunity feedback. We will derive a 
general equation for the steady-state error and then determine the 
parameters of the system in order to drive the error to zero for step 
inputs and step disturbances.* 

The steady-state error for this system, e(0o) = r(oo) — c(oo), is 





e(co) = lim sE(s) = lims 





G1 (s) G2(s) 
| l-rreoeora] 
G(s) 
kreven?) | 





Now limiting the discussion to step inputs and step disturbances, where 
R(s) = D(s) = 1/s, a e Rn mes 
Apago P nhancer 


e(co) = lim sE(s) = i — 50 














i Gia (7.70) 
raoe) 
For zero error, 
lim [Gi (s)Go(s)| ae aaa lim Ga(s) =i 771 
limy[1 + GGH] A imli + Gi(s)G2(s)H()] ai 


The two equations in Eq. (7.71) can always be satisfied if (1) the system is stable, (2) 
G(s) is a Type 1 system, (3) G2(s) is a Type 0 system, and (4) H(s) is a Type 0 system 
with a dc gain of unity. 

To conclude this section, we discuss finding the steady-state value of the actuating 
signal, E,;(s), in Figure 7.15(a). For this task there is no restriction that the input and 
output units be the same, since we are finding the steady-state difference between 
signals at the summing junction, which do have the same units.” The steady-state 


‘Details of the derivation are included as a problem at the end of this chapter. 

Š For clarity, steady-state error is the steady-state difference between the input and the output. Steady- 
state actuating signal is the steady-state difference at the output of the summing junction. In questions 
asking for steady-state error in problems, examples, and skill-assessment exercises, it will be assumed that 
input and output units are the same. 
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actuating signal for Figure 7.15(a) is 
: sR(s)Gi(s) 
= l — 
50 1 + Go(s)Ay(s) 


The derivation is left to the student in the problem set at the end of this chapter. 


ea (00) (7.72) 


Example 7.9 


Steady-State Actuating Signal for Nonunity Feedback Systems 


PROBLEM: Find the steady-state actuating signal for the system of Figure 7.16 for a 
unit step input. Repeat for a unit ramp input. 


SOLUTION: Use Eq. (7.72) with R(s)=1/s, a unit step input, Gj(s) =1, 
G(s) = 100/[s(s + 10)], and Hı(s) = 1/(s +5). Also, realize that e41 (00) = ea(00), 
since G4 (s) = 1. Thus, 





€q(00) = li = (7.73) 
i (Gem) (Gea) l k 


Now use Eq. (7.72) with R(s) = 1/s?, a unit ramp input, and obtain 


© 








e,(co) = lim (7.74) 


1 
a Avag> PDE \Enhan cer 


Skill-Assessment Exercise 7.5 


PROBLEM: 


a. Find the steady-state error, e(oo) = r(oo) — c(oo), for a unit step input given WileyPLUS 
the nonunity feedback system of Figure 7.18. Repeat for a unit ramp input. 
Assume input and output units are the same. Control Solutions 
b. Find the steady-state actuating signal, e,(0o), for a unit step input Rs) + E,(s) C(s) 
given the nonunity feedback system of Figure 7.18. Repeat for a 5+4 = 
unit ramp input. 7 


ANSWERS: 
stl 


a. €step(00) = 3.846 x 1077; esamp(0o) = 00 
step(00) ramp (00) FIGURE 7.18 Nonunity feedback system 
for Skill-Assessment Exercise 7.5 











b. For a unit step input, e,(00) = 3.846 x 107°; for a unit ramp input, 
€q(00) = 00 


The complete solution is at www.wiley.com/college/nise. 





In this section, we have applied steady-state error analysis to nonunity feed- 
back systems. When nonunity feedback is present, the plant’s actuating signal is not 
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the actual error or difference between the input and the output. With nonunity 
feedback we may choose to (1) find the steady-state error for systems where the 
input and output units are the same or (2) find the steady-state actuating signal. 
We also derived a general expression for the steady-state error of a nonunity 
feedback system with a disturbance. We used this equation to determine the attributes 
of the subsystems so that there was zero error for step inputs and step disturbances. 
Before concluding this chapter, we will discuss a topic that is not only significant for 
steady-state errors but generally useful throughout the control systems design process. 


@ 7.7 Sensitivity 





During the design process, the engineer may want to consider the extent to which 
changes in system parameters affect the behavior of a system. Ideally, parameter 
changes due to heat or other causes should not appreciably affect a system’s perform- 
ance. The degree to which changes in system parameters affect system transfer 
functions, and hence performance, is called sensitivity. A system with zero sensitivity 
(that is, changes in the system parameters have no effect on the transfer function) is 
ideal. The greater the sensitivity, the less desirable the effect of a parameter change. 
For example, assume the function F = K/(K + a). If K = 10 and a = 100, then 
F = 0.091. If parameter a triples to 300, then F = 0.032. We see that a fractional change 
in parameter a of (300 — 100) /100 = 2 (a200% change), yields a change in the function 
F of (0.032 — 0.091) /0.091 = —0.65 (—65% change). Thus, the function F has reduced 
sensitivity to changes in parameter a. As we proceed, we will see that another advantage 
of feedback is that in general it affords reduced sensitivity to parameter changes. 
ased upon t iougeslisqussion, let us formalize a definition of sensitivity: 
son BAG me i») E. f ANAE She function to the fractional change 
in the parameter as the fractional change of the parameter approaches zero. That is, 


Fractional change in the function, F 








SF:P = AP_o Fractional change in the parameter, P 
AF/F 
= lim —— 
AP>0 AP/P 
-im PAF 
~ AP>0o FAP 
which reduces to 
PF 
_ PSF 7.75 
SFP = Ep aai 











Let us now apply the definition, first to a closed-loop transfer function and then 
to the steady-state error. 


Example 7.10 





Sensitivity of a Closed-Loop Transfer Function 
C(s) 





R(s) + E(s) K 
s(s+a) 


PROBLEM: Given the system of Figure 7.19, calculate the sensitivity of 
the closed-loop transfer function to changes in the parameter a. How 








FIGURE 7.19 Feedback control 


would you reduce the sensitivity? 


system for Examples 7.10 and 7.11 
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SOLUTION: The closed-loop transfer function is 





K 
tS) = eae e710) 
Using Eq. (7.75), the sensitivity is given by 
a 6T a —Ks —as 
Sta = = = 7.77 
1 T ĉa ( K ) (ie s +as+ K ( ) 


s +as+K 


which is, in part, a function of the value of s. For any value of s, however, an increase 
in K reduces the sensitivity of the closed-loop transfer function to changes in the 
parameter a. 


Example 7.11 


Sensitivity of Steady-State Error with Ramp Input 


PROBLEM: For the system of Figure 7.19, find the sensitivity of the steady-state 
error to changes in parameter K and parameter a with ramp inputs. 


SOLUTION: The steady-state error for the system is 


1 a 
Pago PDF Enhancef™ 


The sensitivity of e(oo) to changes in parameter a is 


ade a |1 
Sea = aca a/K k =1 (7.79) 


The sensitivity of e(oo) to changes in parameter K is 


K ôe K |—a 
= = -1 
eôK a/K H 





Sex = (7.80) 


Thus, changes in either parameter a or parameter K are directly reflected in e(0o), 
and there is no reduction or increase in sensitivity. The negative sign in Eq. (7.80) 
indicates a decrease in e(oo) for an increase in K. Both of these results could have 
been obtained directly from Eq. (7.78) since e(oo) is directly proportional to 
parameter a and inversely proportional to parameter K. 





Example 7.12 





Sensitivity of Steady-State Error with Step Input 


PROBLEM: Find the sensitivity of the steady-state error to changes in parameter K 
and parameter a for the system shown in Figure 7.20 with a step input. 
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SOLUTION: The steady-state error for this Type 0 system is 








R(s) + E(s) K Cs) = 
a (+a +b) | 1 1 ab 
ions 





Example 7.12 


Trylt 7.4 


Use MATLAB, the Symbolic 
Math Toolbox, and the fol- 
lowing statements to find S,., 
in Example 7.12. 


symsKabs 
G=K/((sta)*(s+b)); 
Kp=subs (G,S,0); 














= = = 7.81 
TK, (aK ak oe 
FIGURE 7.20 Feedback control system for ab 
The sensitivity of e(oo) to changes in parameter a is 
5 b + K)b — ab? K 
Cn cle (7.82) 
e da ab (ab + Ky ab + K 
ab + K 
The sensitivity of e(oo) to changes in parameter K is 
K ée K —ab -K 
Seg = = = 7.83 
eK o 8K ab (ab + Ky ab+ K ( ) 
ab+ K 


e=1/(1+Kp); 
Sea=(a/e)*diff (e,a); 
Sea=simple (Sea); 
"Sea! 

pretty (Sea) 


FIGURE 7.21 System for Skill-Assessment 


Exercise 7.6 


Equations (7.82) and (7.83) show that the sensitivity to changes in parameter K and 
parameter a is less than unity for positive a and b. Thus, feedback in this case yields 
reduced sensitivity to variations in both parameters. 


Skill-Assessment Exercise 7.6 


PROBLEM: Find the sensitivity of the steady-state error to changes in 


dé" SpE EhWunder 


ANSWER: Sek = 1047K 


The complete solution is at www.wiley.com/college/nise. 





In this section, we defined sensitivity and showed that in some cases feedback 
reduces the sensitivity of a system’s steady-state error to changes in system parameters. 
The concept of sensitivity can be applied to other measures of control system perform- 
ance, as well; it is not limited to the sensitivity of the steady-state error performance. 


@ 7.8 Steady-State Error for Systems in State Space 


Up to this point, we have evaluated the steady-state error for systems modeled as 
transfer functions. In this section, we will discuss how to evaluate the steady-state 
error for systems represented in state space. Two methods for calculating the steady- 
state error will be covered: (1) analysis via final value theorem and (2) analysis via 
input substitution. We will consider these methods individually. 


Analysis via Final Value Theorem 
A single-input, single-output system represented in state space can be analyzed for 
steady-state error using the final value theorem and the closed-loop transfer 
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function, Eq. (3.73), derived in terms of the state-space representation. Consider the 
closed-loop system represented in state space: 


x = Ax+ Br (7.84a) 
y=Cx (7.84b) 
The Laplace transform of the error is 
E(s) = R(s) — ¥(s) (7.85) 
But 
¥(s) = R(s)T(s) (7.86) 


where 7(s) is the closed-loop transfer function. Substituting Eq. (7.86) into (7.85), we 
obtain 


E(s) = R(s)[1 — T(s)| (7.87) 
Using Eq. (3.73) for T(s), we find 
E(s) = R(s)[1 — C(sI — A)~'B] (7.88) 


Applying the final value theorem, we have 





lim sE(s) = lim sR(s)[1 — C(st — A) 'B] (7.89) 











Let us apply the result to an example. 


Apago PDF Enhancer 
Example 7.13 


Steady-State Error Using the Final Value Theorem 


PROBLEM: Evaluate the steady-state error for the system described by Eqs. (7.90) TryIt 7.5 
for unit step and unit ramp inputs. Use the final value theorem. Use MATLAB, the Symbolic 
Math Toolbox, and the fol- 
—5 1 0 lowing statements to find the 
A= 0 —2 1 ; B= : steady-state error for a step 
20 -10 1 input to the system of 
Example 7.13. 


SOLUTION: Substituting Eqs. (7.90) into (7.89), we obtain 





s+4 
e(oo) = lim sR(s) (1 s3 + 652 + 135 + x) 
(7.91) 











s? + 6s? + 125 ss) 


= lim sR(s) (5 











6s2 + 13s + 20 


For a unit step, R(s) = 1/s, and e(oo) = 4/5. For a unit ramp, R(s) = 1/s*, and E=(1/s)*[1-c*... 

e(œ0) = oo. Notice that the system behaves like a Type 0 system. ee eel 
SNew command: 
S$subs(X,old,new): 
SReplaceoldin... 
SX (old) with new. 
error=subs(s*E,s,0) 
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Analysis via Input Substitution 

Another method for steady-state analysis avoids taking the inverse of (sI — A) and 
can be expanded to multiple-input, multiple-output systems; it substitutes the input 
along with an assumed solution into the state equations (Hostetter, 1989). We will 
derive the results for unit step and unit ramp inputs. 


Step Inputs. Given the state Eqs. (7.84), if the input is a unit step where r = 1, a 
steady-state solution, Xss, for x, is 


Vi 
V2 
Xs= |. | =V (7.92) 
Van 
where V; is constant. Also, 
Xss = 0 (7.93) 


Substituting r=1, a unit step, along with Eqs. (7.92) and (7.93), into Eqs. 
(7.84) yields 


0=AV+B (7.94a) 
Ys = CV (7.94b) 
whe ss 1S the st -state output. Solving for V yields 
pago PHF Enhancer 
vV=-A''B (7.95) 


But the steady-state error is the difference between the steady-state input and the 
steady-state output. The final result for the steady-state error for a unit step input 
into a system represented in state space is 





e(oo) = 1 — ys =1-CV=1+CA™'B (7.96) 








Ramp Inputs. For unit ramp inputs, r = t, a steady-state solution for x is 


Vıt+ W1 
Vat + W2 

Xs5 = ; =Vt+W (7.97) 
Vit+W,, 





where V; and W; are constants. Hence, 


Xs = =V (7.98) 
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Substituting r = t along with Eqs. (7.97) and (7.98) into Eqs. (7.84) yields 


V =A(Vt+ W)+ Br (7.99a) 

Ys = C(Vt + W) (7.99b) 

In order to balance Eq. (7.99a), we equate the matrix coefficients of t, AV = —B, or 
V=-A''B (7.100) 


Equating constant terms in Eq. (7.99a), we have AW = V, or 
Ww=A'lv (7.101) 


Substituting Eqs. (7.100) and (7.101) into (7.99b) yields 





Yee = C[-A Bt + A7!(—A7'B)] = —C[A7'Br + (A7!)’B] (7.102) 


The steady-state error is therefore 





e(co) = lim (t — ys) = lim [(1 + CA™'B)t + C(A“*)°B] (7.103) 


t-0o 











Notice that in order to use this method, A~' must exist. That is, detA 4 0. 
We now demonstrate the use of Eqs. (7.96) and (7.103) to find the steady-state 
error for step and ramp inputs. Apag o PDF Enhancer 


Example 7.14 


Steady-State Error Using Input Substitution 


PROBLEM: Evaluate the steady-state error for the system described by the three 
equations in Eq. (7.90) for unit step and unit ramp inputs. Use input substitution. 


SOLUTION: For a unit step input, the steady-state error given by Eq. (7.96) is 
e(coo) =1+CA'B=1-02=08 (7.104) 
where C, A, and B are as follows: 


-5 10 0 
A=| 0 -2 1|; B=|0]; C=[-1 1 0] 
20 —10 1 1 


For a ramp input, using Eq. (7.103), we have 


e(oo) = [lim [(1 + CA7'B)|t + C(A7!)’B] = lim (0.81 + 0.08) = 00 (7.106) 
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Skill-Assessment Exercise 7.7 


PROBLEM: Find the steady-state error for a step input given the system repre- 
sented in state space below. Calculate the steady-state error using both the final 
value theorem and input substitution methods. 


a=] J A saih C= 1] 


—3 —6 1 


ANSWER: 


2 
Estep (co) = 


3 


The complete solution is at www.wiley.com/college/nise. 


In this chapter, we covered the evaluation of steady-state error for systems 
represented by transfer functions as well as systems represented in state space. For 
systems represented in state space, two methods were presented: (1) final value 
theorem and (2) input substitution. 


Case Studies 





Antenna Control: Steady-State Error Design via Gain 


This chapter showed how to find steady-state errors for step, ramp, and parabolic 
inputs to a closed-loop feedback control system. We also learned how to evaluate 
the gain to meet a steady-state error requirement. This ongoing case study uses our 
antenna azimuth position control system to summarize the concepts. 


PROBLEM: For the antenna azimuth position control system shown on the front 
endpapers, Configuration 1, 


a. Find the steady-state error in terms of gain, K, for step, ramp, and parabolic 
inputs. 
b. Find the value of gain, K, to yield a 10% error in the steady state. 


SOLUTION: 


a. The simplified block diagram for the system is shown on the front endpapers. 
The steady-state error is given by 


e(co) = lim sE(s) = tim SO (7.107) 


From the block diagram, after pushing the potentiometer to the right past the 
summing junction, the equivalent forward transfer function is 
6.63K 
OOS s(s + 1.71)(s + 100) 





(7.108) 


Case Studies 


To find the steady-state error for a step input, use R(s) = 1/s along with 
Eq. (7.108), and substitute these in Eq. (7.107). The result is e(oo) = 0. 

To find the steady-state error for a ramp input, use R(s) — 1/s? along with 
Eq. (7.108), and substitute these in Eq. (7.107). The result is e(oo) = 25.79/K. 

To find the steady-state error for a parabolic input, use R(s) = 1/s? along with 
Eq. (7.108), and substitute these in Eq. (7.107). The result is e(co) = oo. 


b. Since the system is Type 1, a 10% error in the steady-state must refer to a ramp 
input. This is the only input that yields a finite, nonzero error. Hence, for a unit 


pee ee 1 (1.71)(100) 25.79 
K, 663K K 
from which K = 257.9. You should verify that the value of K is within the range of 
gains that ensures system stability. In the antenna control case study in the last 
chapter, the range of gain for stability was found to be 0 < K < 2623.29. Hence, the 
system is stable for a gain of 257.9. 


e(oo) =0.1 = 





(7.109) 


CHALLENGE: You are now given a problem to test your knowledge of this chapter’s 
objectives: Referring to the antenna azimuth position control system shown on the 
front endpapers, Configuration 2, do the following: 


a. Find the steady-state errors in terms of gain, K, for step, ramp, and parabolic 
inputs. 
b. Find the value of gain, K, to yield a 20% error in the steady state. 


Video Laser Disc Recorder: Steady-State Error 
Design via Gain 


As asecond case study, let us look at a video laser disc focusing system for recording. 


PROBLEM: In order to record on a video laser disc, a 0.5um laser spot must be 
focused on the recording medium to burn pits that represent the program material. 
The small laser spot requires that the focusing lens be positioned to an accuracy of 
+0.1j44m. A model of the feedback control system for the focusing lens is shown in 
Figure 7.22. 

The detector detects the distance between the focusing lens and the video disc by 
measuring the degree of focus as shown in Figure 7.23(a). Laser light reflected from 
the disc, D, is split by beam splitters Bı and B, and focused behind aperture A. The 
remainder is reflected by the mirror and focuses in front of aperture A. The amount 
of light of each beam that passes through the aperture depends on how far the 
beam’s focal point is from the aperture. Each side of the split photodiode, P, 
measures the intensity of each beam. Thus, as the disc’s distance from the recording 

















Power Motor & 
Desired Detector Filter amplifier lens Actual 
lens lens 
position 4 K,(s + 800) K3 position 
&) el Nason) K 7 = 
(s + 40,000) s 








FIGURE 7.22 Video laser disc recording: control system for focusing write beam 
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Mirror 






P, split 


A, pinhole 
photodiode 


aperture 


i 





By, 50-50 
beam splitter 









Q-X/Y plate 






L,, condensing 


one B, polarizing 


beam splitter Ly, recording 


objective lens 


(a) 


Differential 
voltage 


4 


0.6 F 


Distance from 
nominal focus 


(um) 











(b) 


FIGURE 7.23 Video disc laser recording: a. focus detector optics; b. linearized transfer 
function for focus detector 


objective lens changes, so does the focal point of each beam. As a result, the rela- 
tive voltage detected by each part of the split photodiode changes. When the beam 
is out of focus, one side of the photodiode outputs a larger voltage. When the beam 
is in focus, the voltage outputs from both sides of the photodiode are equal. 

A simplified model for the detector is a straight line relating the differential voltage 
output from the two elements to the distance of the laser disc from nominal focus. A 
linearized plot of the detector input-output relationship is shown in Figure 7.23(b) 
(Isailović, 1985). Assume that a warp on the disc yields a worst-case disturbance in the 
focus of 10r? um. Find the value of K,K2K3 in order to meet the focusing accuracy 
required by the system. 


Summary 


SOLUTION: Since the system is Type 2, it can respond to parabolic inputs with finite 
error. We can assume that the disturbance has the same effect as an input of 
10 um. The Laplace transform of 107 is 20/s*, or 20 units greater than the unit 
acceleration used to derive the general equation of the error for a parabolic input. 
Thus, e(0o) = 20/K,. But Ka = lim s° G(s). 


From Figure 7.22, Ka = 0.0024K,K,K3. Also, from the problem statement, the 
error must be no greater than 0.1m. Hence, e(oo) = 8333.33/K,K2K3 = 0.1. Thus, 
KıK2K3 > 83333.3, and the system is stable. 


CHALLENGE: You are now given a problem to test your knowledge of this chapter’s 
objectives: Given the video laser disc recording system whose block diagram is 
shown in Figure 7.24, do the following: 





a. If the focusing lens needs to be positioned to an accuracy of +0.005ym, find the 
value of K,K>K; if the warp on the disc yields a worst-case disturbance in the 
focus of 15/?4m. 

b. Use the Routh-Hurwitz criterion to show that the system is stable when the 
conditions of a. are met. 

c. Use MATLAB to show that the system is stable when the condi- 
tions of a. aremet. 


Power Motor & 


Desired DEET Filter amplifier lens 


lens 


position + 
RS 


Actual 
lens 
position 









FIGURE 7.24 Video laser disc recording focusing system 
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MATLAB 





This chapter covered the analysis and design of feedback control systems for steady- 
state errors. The steady-state errors studied resulted strictly from the system 
configuration. On the basis of a system configuration and a group of selected 
test signals, namely steps, ramps, and parabolas, we can analyze or design for the 
system’s steady-state error performance. The greater the number of pure integra- 
tions a system has in the forward path, the higher the degree of accuracy, assuming 
the system is stable. 

The steady-state errors depend upon the type of test input. Applying the final 
value theorem to stable systems, the steady-state error for unit step inputs is 


1 


eco) = 7G) lim OO) (7.110) 
so 
The steady-state error for ramp inputs of unit velocity is 
1 
= —__ 7.111 
ai lim sG(s) ( ) 


s—0 
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and for parabolic inputs of unit acceleration, it is 


1 
ae) = lim s2G(s) 


s—0 


(7.112) 


The terms taken to the limit in Eqs. (7.110) through (7.112) are called static 
error constants. Beginning with Eq. (7.110), the terms in the denominator taken to 
the limit are called the position constant, velocity constant, and acceleration constant, 
respectively. The static error constants are the steady-state error specifications for 
control systems. By specifying a static error constant, one is stating the number of 
pure integrations in the forward path, the test signal used, and the expected steady- 
state error. 

Another definition covered in this chapter was that of system type. The system 
type is the number of pure integrations in the forward path, assuming a unity 
feedback system. Increasing the system type decreases the steady-state error as long 
as the system remains stable. 

Since the steady-state error is, for the most part, inversely proportional to the 
static error constant, the larger the static error constant, the smaller the steady-state 
error. Increasing system gain increases the static error constant. Thus, in general, 
increasing system gain decreases the steady-state error as long as the system remains 
stable. 

Nonunity feedback systems were handled by deriving an equivalent unity 
feedback system whose steady-state error characteristics followed all previous 
development. The method was restricted to systems where input and output units 
are the same. 

We also saw how feedback decreases a system’s steady-state error caused by 
dist ARAGOith PDR Enhance ktn can be reduced by system 
gain adjustments. 

Finally, for systems represented in state space, we calculated the steady-state 
error using the final value theorem and input substitution methods. 

In the next chapter, we will examine the root locus, a powerful tool for the 
analysis and design of control systems. 


@ Review Questions D 


1. Name two sources of steady-state errors. 


2. A position control, tracking with a constant difference in velocity, would yield 
how much position error in the steady state? 


3. Name the test inputs used to evaluate steady-state error. 


4. How many integrations in the forward path are required in order for there to be 
zero steady-state error for each of the test inputs listed in Question 3? 


5. Increasing system gain has what effect upon the steady-state error? 


6. For a step input, the steady-state error is approximately the reciprocal of the 
static error constant if what condition holds true? 


7. What is the exact relationship between the static error constants and the steady- 
state errors for ramp and parabolic inputs? 


8. What information is contained in the specification K, = 10,000? 


9. Define system type. 


Problems 373 


10. The forward transfer function of a control system has three poles at 
—1,—2, and —3. What is the system type? 


11. What effect does feedback have upon disturbances? 


12. For a step input disturbance at the input to the plant, describe the effect of 
controller and plant gain upon minimizing the effect of the disturbance. 


13. Is the forward-path actuating signal the system error if the system has nonunity 
feedback? 


14. How are nonunity feedback systems analyzed and designed for steady-state 
errors? 


15. Define, in words, sensitivity and describe the goal of feedback-control-system 
engineering as it applies to sensitivity. 

16. Name two methods for calculating the steady-state error for systems represented 
in state space. 


GEE -o D 


1. For the unity feedback system shown in _wileyptus 3. For the unity feedback system shown in Figure P7.1, 








Figure P7.1, where qa where 
G(s) = 450(s + 8)(s + 12)(s + 15) fontolsolutiony G(s) = 60(s + 3)(s + 4)(s + 8) 
°) = — (s + 38) (2 + 2s + 28) (5+ 6)(s+ 17) 
find the steady-state errors for the following test inputs: find the steady-state error if the input is 800°u(t). 
25u(t), 37tu(t), 47¢7u(t). [Section: 7.2] [Section: 7.2] 


Apago PDF ERHAaNReerhown in Figure P7.3, what steady- 


state error can be expected for the following test 
inputs: 15u(t), 15tu(t), 15¢°u(t). [Section: 7.2] 


1 4 2 Ci) 
S s+3 
e| 





R(s) + Cs) 











FIGURE P7.1 





R(s) + 





2. Figure P7.2 shows the ramp input r(t) and the output 
c(t) of a system. Assuming the output’s steady state = 
can be approximated by a ramp, find [Section: 7.1] 








a. the steady-state error; 
b. the steady-state error if the input becomes 


r(t) = tu(t). 











FIGURE P7.3 


5. For the unity feedback system shown in Figure P7.1, 
where 
500 
(s + 24)(s? + 8s + 14) 
find the steady-state error for inputs of 30u(t), 70tu(t), 
and 8177u/(t). [Section: 7.3] 
æ t(sec) 


2 6. An input of 25u(t) is applied to the input of a Type 
FIGURE P7.2 3 unity feedback system, as shown in Figure P7.1, 


G(s) = 














10. 


11. 


12. 


. The steady-state error in velocity of a 


Chapter 7 


G( (go E 
= 8(s + 7)(s-+ 14s + 19) 


Find the steady-state error in position. [Section: 7.3] 





WileyPLUS 


Control Solutions 


system is defined to be 


dr de 
dt dt 


where r is the system input, and c is the system 
output. Find the steady-state error in velocity for an 
input of fu(t) to a unity feedback system with a 
forward transfer function of [Section: 7.2] 

100(s + 1)(s + 2) 
~ s2(s +3)(s + 10) 





t-0o 


G(s) 





. What is the steady-state error for a step input of 15 


units applied to the unity feedback system of Figure 
P7.1, where [Section: 7.3] 


_ 1020(s + 13)(s + 26)(s + 33) 
(s+ 65)(s + 75)(s + 91) 





G(s) 


. A system has K, = 4. What steady-state error can be 


expected for inputs of 70u(t) and 70tu(t)? [Section 7.3] 
For the unity feedback system 
where [Section: 7.3] 


5000 
G(s) = 


s(s +75) 

. What is the expected percent overshoot for a unit 
step input? 

. What is the settling time for a unit step input? 

. Whatis the steady-state error for an input of 5u(t)? 


. Whatisthe steady-state error for aninput of 5tu(t)? 


oo fA g 


. What is the steady-state error for an input 
of 5¢u(t)? 


Given the unity feedback system shown in Figure 
P7.1, where 


Gls) = 100500(s + 5)(s + 14)(s + 23) 
(8) = 4 Ds + a)(s + 33) 





find the value ofa to yielda K, = 25000. [Section: 7.4] 
For the unity feedback system of Figure 
P7.1, where 
K(s +2)(s + 4)(s + 6) 
G = 
(s) s*(s +5)(s +7) 

find the value of K to yield a static error constant of 
10,000. [Section: 7.4] 


WileyPLUS 


Control Solutions 
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13. For the system shown in Figure P7.4, [Section: 7.3] 
Find K,, K,, and Ka. 

Find the steady-state error for an input of 50u(t), 
50tu(t), and 50t7u(t). 

. State the system type. 


aes 
s(s + 1)(s + 2) 


a. 
b. 


R(s) + 


C(s) 
r 












FIGURE P7.4 


14. A Type 3 unity feedback system has r(t) = 10° 
applied to its input. Find the steady-state position 
error for this input if the forward transfer function is 
[Section: 7.3] 

_ 1030(s? + 8s + 23)(s? + 21s + 18) 


GO) (s+ 6)(s + 13) 





15. Find the system type for the system of Figure P7.5. 
[Section: 7.3] 





= 
S zi 











FIGURE P7.5 


16. What are the restrictions on the feedforward trans- 
fer function G2(s) in the system of Figure P7.6 to 
obtain zero steady-state error for step inputs if: 
[Section: 7.3] 


a. G(s) is a Type 0 transfer function; 
b. G(s) is a Type 1 transfer function; 
c. G(s) is a Type 2 transfer function? 








R(s) 

















FIGURE P7.6 


17. 


18. 


19. 


20. 





The steady-state error is defined to be the difference in 
position between input and output as time approaches 
infinity. Let us define a steady-state velocity error, 
which is the difference in velocity between input 
and output. Derive an expression for the error in 
velocity, é(0o) = r(00) — €(oo), and complete Table 
P7.1 for the error in velocity. [Sections: 7.2, 7.3] 

















TABLE P7.1 
Type 
0 1 2 
Step 
3 
= Ramp 
Parabola 























For the system shown in Figure P7.7, 
[Section: 7.4] 


a. What value of K will yield a 
steady-state error in position of 0.01 for an input 
of (1/10)t? 

. What is the K, for the value of K found in Part a? 


WileyPLUS 


Control Solutions 


o F 


tion error for the input given in Part a? 


R(s) + E(s) K(s +7) 
F s(s + 5)(s + 8)(s + 12) 


FIGURE P7.7 


C(s) a 











Given the unity feedback system of Figure P7.1, where 
K(s+a) 

~ s(s + 2)(s + 13) 

find the value of Ka so that a ramp input of slope 40 

will yield an error of 0.006 in the steady state when 

compared to the output. [Section: 7.4] 


G(s) 


Given the system of Figure P7.8, design the value of 
K so that for an input of 100tu(t), there will be a 0.01 
error in the steady state. [Section: 7.4] 








FIGURE P7.8 


21. 


22. 


23. 


24. 


25. 


26. 
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Find the value of K for the unity feedback system 
shown in Figure P7.1, where 

K(s +3) 

s?(s +7) 

if the input is 10¢*u(t), and the desired steady-state 
error is 0.061 for this input. [Section: 7.4] 


G(s) = 





The unity feedback system of Figure P7.1, where 


il 
K(s* + 3s + 30) ll ao 


CU) s"(s +5) 


Control Solutions 


is to have 1/6000 error between an input of 10tu(t) 
and the output in the steady state. [Section: 7.4] 
a. Find K and n to meet the specification. 

b. What are K,, K,, and K,? 


For the unity feedback system of Figure P7.1, where 
[Section: 7.3] 


_ K(s? +65 +6) 
~ (s+5)*(s +3) 





a. Find the system type. 
b. What error can be expected for an input of 


. What is the minimum poss ARAG ABRE Enhancer 


c. What error can be expected for an input of 
12tu(t)? 


For the unity feedback system of Figure P7.1, where 


K(s +13)(s +19) 


Am OG + EE 





find the value of K to yield a steady-state error of 0.4 
for a ramp input of 27tu(t). [Section: 7.4] 


Given the unity feedback system of Figure P7.1, 
where 


K(s + 6) 


G(s) = Gas + 10s + 25) 





find the value of K to yield a steady-state error of 
8%. [Section: 7.4] 


For the unity feedback system of Figure P7.1, where 


E K 
~ s(s +4)(s + 8)(s + 10) 





G(s) 


find the minimum possible steady-state position 
error if a unit ramp is applied. What places the 
constraint upon the error? 
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27. 


28. 


29. 


30. 


31. 


32. 


Chapter 7 


The unity feedback system of Figure P7.1, WileyPLus 
where 
Control Solutions 


K(s+a) 
(s +87 


is to be designed to meet the following specifica- 
tions: steady-state error for a unit step input = 0.1; 
damping ratio = 0.5; natural frequency = v10. Find 
K, a, and £. [Section: 7.4] 

A second-order, unity feedback system is to follow a 
ramp input with the following specifications: 
the steady-state output position shall differ from 
the input position by 0.01 of the input velocity; the 
natural frequency of the closed-loop system shall be 
10 rad/s. Find the following: 


a. The system type 


G(s) = 


b. The exact expression for the forward-path trans- 
fer function 


c. The closed-loop system’s damping ratio 


The unity feedback system of Figure P7.1, where 


E K(s+a) 
OS) = FA 


is to be designed to meet thAPAGe re QE 
ments: The steady-state position error for a unit 
ramp input equals 1/10; the closed-loop poles will be 
located at —1 + j1. Find K, a, and £ in order to meet 
the specifications. [Section: 7.4] 





Given the unity feedback control system of Figure 
P7.1, where 


o> K 


CO) ara) 


find the values of n, K, and a in order to meet 
specifications of 12% overshoot and K, = 110. 
[Section: 7.4] 
Given the unity feedback control system of Figure 
P7.1, where 

G(s) = we 

s(s +a) 
find the following: [Section: 7.4] 
a. K anda to yield K, = 1000 and a 20% overshoot 
b. K and a to yield a 1% error in the steady state 
and a 10% overshoot 


Given the system in Figure P7.9, find the following: 
[Section: 7.3] 


Steady-State Errors 


. The closed-loop transfer function 

. The system type 

. The steady-state error for an input of Su(t) 
. The steady-state error for an input of Stu(t) 


cna fof & & 


. Discuss the validity of your answers to Parts c 





33. 


and d. 
+ 1 1 C(s) 
7 s? (s+1) s? (s +3) 
1 
S 











FIGURE P7.9 


Repeat Problem 32 for the system shown in Figure 





Rs) + + 
2 


Enhance 


R(s) + 


P7.10. [Section: 7.3] 
10 C(s) 
s(s+1)(s+3)X(s+4) 











yf eure P7.10 


For the system shown in Figure 
P7.11, use MATLAB to find the 
following: [Section: 7.3] 


MATLAB 


a. The system type 
b. Kp, Ker and Ka 


ce. The steady-state error for inputs of 
100u(t), 100tu(t), and 100t°u (t) 











35. 





(s+9) + 6(s + 9)(s + 17) C(s) 
s(s + 6)(s + 12)(s + 14) 7 (s+ 12)(s + 32)(s + 68) ee 
1 
st+7 


FIGURE P7.11 














The system of Figure P7.12 is to have WileyPLUS 
the following specifications: K, = 
10; ¢ = 0.5. Find the values of Kı and 
K,yrequired for the specifications of the 


system to be met. [Section: 7.4] 
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39. Design the values of Kı and Kz in the system of 
Figure P7.15 to meet the following specifications: 
Steady-state error component due to a unit step 
disturbance is —0.000012; steady-state error compo- 
nent due to a unit ramp input is 0.003. [Section: 7.5] 

D(s) 





























FIGURE P7.12 R(s) + Ki(s + 2) . Ky C(s) 
b (s +3) - s(s +4) = 
36. The transfer function from elevator deflection to 
altitude change in a Tower Trainer 60 Unmanned FIGURE P7.15 
Aerial Vehicle is . 7 
h(s) 40. In Figure P7.16, let G(s) = 5 and P(s) = TE 
P(s) = S(s) a. Calculate the steady-state error due to a com- 
34.1653 — 144.45? + 7047s + 557.2 mdi R= wi) =O. 
s5 + 13.1854 + 95.9353 + 14.6152 + 31.94s b. Verify the ee ee of Parta iis 
Simulin 


An autopilot is built around the aircraft as shown in 
Figure P7.13, with F(s) = H(s) = 1 and 


0.00842(s + 7.895) (s2 + 0.108s + 0.3393) 


using Simulink. 
c. Calculate the steady-state error due to a distur- 





= ; A s 
(s) = (s + 0.07895) (s2 + 4s + 8) bance input D(s) = — 7 with R(s) = 0. 
(Barkana, 2005). The steady-state error for a ramp d. Verify the result of Parte Simulink 
input in this system is e,, = 25. Find the slope of the 


using Simulink. 


ramp input. 


Calculate the total steady-state error due to a 


O cRDF Enhan 


3 
LARGE E, input R(s)=— and a disturbance 
s 






D(s) = = applied simultaneously. 


f. Verify the result of Parte Saa 
H(s) Simulink 
using Simulink. r SL 


FIGURE P7.13 D(s) 


37. A block diagram representing the Ktesibios’ water 
clock discussed in Section 1.2 is shown in Chapter 5, 
Problem 58, Figure P5.38(b) (Lepschy, 1992). 


a. Find the system’s type. 
b. For h,(t) = u(t), find the steady-state value of 
e(t) = h(t) — hp(t). 
38. Find the total steady-state error due to a unit step FIGURE P7.16 


input and a unit step disturbance in the system of 41, Derive Eq. (7.72) in the text, the final value of the 
Figure P7.14. [Section: 7.5] actuating signal for nonunity feedback systems. 
D(s) [Section: 7.6] 


+ 42. For each of the systems shown in Figure P7.17, find 
nurs T5] > ee the following: [Section: 7.6] 
s+5 s+2 
z a. The system type 


b. The appropriate static error constant 




















FIGURE P7.14 ; : 
c. The input waveform to yield a constant error 
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d. The steady-state error for a unit input of the 
waveform found in Part c 


e. The steady-state value of the actuating signal 








Oe FIGURE P7.19 









45. For the system shown in Figure P7.20, [Section: 7.6] 
a. What is the system type? 
b. What is the appropriate static error constant? 
c. What is the value of the appropriate static error 
constant? 
d. What is the steady-state error for a unit step 
input? 





R(s) + K(stl)| Co) 
Q s2(s +3) 








System 2 
FIGURE P7.17 Closed-loop systems with nonunity feedback 
(s+4) 
43. For each of the systems shown in Figure P7.18, find 
the appropriate static error constant as well as the FIGURE P7.20 


steady-state error, r(oo) — c(oo), for unit step, ramp, 


and parabolic inputs. [Section Bago PDF fe 


Far the system shown in Figure MATLAB 
hance faras to find the CB 


following for K =10, and 


K=10°:[Section: 7.6] 
R(s) 5 + s+4 C(s) E 
(s+ 3)(s+ 7) a a. The system type 
b. Kp, Ky, and Ka 


F 


The steady-state error for inputs of 
30u(t), 30tu(t), and 30t*u(t) 








System 1 


R(s) t a K(s + 1)(s+2) C(s) Mi 
R(s) + st 4 C(s) X s2(s+4)(s+5)X(s +6) 
K (st 3)(s+7) g 




















(s+6) 
(st+8)(s+9) 


FIGURE P7.21 
System 2 


FIGURE P7.18 47. A dynamic voltage restorer (DVR) is a device that is 


connected in series to a power supply. It continu- 
ously monitors the voltage delivered to the load, 
and compensates voltage sags by applying the nec- 
control Galatia’ essary extra voltage to maintain the load voltage 

a. The system type constant. 
b. The value of K to yield 0.1% error in the steady In the model shown in Figure P7.22, u, represents 
state the desired reference voltage, uo is the output 


44. Given the system shown in Figure P7.19, WileyPLUS 
find the following: [Section: 7.6] 


voltage, and Zz is the load impedance. All other 
parameters are internal to the DVR (Lam, 2004). 


1 
a. Assuming Z; = ——, and £ +£ 1, find the system’s 
type. sCL 


b. Find the steady-state error to a unit step input as 
a function of £. 

























































































u, ha > >) 1 t Z >| 1 Ba d| 1 
T x Kr Ky + T T Km Ta POI G > Uy 
a j* 1 
Zt 
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FIGURE P7.22 DVR Model 


48. Derive Eq. (7.69) in the text. [Section: 7.6] 
49. Given the system shown in Figure P7.23, do the 
following: [Section: 7.6] 
a. Derive the expression for the error, 
E(s) = R(s) — C(s), in terms of R(s) and D(s). 
b. Derive the steady-state error, e(oo), if R(s) and 
D(s) are unit step functions. 


c. Determine the attributes Ap. 
H(s) necessary for the steady-state error to 
become zero. 


D(s) 


C(s) - 











FIGURE P7.23 System with input and disturbance 


50. Given the system shown in Figure P7.24, find the 
sensitivity of the steady-state error to parameter a. 
Assume a step input. Plot the sensitivity as a func- 
tion of parameter a. [Section: 7.7] 


K 
s(s + 1)(s +4) 


R(s) + 









C(s) = 





FIGURE P7.24 
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51. a. Show that the sensitivity to plant changes in the 
system of Figure P7.13 is 





Snp = PST | 1 
te= TP IFLG 
where L(s) = G(s)P(s)H (s) and 
_ C(s) _ F(s)L(s) 
NYS R) T TERG) 
b. Show that Sr:p(s) + AS = 1 for all values of s. 
52. In Figure P7.13, P(s) = _ 
_ Cs) | 14K 
US) = kG) GP Deel sorry’ 


_PsT __s* +5 
~ TP s?+5s84+14° 





STP 


a. Find F(s) and G(s). 
b. Find the value of K that will result in zero steady- 
state error for a unit step input. 


53. For the system shown in Figure P7.25, 
find the sensitivity of the steady-state 


WileyPLUS 


Kı = 100 and Kz = 0.1. Assume step inputs for both 
the input and the disturbance. [Section: 7.7] 


D(s) 


C(s) = 











FIGURE P7.25 System with input and disturbance 
54. Given the block diagram of the active suspension 

system shown in Figure P5.43 (Lin, 1997): 

a. Find the transfer function from a road distur- 
bance r to the error signal e. 

b. Use the transfer function in Part a to find the steady- 
state value of e for a unit step road disturbance. 

c. Use the transfer function in Part a to find the steady- 
state value of e for a unit ramp road disturbance. 


d. From your results in Parts b and c, what is the 
system’s type for e? 


55. For each of the following closed-loop systems, find 
the steady-state error for unit step and unit ramp 
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56. 


Commanded Distance 
distance 





Chapter 7 


inputs. Use both the final value theorem and input 
substitution methods. [Section: 7.8] 




















-5 -4 -2 1 

a s= [5 —10 O};x+/1}/ry=[-1 2 1)x 
-1 1 -5 0 
0 10 0 

b. x= |-5 -9 7|/x+/0/r;y=[1 0 O]x 
-1 00 1 
—9 -5 -1 2 

c :-| 1 0 -2)/x+]3}ry=[1 -2 4]x 
-3 -2 -5 5 











An automobile guidance system yields an actual 
output distance, X(s), for a desired input distance, 
Xe(s), as shown in Figure P7.26(a). Any difference, 
Xe(s), between the commanded distance and the 
actual distance is converted into a velocity com- 
mand, V,(s), by the controller and applied to the 
vehicle accelerator. The vehicle responds to the 
velocity command with a velocity, V(s), and a dis- 
placement, X(s), is realized. The velocity control, 
G»(s), is itself a closed-loop system, as shown in 
Figure P7.26(b). Here the difference, V.(s), between 
the commanded velocity, V.(s), and the actual vehi- 
cle velocity, V(s), drives a motor that displaces the 
automobile’s accelerator by Y,(s) (Stefani, 1978). 


Steady-State Errors 


Oxygen 
concentration 


R(s) +a TW) 1 o(s) C(s) 
K K ~ 


Body Voltage 
displacement out 


Body 
torque 











FIGURE P7.27 Block diagram of a paramagnetic oxygen 
analyzer 


oxygen. A small body is placed in a stream of oxygen 
whose concentration is R(s), and it is subjected to a 
magnetic field. The torque on the body, Kı R(s), due to 
the magnetic field is a function of the concentration 
of the oxygen. The displacement of the body, 6(s), is 
detected, and a voltage, C(s), is developed propor- 
tional to the displacement. This voltage is used to 
develop an electrostatic field that places a torque, 
K3C(s), on the body opposite to that developed by 
the magnetic field. When the body comes to rest, the 
output voltage represents the strength of the magnetic 
torque, which in turn is related to the concentration 
of the oxygen (Chesmond, 1982). Find the steady- 
state error between the output voltage, representing 
oxygen concentration, and the input oxygen con- 


Find the steady-state error ‘orp aod PDF Enhdaricey ould you reduce the error to zero? 
ert i 


loop if the motor and amplifier transfer function 
G3(s) = K/|s(s+1)]. Assume G4(s) to be a first- 
order system, where a maximum possible 1-foot 
displacement of the accelerator linkage yields a 
steady-state velocity of 100 miles/hour, with the 
automobile reaching 60 miles/hour in 10 seconds. 


Actual 
distance 


Automobile 
Vis) 1 X(s) 
G(s) = m 


Velocity 
error Controller Command 





















(a) 
Accelerator 
Velocity Velocity Motorand Accelerator and Automobile 
command error amplifier displacement automobile velocity 





$ Y.(s) Vs) 


(b) 








FIGURE P7.26 Automobile guidance system: a. displacement 
control system; b. velocity control loop 


57. A simplified block diagram ofa meter used to measure 


oxygen concentration is shown in Figure P7.27. The 
meter uses the paramagnetic properties of a stream of 


58. A space station, shown in Figure P7.28(a), will keep 


its solar arrays facing the Sun. If we assume that 
the simplified block diagram of Figure P7.28(b) 
represents the solar tracking control system that 
will be used to rotate the array via rotary joints 
called solar alpha rotary joints (Figure P7.28(c)). 
Find (Kumar, 1992) 


a. The steady-state error for step commands 

b. The steady-state error for ramp commands 

c. The steady-state error for parabolic commands 
d. The range of K./J to make the system stable 






Solar alpha 
rotary joint 


Y N X (Flight direction) 
Z (Nadir) 


(a) 


Solar arrays 


FIGURE P7.28 
(© 1992 AIAA); (figure continues) 


A space station: a. configuration 





























Commanded Position Velocity e and dynamics Actual 
joint angle controller controller t joint angle 
ads) + ga Ea H B(s) 
f; 
(b) 
Bearing race and 
trundle bearings 
Inner shear Outer shear 
plate ‘ | J plate 
Motor 
A B 





* Ty) 


Bearing set 


er Motor 


Inboard 
structure 


Bull gear 

















Pinion Outboard 


structure 


resolver 


l 
l 
VVG l S Motor 
l controller 


Desired position, 




















è 


locit; i 
velocity 
P fi NG 
Outboard 
Inboard Motor and Bull gear and maa 
structure ae A structure 
pinion trundle bearings 


(c) 
FIGURE P7.28 (Continued) b. simplified block diagram; 
c. alpha joint drive train and control system (© 1992 AIAA) 


59. A simplified model of the steering of a four-wheel 
drive vehicle is shown in Figure P7.29. 
In this block diagram, the output r is the vehicle’s 
yaw rate, while 5;and ô, are the steering angles of the 
front and rear tires respectively. In this model, 


s 

ri -300+ @= his + hy 
Pea s2 + as + a2’ 
10 
h3s + bı 


Gre) = s2 + as +a 
and K(s) is a controller to be designed. (Yin, 2007). 
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FIGURE P7.29 Steering model for a four-wheel drive vehicle 
(© 2007 IEEE) 


a. Assuming a step input for ôç, find the minimum 
system type of the controller K(s) necessary so 
that in steady-state the error as defined by the 
signal e in Figure P7.29 is zero if at all possible. 


b. Assuming a step input for ôç, find the system type 
of the controller K(s) necessary so that in steady 
state the error as defined by 5¢(00) — r(oo) is zero 
if at all possible. 


DESIGN PROBLEMS 

60. The following specification applies to a position con- 
trol: K, = 10. On hand is an amplifier with a variable 
gain, K>, with which to drive a motor. Two one-turn 
pots to convert shaft position into voltage are also 
available, where +37 volts are placed across the pots. 
A motor is available whose transfer function is 





Om(s) K 


~ s(s +a) 





where 6,,,(s) is the motor armature position and E,,(s) 
is the armature voltage. The components are inter- 
connected as shown in Figure P7.30. 


Motor 


Pot Amplifier 


Cs) 
> 











Pot 
FIGURE P7.30 Position control system 


The transfer function of the motor is found 
experimentally as follows. The motor and load are 
driven separately by applying a large, short square 
wave (a unit impulse) to the armature. An oscillo- 
graph of the response shows that the motor reached 
63% of its final output value 0.5 second after appli- 
cation of the impulse. Furthermore, with 10 volts dc 
applied to the armature, the constant output speed 
was 100 rad/s. Draw the completed block diagram of 
the system, specifying the transfer function of each 
component of the block diagram. 


61. A boat is circling a ship that is using a tracking radar. 
The speed of the boat is 20 knots, and it is circling 
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the ship at a distance of 1 nautical mile, as shown in 
Figure P7.31(a). A simplified model of the tracking 
system is shown in Figure P7.31(b). Find the value of 


Steady-State Errors 


c. Would a pilot whose Ķ; is the value found in Part 
b be hired to fly the helicopter? 


Note: In the block diagram Gp(s) is a delay of about 


K so that the boat is kept in the center of the radar 


0.154 second and can be represented by a Pade 
beam with no more than 0.1 degree error. 


approximation of Gp(s) = —(s — 13)/(s + 13). 


Boat 63. Motion control, which includes position —_WileyPLUs 
or force control, is used in robotics and 
machining. Force control requires the Control Solutions 
designer to consider two phases: contact and non- 
contact motions. Figure P7.33(a) is a diagram of a 
mechanical system for force control under contact 
motion. A force command, Foma(s), is the input to the 
system, while the output, F(s), is the controlled 
contact force. 

In the figure a motor is used as the force actuator. 
The force output from the actuator is applied to the 






Boat’s trajectory 


Tracking radar 


























Rotational Fls) 
direction | 


Electric 
motor 






F 
emd(S) 





8o(s) 
> 


Environment (D,s + K,) 


(a) 








(a) 
Os) + Bs) K 
ki s(s +4) 
(b) 


FIGURE P7.31 Boat tracked by ship’s 
arrangement; b. block diagram of trackin 
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62. Figure P7.32 shows a simplified block diagram of a F(s) 
pilot in a loop to control the roll attitude of an Army 
UH-60A Black Hawk twin-engine helicopter with a 
single main rotor (Hess, 1993). 














a. Find the system type. (b) 


FIGURE P7.33 a. Force control mechanical loop under 
contact motion (© 1996 IEEE); b. block diagram 
(© 1996 IEEE) 


b. The pilots response determines Kı. Find the 
value of K, if an appropriate static error constant 
value of 700 is required. 


Actual 
roll angle 


2 Po(s) 
| > 
(s + 0.5)(s2 + 9.55 + 78) 


Commanded 
roll angle 


G(s) 4 g pacs)! 
1 


Neuromuscular system 


Central nervous system 














Vestibular system 


FIGURE P7.32 Simplified block diagram of a pilot in a loop (© 1992 AIAA) 











64. 


65. 


object through a force sensor. A block diagram rep- 
resentation of the system is shown in Figure P7.33(b). 
K; is velocity feedback used to improve the transient 
response. The loop is actually implemented by an 
electrical loop (not shown) that controls the armature 
current of the motor to yield the desired torque at the 
output. Recall that Tm = K;i, (Ohnishi, 1996). Find 
an expression for the range of K, to keep the steady- 
state force error below 10% for ramp inputs of com- 
manded force. 


66. 


Problem 50 in Chapter 4 describes an open-loop 
swivel controller and plant for an industrial robot. 
The transfer function for the controller and plant is 
g= wols) 2 K 
Vi(s) (s+ 10)(s* + 4s + 10) 

where w,(s) is the Laplace transform of the robot’s 
angular swivel velocity and V;(s) is the input voltage 
to the controller. Assume G.(s) is the forward 
transfer function of a velocity control loop with 
an input transducer and sensor, each represented 
by a constant gain of 3 (Schneider, 1992). 


a. Find the value of gain, K, to minimize the steady- 
state error between the input commanded angu- 
lar swivel velocity and the ae actual angular 
swivel velocity. 


b. What is the steady-state error 
found in Part a? 





or g value of K 


c. For what kind of input does the design in Part a 
apply? 
Packet information flow in a router working under 
TCP/IP can be modeled using the linearized transfer 
function @ 
=e 
2N 
2N 


1 
s+ 7) (s+) 


C=link capacity (packets/second). 


—sR 





where 


N=load factor (number of TCP sessions) 
Q=expected queue length 
R=round trip time (second) 

= probability of a packet drop 


The objective of an active queue management 
(AQM) algorithm is to automatically choose a 
packet-drop probability, p, so that the queue length 
is maintained at a desired level. This system can be 
represented by the block diagram of Figure P7.13 
with the plant model in the P(s) block, the AQM 
algorithm in the G(s) block, and F(s) = H(s) = 1. 
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Several AQM algorithms are available, but one that 
has received special attention in the literature is the 
random early detection (RED) algorithm. This al- 
LK 
5K 
where L and K are constants (Hollot, 2001). Find the 
value of L required to obtain a 10% steady-state 
error for a unit step input when C = 3750 packets/s, 
N=50 TCP sessions, R=0.1 s, and K =0.005. 
48,500 
s2 + 2.895 
sents the dynamics of a robotic manipulator joint. The 
system’s output, C(s), is the joint’s angular position 
(Low, 2005). The system is controlled in a closed-loop 


gorithm can be approximated with G(s) = 


In Figure P7.16, the plant, P(s) = repre- 


K 
configuration as shown with G(s) = Kp + a a 
s 
proportional-plus-integral (PI) controller to be dis- 
cussed in Chapter 9. R(s) is the joint’s desired angular 
position. D(s) is an external disturbance, possibly 
caused by improper dynamics modeling, Coulomb 
friction, or other external forces acting on the joint. 
a. Find the system’s type. 


b. Show that for a step disturbance input, e,, = 0 
when Kz # 0. 


ancar of K; that will result in ess = 5% 
or a parabolic input. 


d. Using the value of K; found in Part c, find the 
range of Kp for closed-loop stability. 


PROGRESSIVE ANALYSIS AND DESIGN PROBLEMS 
67. 


High-speed rail pantograph. Problem 21 in Chapter 1 
discusses the active control of a pantograph mecha- 
nism for high-speed rail systems. In Problem 79(a), 
Chapter 5, you found the block diagram for the active 
pantograph control system. Use your solution for 
Problem 79(a) in Chapter 5 to perform steady-state 
error analysis and design as follows (O’Connor, 1997): 


a. Find the system type. 

b. Find the value of controller gain, K, that mini- 
mizes the steady-state force error. 

c. What is the minimum steady-state force error? 

Control of HIV/AIDS. Consider the HIV infection 

model of Problem 68 in Chapter 6 and its block 

diagram in Figure P6.20 (Craig, 2004). 

a. Find the system’s type if G(s) is a constant. 

b. It was shown in Problem 68, Chapter 6, that when 
G(s)=K the system will be stable when 
K < 2.04 x 10-*. What value of K will result in 
a unit step input steady-state error of 10%? 
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c. It is suggested that to reduce the steady-state 
error the system’s type should be augmented by 
making G(s) = K - Is this a wise choice? What is 
the resulting stability range for K? 

69. Hybrid vehicle. Figure P7.34 shows the block diagram 


Steady-State Errors 


40 
given by G(s) = 100 + z the car starts climbing 


up a hill with a gradient angle, œ = 5°. For small 
angles sina =« (in radians) and, hence, when 
reflected to the motor shaft the climbing torque is: 


Fyr mgr 
Ts == mer sina = 


ltot Ltot 


mgra 


ltot 


of the speed control of an HEV taken from Figure 
P5.54, and rearranged as a unity feedback system 
(Preitl, 2007). Here the system output is, C(s) = 
Kss V(s), the output voltage of the speed sensor/trans- 
ducer. 


R(s) 


1590 x 9.8 x 0.3 x5 
4.875 x 57.3 


The block diagram in Figure P7.35 represents the con- 
trol system of the HEV rearranged for Part c. 


= 83.7Nm. 





C(s) G,(s) = Equivalent transfer function of the car 





0.11 (s +0.6) 





E(s) Uc (s) 


. Assume the 


. Now assume that in order to reduce the steady- 


. In Parts a and b, the HEV was assumed to be driven 






s (s +0.5173) + 5 (s+0.6) (s +0.01908) 


T,,(s) 








-E(s)=-K;s VS) 
+ 6.13x10-3 
s+0.01908 


13.53 s$ 
(s + 0.5) 





FIGURE P7.34 


speed controller is given as 
= Kp,,. Find the gain, Kp,., that yields 
)=1%. 


G,.(s) 
a Steady-state error, step(00 





Gs) = Transfer function ei: 
of torque & speed controllers 


state error forstepinputs, integrationis added tothe 

controller yielding G,.(s) = Kps + (Ki,./s) = FIGURE P7.35 

100+ (K;,./s)). Find the A Rag of the Qc BOE I Aes input is T(t) = 83.7u(t), corre- 

gain, Krs» that results in A rhat a= ëg and the output is the negative error, 
00) = 2.5%. ne = —c(t) = —Kss v(t), proportional to the change 

in car speed, v(t). Find the steady-state error e(oo) due 


to a step change in the disturbance; e.g., the climbing 
torque, T,,(t) = 83.7 u(t). 


ramp ( 





on level ground. Consider the case when, after 
reaching a steady-state speed with a controller 
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Experiment 7.1 


Objective To verify the effect of input waveform, loop gain, and system type 
upon steady-state errors. 


Minimum Required Software Packages MATLAB, Simulink, and the 
Control System Toolbox 
Prelab 


1. What system types will yield zero steady-state error for step inputs? 
BSOA . What system types will yield zero steady-state error for ramp inputs? 


. What system types will yield infinite steady-state error for ramp inputs? 





. What system types will yield zero steady-state error for parabolic inputs? 
. What system types will yield infinite steady-state error for parabolic inputs? 


AnA & NWN 


. For the negative feedback system of Figure P7.36, where G(s) = 
K(s + 6) 

(s + 4)(s + 7)(s + 9)(s + 12) 

in terms of K for the following inputs: 5u(t), Stu(t), and S¢tu(t). 


FIGURE P7.36 





and H(s) = 1, calculate the steady-state error 





Cyber Exploration Laboratory 





= K(s + 6)(s + 8) E 
7. Repeat Prelab 6 for G(s) = ereta and H(s) = 1. 
8. Repeat Prelab 6 for G(s) = OTS ey OES) and H(s) = 1. 





s*(s + 4)(s + 7)(s + 9)(s + 12) 

Lab 

1. Using Simulink, set up the negative feedback system of Prelab 6. Plot on one 
graph the error signal of the system for an input of 5u(t) and K = 50, 500, 1000, 
and 5000. Repeat for inputs of 5tu(t) and 5fu(t). 


2. Using Simulink, set up the negative feedback system of Prelab 7. Plot on one 
graph the error signal of the system for an input of 5u(t) and K = 50, 500, 1000, 
and 5000. Repeat for inputs of 5tu(t) and Sfu(t). 

3. Using Simulink, set up the negative feedback system of Prelab 8. Plot on one 
graph the error signal of the system for an input of 5u(t) and K = 200, 400, 800, 
and 1000. Repeat for inputs of 5tu(t) and Sfu(t). 


Postlab 


1. Use your plots from Lab 1 and compare the expected steady-state errors to those 
calculated in the Prelab. Explain the reasons for any discrepancies. 


2. Use your plots from Lab 2 and compare the expected steady-state errors to those 
calculated in the Prelab. Explain the reasons for any discrepancies. 


3. Use your plots from Lab 3 and compare the expected steady-state errors to those 
calculated in the Prelab. Explain the reasons for any discrepancies. 


Experiment 7.2 Apago PDF Enhancer 


Objective To use the LabVIEW Control Design and Simulation Module for 
analysis of steady-state performance for step and ramp inputs. 


Minimum Required Software Package Lab 
VIEW with the Control Design and Simulation Module 


Prelab You are given the model of a single joint of a PD controller 


robotic manipulator shown in Figure P7.37 (Spong, 
2005), where B is the coefficient of viscous friction, 
a(s) is the desired angle, 6(s) is the output angle, and 
D(s) is the disturbance. We want to track the joint angle 
using a PD controller, which we will study in Chapter 9. 
Assume J = B = 1. Find the step and ramp responses of this system for the following 
combinations of PD gains (Kp, Kp): (16, 7), (64, 15), and (144, 23). 


Lab 


1. Create a LabVIEW VI to simulate the response of this system to a step and a 
ramp inputs, under no-disturbance conditions. Use the functions available in the 
Control Design and Simulation/Control Design palette. 


2. Create a LabVIEW VI using the functions available in the Control Design and 
Simulation/Simulation palette, to track an input set-point of 10 under a disturbance 
of D=40. 


Postlab Compare your results with those of the Prelab. What conclusions can you 
draw from the various responses of this system to different inputs and different PD 
parameters? What is the system type? Does the steady-state behavior corroborate the 
theory you learned regarding system type and the steady-state error for various 
inputs? Explain your answer. 


FIGURE P7.37 
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Root Locus Techniques 


@ chapter Learning Outcomes $ 
After completing this chapter the AR AGR- RPE Enhancer 


Define a root locus (Sections 8.1-8.2) 
State the properties of a root locus (Section 8.3) 
Sketch a root locus (Section 8.4) 


Find the coordinates of points on the root locus and their associated gains 
(Sections 8.5-8.6) 


Use the root locus to design a parameter value to meet a transient response 
specification for systems of order 2 and higher (Sections 8.7-8.8) 


Sketch the root locus for positive-feedback systems (Section 8.9) 
Find the root sensitivity for points along the root locus (Section 8.10) 


@ case Study Learning Outcomes $ 


You will be able to demonstrate your knowledge of the chapter objectives with case 
studies as follows: 


Given the antenna azimuth position control system shown on the front endpapers, 
you will be able to find the preamplifier gain to meet a transient response 
specification. 

Given the pitch or heading control system for the Unmanned Free-Swimming 
Submersible vehicle shown on the back endpapers, you will be able to plot the 
root locus and design the gain to meet a transient response specification. You will 
then be able to evaluate other performance characteristics. 
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@ 3.1 Introduction 


FIGURE 8.1 a. Closed-loop 
system; b. equivalent transfer 
function 


Root locus, a graphical presentation of the closed-loop poles as a system parameter is 
varied, is a powerful method of analysis and design for stability and transient response 
(Evans, 1948; 1950). Feedback control systems are difficult to comprehend from a 
qualitative point of view, and hence they rely heavily upon mathematics. The root locus 
covered in this chapter is a graphical technique that gives us the qualitative description 
of a control system’s performance that we are looking for and also serves as a powerful 
quantitative tool that yields more information than the methods already discussed. 

Up to this point, gains and other system parameters were designed to yield a 
desired transient response for only first- and second-order systems. Even though the 
root locus can be used to solve the same kind of problem, its real power lies in its 
ability to provide solutions for systems of order higher than 2. For example, under 
the right conditions, a fourth-order system’s parameters can be designed to yield a 
given percent overshoot and settling time using the concepts learned in Chapter 4. 

The root locus can be used to describe qualitatively the performance of a 
system as various parameters are changed. For example, the effect of varying gain 
upon percent overshoot, settling time, and peak time can be vividly displayed. The 
qualitative description can then be verified with quantitative analysis. 

Besides transient response, the root locus also gives a graphical representation 
of a system’s stability. We can clearly see ranges of stability, ranges of instability, and 
the conditions that cause a system to break into oscillation. 

Before presenting root locus, let us review two concepts that we need for the 
ensuing discussion: (1) the control system problem and (2) complex numbers and 


hein page’ PDF" Enhancer 
The Control System Problem 


We have previously encountered the control system problem in Chapter 6: Whereas the 
poles of the open-loop transfer function are easily found (typically, they are known by 
inspection and do not change with changes in system gain), the poles of the closed-loop 
transfer function are more difficult to find (typically, they cannot be found without factoring 
the closed-loop system’s characteristic polynomial, the denominator of the closed-loop 
transfer function), and further, the closed-loop poles change with changes in system gain. 

A typical closed-loop feedback control system is shown in Figure 8.1(a). The 
open-loop transfer function was defined in Chapter 5 as KG(s)H(s). Ordinarily, we 


Forward 











R(s) KG(s) C(s) = 
1 + KG(s)H(s) 





Feedback 
transfer 
function 


(a) (b) 
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can determine the poles of KG(s)H(s), since these poles arise from simple cascaded 
first- or second-order subsystems. Further, variations in K do not affect the location 
of any pole of this function. On the other hand, we cannot determine the poles of 
T(s) = KG(s)/[1 + KG(s)H(s)] unless we factor the denominator. Also, the poles of 
T(s) change with K. 

Let us demonstrate. Letting 














cn i 
and 
_ Nu(s) 
ee a 2 
then 
= KNGg(s)Du(s) 
NO) Dg(s)Du(s) + KNG(s)Nu(s) a 











where N and D are factored polynomials and signify numerator and denominator terms, 
respectively. We observe the following: Typically, we know the factors of the numerators 
and denominators of G(s) and H(s). Also, the zeros of T(s) consist of the zeros of G(s) 
and the poles of H(s). The poles of T(s) are not immediately known ri aá o a. 
change with K. For example, if G( apade: (PDFn eupance 

the poles of KG(s)H(s) are 0, —2, an e zeros of K s) are — 

Now, T(s) = K(s+1)(s4 4) /[s3 + (6+ K)s*+ (8+ 4K)s + 3K]. Thus, ree Zeros 
T(s) consist of the zeros of G(s) and the e of H(s). The oe of T(s) are not 
immediately known without factoring the denominator, and they are a function of K. 
Since the system’s transient response and stability are dependent upon the poles of T(s), 
we have no knowledge of the system’s performance unless we factor the denominator 
for specific values of K. The root locus will be used to give us a vivid picture of the poles 
of T(s) as K varies. 





Vector Representation of Complex Numbers 

Any complex number, o + jw, described in Cartesian coordinates can be graphi- 
cally represented by a vector, as shown in Figure 8.2(a). The complex number also 
can be described in polar form with magnitude M and angle 6, as MZ@. If the 
complex number is substituted into a complex function, F(s), another complex 
number will result. For example, if F(s) = (s+ a), then substituting the com- 
plex number s = o + jw yields F(s) = (o + a) + jw, another complex number. This 
number is shown in Figure 8.2(b). Notice that F(s) has a zero at —a. If we translate 
the vector a units to the left, as in Figure 8.2(c), we have an alternate represen- 
tation of the complex number that originates at the zero of F(s) and terminates on 
the point s = o + jæ. 

We conclude that (s + a) is a complex number and can be represented by a 
vector drawn from the zero of the function to the point s. For example, (s + 7)|,_,5, 2 18 
a complex number drawn from the zero of the function, —7, to the point s, which is 
5 + j2, as shown in Figure 8.2(d). 
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FIGURE 8.2 Vector O L >o g =o 
representation of complex -a o T 5 
numbers: a.s = o + ja; 
b. (s + a); c. alternate 
representation of (s + a); 
d. (s + 7)|,s4j2 (c) (d) 


Now let us apply the concepts to a complicated function. Assume a function 


m 


JI(s + zi) 


; n 
Apagow PDF- Enhaiisitito:: complex factors 


umerator’s complex factors 








-Pj 


j=l 


(8.4) 


where the symbol Į | means “product,” m = number of zeros, and n = number of 
poles. Each factor in the numerator and each factor in the denominator is a complex 
number that can be represented as a vector. The function defines the complex 
arithmetic to be performed in order to evaluate F(s) at any point, s. Since each com- 
plex factor can be thought of as a vector, the magnitude, M, of F(s) at any point, s, is 





Tierz] 


_ [[zerolengths  (- 
Į [ pole lengths [lo ; 
j=l 








t p;)| 








(8.5) 


where a zero length, |(s + z;)|, is the magnitude of the vector drawn from the zero of F(s) 
at —z; to the point s, and a pole length, |(s + p;)|, is the magnitude of the vector drawn 
from the pole of F(s) at —p; to the point s. The angle, 6, of F(s) at any point, s, is 








6 = X` zero angles — ` pole angles 
= AG g) = AG +p;) 
i=1 j=l 








(8.6) 


where a zero angle is the angle, measured from the positive extension of the real axis, 
of a vector drawn from the zero of F(s) at —z; to the point s, and a pole angle is the 
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angle, measured from the positive extension of the real axis, of the vector drawn from 
the pole of F(s) at —p; to the point s. 
As a demonstration of the above concept, consider the following example. 


Example 8.1 


Evaluation of a Complex Function via Vectors 
PROBLEM: Given 


ao) (8.7) 


find F(s) at the point s = —3 + j4. 


SOLUTION: The problem is graphically depicted in Figure 8.3, where each 
vector, (s+ a), of the function is shown terminating on the selected point 
s = —3 + j4. The vector originating at the zero at —1 is 


V202116.6° (8.8) 


The vector originating at the pole at the origin is 
52126.9° (8.9) 


The vector originating at the pole at —2 is 


V172Z104.0° (8.10) 
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Substituting Eqs. (8.8) through Apagés PDF Enhance r 


MZ90 = V2 3116.6 — 126.9° — 104.0° = 0.2172 — 114.3° (8.11) 


5/17 





FIGURE 8.3 Vector 
as the result for evaluating F(s) at the point —3 + j4. representation of Eq. 


Skill-Assessment Exercise 8.1 


PROBLEM: Given 
(s + 2)(s + 4) 
~ s(s + 3)(s +6) 


find F(s) at the point s = —7 + j9 the following ways: 


F(s) 


a. Directly substituting the point into F(s) 
b. Calculating the result using vectors 


ANSWER: 
—0.0339 — j0.0899 = 0.0962 — 110.7° 


The complete solution is at www.wiley.com/college/nise. 


We are now ready to begin our discussion of the root locus. 


Trylt 8.1 


Use the following MATLAB 
statements to solve the 
problem given in Skill- 
Assessment Exercise 8.1. 


SS 77 ay 
G=(st+2)*(s+4)/... 
(Si (Sars) (sare 

Theta=(180/pi)*... 
angle(G) 

M=abs(G) 
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@ 8.2 Defining the Root Locus 


A security camera system similar to that shown in Figure 8.4(a) can automatically 
follow a subject. The tracking system monitors pixel changes and positions the 
camera to center the changes. 

The root locus technique can be used to analyze and design the effect of loop 
gain upon the system’s transient response and stability. Assume the block diagram 
representation of a tracking system as shown in Figure 8.4(b), where the closed-loop 
poles of the system change location as the gain, K, is varied. Table 8.1, which was 
formed by applying the quadratic formula to the denominator of the transfer 
function in Figure 8.4(c), shows the variation of pole location for different values 
of gain, K. The data of Table 8.1 is graphically displayed in Figure 8.5(a), which 
shows each pole and its gain. 

As the gain, K, increases in Table 8.1 and Figure 8.5(a), the closed-loop pole, 
which is at —10 for K = 0, moves toward the right, and the closed-loop pole, which is 
at 0 for K = 0, moves toward the left. They meet at —5, break away from the real axis, 
and move into the complex plane. One closed-loop pole moves upward while the 
other moves downward. We cannot tell which pole moves up or which moves down. 
In Figure 8.5(b), the individual closed-loop pole locations are removed and their 
paths are represented with solid lines. It is this representation of the paths of the 


Apago 





Subject’s Motor Camera 
position Sensors Amplifier and camera position 


— EJ 2 > 
K; > 
> s(s + 10) 


(b) 


R(s) | K C(s) 
s?+ 109+ K 


where K = K,K> 
(o) 
FIGURE 8.4 a. Security cameras with auto tracking can be used to follow moving objects 
automatically; b. block diagram; c. closed-loop transfer function 

















8.2 Defining the Root Locus 


TABLE 8.1 Pole location as function of gain for the 


system of Figure 8.4 




























20 15 


10 5 





K Pole 1 Pole 2 
0 —10 0 
5 —9.47 —0.53 
10 —8.87 —1.13 
15 —8.16 —1.84 
20 —7.24 —2.76 
25 -5 -5 
30 —5 + j2.24 —5 — j2.24 
35 —5 + j3.16 —5 — j3.16 
40 —5 + j3.87 —5 — j3.87 
45 —5 + j4.47 —5 — j4.47 
50 —5+j5 —5 —j5 
jo 
K=50X J5 K=50 
45X 4 45 
s-plane 40X J s-plane 40 
35X ; 
Apagé PDF Enhancé 
30 X j2 30 
jl 
K=0 5 1015 20 25 20 15 105 |0=K 
XOX X% KK OOK o 
10 -9 -8 7 -6 -5 3 2 1 0 -10 -9 8 T 6 5 4 
30X -j2 30 
35X J3 35 
40X E 40 
45X 7 45 
K=50X -j5 K=50 
(a) (b) 
FIGURE 8.5 a. Pole plot from Table 8.1; b. root locus 


closed-loop poles as the gain is varied that we call a root locus. For most of our work, 
the discussion will be limited to positive gain, or K > 0. 

The root locus shows the changes in the transient response as the gain, K, varies. 
First of all, the poles are real for gains less than 25. Thus, the system is overdamped. At 
a gain of 25, the poles are real and multiple and hence critically damped. For gains 
above 25, the system is underdamped. Even though these preceding conclusions were 
available through the analytical techniques covered in Chapter 4, the following 
conclusions are graphically demonstrated by the root locus. 

Directing our attention to the underdamped portion of the root locus, we see that 
regardless of the value of gain, the real parts of the complex poles are always the same. 


3 


2 
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Since the settling time is inversely proportional to the real part of the complex poles for 
this second-order system, the conclusion is that regardless of the value of gain, the settling 
time for the system remains the same under all conditions of underdamped responses. 

Also, as we increase the gain, the damping ratio diminishes, and the percent 
overshoot increases. The damped frequency of oscillation, which is equal to the 
imaginary part of the pole, also increases with an increase in gain, resulting in a 
reduction of the peak time. Finally, since the root locus never crosses over into the 
right half-plane, the system is always stable, regardless of the value of gain, and can 
never break into a sinusoidal oscillation. 

These conclusions for such a simple system may appear to be trivial. What we 
are about to see is that the analysis is applicable to systems of order higher than 2. 
For these systems, it is difficult to tie transient response characteristics to the pole 
location. The root locus will allow us to make that association and will become an 
important technique in the analysis and design of higher-order systems. 


@ 8.3 Properties of the Root Locus 


In Section 8.2, we arrived at the root locus by factoring the second-order polynomial 
in the denominator of the transfer function. Consider what would happen if that 
polynomial were of fifth or tenth order. Without a computer, factoring the polyno- 
mial would be quite a problem for numerous values of gain. 

We are about to examine the properties of the root locus. From these 
properties we will be able to make a rapid sketch of the root locus for higher-order 


sys without the can of the closed-loop transfer 
stg es BBE ahe 


The gers of the root locus can be derived from the general control system 
of Figure 8.1(a). The closed-loop transfer function for the system is 





KG(s) 


O E (8.12) 











From Eq. (8.12), a pole, s, exists when the characteristic polynomial in the denomi- 
nator becomes zero, or 





KG(s)H(s) = —1 =12(2k + 1)180° k= 0, +1, +2, 43,... (8.13) 


























where —1 is represented in polar form as 1 (2k + 1)180°. Alternately, a value of s is 
a closed-loop pole if 





IKG(s)H(s)| = 1 (8.14) 








and 





ZKG(s)H(s) = (2k + 1)180° (8.15) 








Equation (8.13) implies that if a value of s is substituted into the function 
KG(s)H(s), a complex number results. If the angle of the complex number is an odd 
multiple of 180°, that value of s is a system pole for some particular value of K. What 
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value of K? Since the angle criterion of Eq. (8.15) is satisfied, all that remains is to 
satisfy the magnitude criterion, Eq. (8.14). Thus, 





1 
K = CORO] a 











We have just found that a pole of the closed-loop system causes the angle of 
KG(s)H(s), or simply G(s)H(s) since K is a scalar, to be an odd multiple of 180°. 
Furthermore, the magnitude of KG(s)H(s) must be unity, implying that the value of K is 
the reciprocal of the magnitude of G(s)H(s) when the pole value is substituted for s. 

Let us demonstrate this relationship for the second-order system of Figure 8.4. 
The fact that closed-loop poles exist at —9.47 and —0.53 when the gain is 5 has 
already been established in Table 8.1. For this system, 


K 


KG(s)H(s) = se 10) 


(8.17) 
Substituting the pole at —9.47 for s and 5 for K yields KG(s)H(s) = —1. The student 
can repeat the exercise for other points in Table 8.1 and show that each case yields 
KG(s)H(s) = —1. 

It is helpful to visualize graphically the meaning of Eq. (8.15). Let us apply the 
complex number concepts reviewed in Section 8.1 to the root locus of the system 
shown in Figure 8.6. For this system the open-loop transfer function is 

K(s +3)(s +4) 
KG(s)H(s) = —————+ 8.18 
PH) (s+1)(s+2 (a 
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The closed-loop transfer function, 7s), is 


ae K(s +3)(9+4) 
O) = AFK 641K) + OF IDK) 





(8.19) 


If point s is a closed-loop system pole for some value of gain, K, then s must 
satisfy Eqs. (8.14) and (8.15). 





R(s) + K(s + 3) (s +4) C(s) 
+ i (s + 1) (s + 2) 


(a) 
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FIGURE 8.6 a. Example 
system; b. pole-zero plot 
(b) of G(s) 
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FIGURE 8.7 Vector representation of G(s) from Figure 8.6(a) at —2 + j3 


Consider the point —2 + j3. If this point is a closed-loop pole for some value of 
gain, then the angles of the zeros minus the angles of the poles must equal an odd 
multiple of 180°. From Figure 8.7, 


Ap +6 = 5431° + 71.57° — 90° — 108.43° = —70.55° 8.20 
pago “Sir Enhancer (a20 


oe he + j3 is not a point on the root locus, or alternatively, —2 + j3 is not a 
closed-loop pole for any gain. 

If these calculations are repeated for the point —2 + j(\/2/2), the angles do add 
up to 180°. That is, —2 + j(/2/2) is a point on the root locus for some value of gain. 
We now proceed to evaluate that value of gain. 

From Eqs. (8.5) and (8.16), 





1 1 _ [[pole lengths 


oe |G(s)H(s)| “M Į [ zero lengths 





(8.21) 











Looking at Figure 8.7 with the point —2 + j3 replaced by —2 + j(/2/2), the gain, K, is 
calculated as 


2 
Lay (1-22) 
“LGL CD22) 





= 0.33 (8.22) 


Thus, the point —2 + j(v2/2) is a point on the root locus for a gain of 0.33. 

We summarize what we have found as follows: Given the poles and zeros of the 
open-loop transfer function, KG(s)H(s), a point in the s-plane is on the root locus for 
a particular value of gain, K, if the angles of the zeros minus the angles of the poles, 
all drawn to the selected point on the s-plane, add up to (2k + 1)180°. Furthermore, 
gain K at that point for which the angles add up to (2k + 1)180° is found by dividing 
the product of the pole lengths by the product of the zero lengths. 


8.4 Sketching the Root Locus 


Skill-Assessment Exercise 8.2 


PROBLEM: Given a unity feedback system that has the forward transfer function 


K(s +2) 
(s2 + 4s + 13) 


G(s) = 


do the following: 


a. Calculate the angle of G(s) at the point ( —3 + j0) by finding the algebraic sum of 
angles of the vectors drawn from the zeros and poles of G(s) to the given point. 


. Determine if the point specified in a is on the root locus. 


c. If the point specified in a is on the root locus, find the gain, K, using the 
lengths of the vectors. 


ANSWERS: 


a. Sum of angles = 180° 
b. Point is on the root locus 
ce K=10 


The complete solution is at www.wiley.com/college/nise. 


@ 8.4 Sketching the Root Locus Parce 


It appears from our previous discussion that the root locus can be obtained by 
sweeping through every point in the s-plane to locate those points for which the 
angles, as previously described, add up to an odd multiple of 180°. Although this task 
is tedious without the aid of a computer, the concept can be used to develop rules 
that can be used to sketch the root locus without the effort required to plot the locus. 
Once a sketch is obtained, it is possible to accurately plot just those points that are of 
interest to us for a particular problem. 

The following five rules allow us to sketch the root locus using minimal 
calculations. The rules yield a sketch that gives intuitive insight into the behavior 
of a control system. In the next section, we refine the sketch by finding actual points 
or angles on the root locus. These refinements, however, require some calculations or 
the use of computer programs, such as MATLAB. 


1. Number of branches. Each closed-loop pole moves as the gain is varied. If we 
define a branch as the path that one pole traverses, then there will be one branch 
for each closed-loop pole. Our first rule, then, defines the number of branches of 
the root locus: 


The number of branches of the root locus equals the number of closed-loop poles. 


As an example, look at Figure 8.5(5), where the two branches are shown. One 
originates at the origin, the other at —10. 

2. Symmetry. If complex closed-loop poles do not exist in conjugate pairs, the resulting 
polynomial, formed by multiplying the factors containing the closed-loop poles, 
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Control Solutions 


Trylt 8.2 


Use MATLAB and the fol- 
lowing statements to solve 
Skill-Assessment Exercise 
8.2. 


s=-3+0j; 

G=(s+2)/(s*2+4* s+13); 

Theta=(180/pi)*... 
angle(G) 

M=abs(G); 

KIMM 
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would have complex coefficients. Physically realizable systems cannot have complex 
coefficients in their transfer functions. Thus, we conclude: 


The root locus is symmetrical about the real axis. 


An example of symmetry about the real axis is shown in Figure 8.5(b). 


. Real-axis segments. Let us make use of the angle property, Eq. (8.15), of the 


points on the root locus to determine where the real-axis segments of the root 
locus exist. Figure 8.8 shows the poles and zeros of a general open-loop 
system. If an attempt is made to calculate the angular contribution of 
the poles and zeros at each point, P1, P2, P3, and P4, along the real axis, 
we observe the following: (1) At each point the angular contribution of 
a pair of open-loop complex poles or zeros is zero, and (2) the 





s-plane 
+ Q - + 
P4 P3 P3 P] 


FIGURE 8.8 Poles and zeros of a general 
open-loop system with test points, P;, on the 


real axis 


**° contribution of the open-loop poles and open-loop zeros to the left 


of the respective point is zero. The conclusion is that the only contri- 
bution to the angle at any of the points comes from the open-loop, real- 
axis poles and zeros that exist to the right of the respective point. If we 
calculate the angle at each point using only the open-loop, real-axis 
poles and zeros to the right of each point, we note the following: (1) The 
angles on the real axis alternate between 0° and 180°, and (2) the angle 
is 180° for regions of the real axis that exist to the left of an odd number of poles 
and/or zeros. The following rule summarizes the findings: 


On the real axis, for K > 0 the root locus exists to the left of an odd number of real- 
axis, finite open-loop poles and/or finite open-loop zeros. 


Examine Figure 8.6(b). According to the rule just developed, the real-axis 


s agòhPDEcEnhanoeransd —2 and between —3 and —4 


as shown in Figure 8.9. 


. Starting and ending points. Where does the root locus begin (zero gain) and end 


(infinite gain)? The answer to this question will enable us to expand the sketch of 
the root locus beyond the real-axis segments. Consider the closed-loop transfer 
function, T(s), described by Eq. (8.3). T(s) can now be evaluated for both large 
and small gains, K. As K approaches zero (small gain), 


T(s) ~ KNg(s)Du(s) 


R Daa (8.23) 


From Eq. (8.23) we see that the closed-loop system poles at small gains approach 
the combined poles of G(s) and H(s). We conclude that the root locus begins at 
the poles of G(s)H(s), the open-loop transfer function. 


s-plane 


O—O x—* > o 











FIGURE 8.9 Real-axis segments of the root locus for the system of Figure 8.6 
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At high gains, where K is approaching infinity, 


(s) 5 KNg(s)Dy(s) 
e+ KNeo(s)Nu(s) 





(8.24) 


From Eq. (8.24) we see that the closed-loop system poles at large gains approach 
the combined zeros of G(s) and H(s). Now we conclude that the root locus ends at 
the zeros of G(s)H(s), the open-loop transfer function. 

Summarizing what we have found: 


The root locus begins at the finite and infinite poles of G(s)H(s) and ends at the 
finite and infinite zeros of G(s)H(s). 


Remember that these poles and zeros are the open-loop poles and zeros. 

In order to demonstrate this rule, look at the system in Figure 8.6(a), whose 
real-axis segments have been sketched in Figure 8.9. Using the rule just derived, 
we find that the root locus begins at the poles at —1 and —2 and ends at the zeros at 
—3 and —4 (see Figure 8.10). Thus, the poles start out at —1 and —2 and move 
through the real-axis space between the two poles. They meet somewhere 
between the two poles and break out into the complex plane, moving as complex 
conjugates. The poles return to the real axis somewhere between the zeros at —3 
and —4, where their path is completed as they move away from each other, and 
end up, respectively, at the two zeros of the open-loop system at —3 and —4. 


. Behavior at infinity. Consider applying Rule 4 to the following open-loop transfer 
function: 


K 
CA Sago PDE Enhance”) 


There are three finite poles, at s = 0, —1, and — 2, and no finite zeros. 


A function can also have infinite poles and zeros. If the function approaches 
infinity as s approaches infinity, then the function has a pole at infinity. If the 
function approaches zero as s approaches infinity, then the function has a zero at 
infinity. For example, the function G(s) = s has a pole at infinity, since G(s) 
approaches infinity as s approaches infinity. On the other hand, G(s) = 1/s has a 
zero at infinity, since G(s) approaches zero as s approaches infinity. 

Every function of s has an equal number of poles and zeros if we include the 
infinite poles and zeros as well as the finite poles and zeros. In this example, 


jo 


A 


s-plane 


-j1 FIGURE 8.10 Complete root 
locus for the system of Figure 
8.6 
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Eq. (8.25) contains three finite poles and three infinite zeros. To illustrate, let s 
approach infinity. The open-loop transfer function becomes 
K K 
KG(s)H(s) = z= nae (8.26) 

Each s in the denominator causes the open-loop function, KG(s)H(s), to become 
zero as that s approaches infinity. Hence, Eq. (8.26) has three zeros at infinity. 

Thus, for Eq. (8.25), the root locus begins at the finite poles of KG(s)H(s) and 
ends at the infinite zeros. The question remains: Where are the infinite zeros? We 
must know where these zeros are in order to show the locus moving from the three 
finite poles to the three infinite zeros. Rule 5 helps us locate these zeros at infinity. 
Rule 5 also helps us locate poles at infinity for functions containing more finite zeros 
than finite poles. 

We now state Rule 5, which will tell us what the root locus looks like as it 
approaches the zeros at infinity or as it moves from the poles at infinity. The 
derivation can be found in Appendix M.1 at www.wiley.com/college/nise. 


The root locus approaches straight lines as asymptotes as the locus approaches 
infinity. Further, the equation of the asymptotes is given by the real-axis intercept, oa 
and angle, 0, as follows: 























> finite poles — 5° finite zeros (8.27) 
ZE #finite poles — #finite zeros l 
A PD] 2k + 1)x 
pago * ~ (8.28) 
#finite poles — #finite zeros 


























where k = 0, +1, +2, +3 and the angle is given in radians with respect to the positive 
extension of the real axis. 


Notice that the running index, k, in Eq. (8.28) yields a multiplicity of lines that 
account for the many branches of a root locus that approach infinity. Let us 
demonstrate the concepts with an example. 


Example 8.2 





Sketching a Root Locus with Asymptotes 
PROBLEM: Sketch the root locus for the system shown in Figure 8.11. 


R(s) + K(s + 3) Cs) 
F s(s + 1)(s + 2)(s + 4) 


FIGURE 8.11 System for Example 8.2. 











' Physical systems, however, have more finite poles than finite zeros, since the implied differentiation 
yields infinite output for discontinuous input functions, such as step inputs. 


8.4 Sketching the Root Locus 


SOLUTION: Let us begin by calculating the asymptotes. Using Eq. (8.27), the real- 
axis intercept is evaluated as 
(—1 — 2 —4) - (-3) 4 


Oa = rn =-3 (8.29) 








The angles of the lines that intersect at —4/3, given by Eq. (8.28), are 





“finite oat = “anit zeros (8.30a) 
=x/3 fork =0 (8.30b) 
=m fork =1 (8.30c) 
= 57/3 fork =2 (8.30d) 


If the value for k continued to increase, the angles would begin to repeat. The 
number of lines obtained equals the difference between the number of finite poles 
and the number of finite zeros. 

Rule 4 states that the locus begins at the open-loop poles and ends at the 
open-loop zeros. For the example there are more open-loop poles than open-loop 
zeros. Thus, there must be zeros at infinity. The asymptotes tell us how we get to 
these zeros at infinity. 

Figure 8.12 shows the complete root locus as well as the asymptotes that were 
just calculated. Notice that we have made use of all the rules learned so far. The 
real-axis segments lie to the left of an odd number of poles and/or zeros. The locus 
starts at the open-loop poles and ends at the open-loop zeros. For the example 


there is only one open-loop finite Apagoce PDE zcHsythian certs us 


that the three zeros at infinity are at the ends of the asymptotes. 








jo 
4 
4 j3 
s-plane 
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FIGURE 8.12 Root locus and 
asymptotes for the system of 
Figure 8.11 
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Skill-Assessment Exercise 8.3 


PROBLEM: Sketch the root locus and its asymptotes for a unity feedback system 
that has the forward transfer function 

K 
(s+ 2)(s + 4)(s + 6) 





G(s) = 


ANSWER: The complete solution is at www.wiley.com/college/nise. 





@ 8.5 Refining the Sketch 


The rules covered in the previous section permit us to sketch a root locus rapidly. If we 
want more detail, we must be able to accurately find important points on the root locus 
along with their associated gain. Points on the real axis where the root locus enters or 
leaves the complex plane—real-axis breakaway and break-in points —and the jw-axis 
crossings are candidates. We can also derive a better picture of the root locus by finding 
the angles of departure and arrival from complex poles and zeros, respectively. 

In this section, we discuss the calculations required to obtain specific points on 
the root locus. Some of these calculations can be made using the basic root locus 
eter that the sum i the zero angles minus the sum of the pole angles equals 
ano adao BDF Ehana wee the root locus is found as the ratio 
of (1) the product of po F lengths drawn to that point to (2) the product of zero 
lengths pa to that point. We have yet to address how to implement this task. In 
the past, an inexpensive tool called a Spirule™ added the angles together rapidly 
and then quickly multiplied and divided the lengths to obtain the gain. Today we can 
rely on hand-held or programmable calculators as well as personal computers. 

Students pursuing MATLAB will learn how to apply it to the root locus at the 
end of Section 8.6. Other alternatives are discussed in Appendix H.2 at www.wiley. 
com/college/nise. The discussion can be adapted to programmable hand-held calcu- 
lators. All readers are encouraged to select a computational aid at this point. Root 
locus calculations can be labor intensive if hand calculations are used. 

We now discuss how to refine our root locus sketch by calculating real-axis 
breakaway and break-in points, jw-axis crossings, angles of departure from complex 
poles, and angles of arrival to complex zeros. We conclude by showing how to find 
accurately any point on the root locus and calculate the gain. 


Real-Axis Breakaway and Break-In Points 

Numerous root loci appear to break away from the real axis as the system poles 
move from the real axis to the complex plane. At other times the loci appear to 
return to the real axis as a pair of complex poles becomes real. We illustrate this in 
Figure 8.13. This locus is sketched using the first four rules: (1) number of branches, 
(2) symmetry, (3) real-axis segments, and (4) starting and ending points. The figure 
shows a root locus leaving the real axis between —1 and —2 and returning to the real 
axis between +3 and +5. The point where the locus leaves the real axis, —0o1, is called 
the breakaway point, and the point where the locus returns to the real axis, o2, is 
called the break-in point. 
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s-plane 











-j3 H 


FIGURE 8.13 Root locus example showing real-axis breakaway (—01) and break-in 
points (02) 


At the breakaway or break-in point, the branches of the root locus form an 
angle of 180° /n with the real axis, ays nupp (Enhance: bing 
at or departing from the single breakaway~or break-in point on the real axis (Kuo, 
1991). Thus, for the two poles shown in Figure 8.13, the branches at the breakaway 
point form 90° angles with the real axis. 

We now show how to find the breakaway and break-in points. As the two 
closed-loop poles, which are at —1 and —2 when K = 0, move toward each other, the 
gain increases from a value of zero. We conclude that the gain must be maximum 
along the real axis at the point where the breakaway occurs, somewhere between —1 
and —2. Naturally, the gain increases above this value as the poles move into the 
complex plane. We conclude that the breakaway point occurs at a point of maximum 
gain on the real axis between the open-loop poles. 

Now let us turn our attention to the break-in point somewhere between +3 
and +5 on the real axis. When the closed-loop complex pair returns to the real axis, 
the gain will continue to increase to infinity as the closed-loop poles move toward 
the open-loop zeros. It must be true, then, that the gain at the break-in point is the 
minimum gain found along the real axis between the two zeros. 

The sketch in Figure 8.14 shows the variation of real-axis gain. The breakaway 
point is found at the maximum gain between —1 and —2, and the break-in point is 
found at the minimum gain between +3 and +5. 

There are three methods for finding the points at which the root locus breaks 
away from and breaks into the real axis. The first method is to maximize and 
minimize the gain, K, using differential calculus. For all points on the root locus, 
Eq. (8.13) yields 


K=- (8.31) 
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FIGURE 8.14 Variation of 
gain along the real axis for the 
root locus of Figure 8.13 
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For points along the real-axis segment of the root locus where breakaway and break- 
in points could exist, s = o. Hence, along the real axis Eq. (8.31) becomes 
1 
K = -=-~ 8.32 

GoM) eo 
This equation then represents a curve of K versus ø similar to that shown in Figure 8.14. 
Hence, if we differentiate Eq. (8.32) with respect to o and set the derivative equal to 
zero, we can find the points of maximum and minimum gain and hence the breakaway 
and break-in points. Let us demonstrate. 


Example 8.3 


Breakaway and Break-in Points via Differentiation 





PROBLEM: Find the breakaway and break-in points for the root locus of Figure 8.13, 
using differential calculus. 


SOLUTION: Using the open-loop poles and zeros, we represent the open-loop 
system whose root locus is shown in Figure 8.13 as follows: 
_ K(s—3)(s—5) _ K(s? — 8s + 15) 
BOOS = (st1)(s+2) — (s?+3s+2) (Ra 
But for all points along the root locus, KG(s)H(s) = —1, and along the real axis, 
s =o. Hence, 





K(o* — 80 + 15) 
(o? +30 +2) 








=-1 (8.34) 


Solving for K, we find 
_ —(0? +30 + 2) 


= (gl Bo + 15) (833) 


Differentiating K with respect to o and setting the derivative equal to zero yields 
2 = 
dK _ (110% — 260 = =6 (8.36) 
do (o2 — 8a +15) 


Solving for ø, we find o = —1.45 and 3.82, which are the breakaway and break-in points. 
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The second method is a variation on the differential calculus method. Called 
the transition method, it eliminates the step of differentiation (Franklin, 1991). This 
method, derived in Appendix M.2 at www.wiley.com/college/nise, is now stated: 


Breakaway and break-in points satisfy the relationship 


Lao, ee E 
D a rarer een 




















where zi and p; are the negative of the zero and pole values, respectively, of G(s)H(s). 


Solving Eq. (8.37) for ø, the real-axis values that minimize or maximize K, yields 
the breakaway and break-in points without differentiating. Let us look at an 
example. 


Example 8.4 


Breakaway and Break-in Points Without Differentiation 
PROBLEM: Repeat Example 8.3 without differentiating. 
SOLUTION: Using Eq. (8.37), 





(8.38) 





Simplifying, Apago PDF Enhancer 
110°? — 260 — 61 = 0 (8.39) 


Hence, o = —1.45 and 3.82, which agrees with Example 8.3. 





For the third method, the root locus program discussed in Appendix H.2 at www 
.wiley.com/college/nise can be used to find the breakaway and break-in points. Simply 
use the program to search for the point of maximum gain between —1 and —2 and to 
search for the point of minimum gain between +3 and +5. Table 8.2 shows the results 
of the search. The locus leaves the axis at —1.45, the point of maximum gain between 
—1 and —2, and reenters the real axis at +3.8, the point of minimum gain between +3 
and +5. These results are the same as those obtained using the first two methods. 
MATLAB also has the capability of finding breakaway and break-in points. 


The jw-Axis Crossings 

We now further refine the root locus by finding the imaginary-axis crossings. The 
importance of the jw-axis crossings should be readily apparent. Looking at Fig- 
ure 8.12, we see that the system’s poles are in the left half-plane up to a particular 
value of gain. Above this value of gain, two of the closed-loop system’s poles move 
into the right half-plane, signifying that the system is unstable. The jw-axis crossing is 
a point on the root locus that separates the stable operation of the system from the 
unstable operation. The value of œ at the axis crossing yields the frequency of 
oscillation, while the gain at the jw-axis crossing yields, for this example, the 
maximum positive gain for system stability. We should note here that other examples 
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TABLE 8.2 Data for breakaway and break-in points for the root locus of Figure 8.13 








Real-axis value Gain Comment 
—1.41 0.008557 
—1.42 0.008585 
—1.43 0.008605 
—1.44 0.008617 
—1.45 0.008623 — Max. gain: breakaway 
—1.46 0.008622 
3.3 44.686 
3.4 37.125 
3.5 33.000 
3.6 30.667 
3.7 29.440 
3.8 29.000 — Min. gain: break-in 
3.9 29.202 





illustrate instability at small values of gain and stability at large values of gain. These 
systems have a root locus starting in the right-half-plane (unstable at small values of 
gain) and ending in the left—half-plane (stable for high values of gain). 

To find the jw-axis crossing, we can use the Routh-Hurwitz criterion, covered in 
ChApag oloPDRnEnhancen: Routh table will yield the gain; 
going back one row to the even polynomial equation and solving for the roots yields 
the frequency at the imaginary-axis crossing. 


Example 8.5 





Frequency and Gain at Imaginary-Axis Crossing 


PROBLEM: For the system of Figure 8.11, find the frequency and gain, K, for which 
the root locus crosses the imaginary axis. For what range of K is the system stable? 


SOLUTION: The closed-loop transfer function for the system of Figure 8.11 is 
K(s +3) 


T(s) = 8.40 
(s) st +78 + 14s? + (84+ K)s+ 3K om 








Using the denominator and simplifying some of the entries by multiplying any row 
by a constant, we obtain the Routh array shown in Table 8.3. 

A complete row of zeros yields the possibility for imaginary axis roots. For 
positive values of gain, those for which the root locus is plotted, only the st row can 
yield a row of zeros. Thus, 





K? — 65K +720=0 (8.41) 
From this equation K is evaluated as 


K = 9.65 (8.42) 
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TABLE 8.3 Routh table for Eq. (8.40) 





s4 1 14 3K 
$ 7 8+K 
s 90- K 21K 
s! —K? — 65K + 720 
90— K 
5? 21K 





Forming the even polynomial by using the s* row with K = 9.65, we obtain 


(90 — K)s* + 21K = 80.35s* + 202.7 = 0 (8.43) 





and s is found to be equal to +j1.59. Thus the root locus crosses the jw-axis at 
+j1.59 at a gain of 9.65. We conclude that the system is stable for 0 < K < 9.65. 
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Another method for finding the jw-axis crossing (or any point on the root 
locus, for that matter) uses the fact that at the jw-axis crossing, the sum of angles 
from the finite open-loop poles and zeros must add to (2k + 1)180°. Thus, we can 
search jw-axis until we find the point that meets this angle condition. A computer 
program, such as the root locus program discussed in Appendix H.2 at www.wiley 
.com/college/nise or MATLAB, can be used for this purpose. Subsequent exam- 
ples in this chapter use this method to determine the jw-axis crossing. 


Angles of Departure an@ipagb PDF Enhancer 


In this subsection, we further refine our sketch of the root locus by finding angles 
of departure and arrival from complex poles and zeros. Consider Figure 8.15, 
which shows the open-loop poles and zeros, some of which are complex. The root 
locus starts at the open-loop poles and ends at the open-loop zeros. In order to 
sketch the root locus more accurately, we want to calculate the root locus 
departure angle from the complex poles and the arrival angle to the complex 
Zeros. 

If we assume a point on the root locus e close to a complex pole, the sum of 
angles drawn from all finite poles and zeros to this point is an odd multiple of 180°. 
Except for the pole that is € close to the point, we assume all angles drawn from all 
other poles and zeros are drawn directly to the pole that is near the point. Thus, the 
only unknown angle in the sum is the angle drawn from the pole that is € close. We 
can solve for this unknown angle, which is also the angle of departure from this 
complex pole. Hence, from Figure 8.15(a), 


—61 + 62 + 03 — 04 — O5 + 06 = (2k + 1)180° (8.44a) 


or 





61 = 02 + 03 — 04 — 05 + 06 — (2k + 1)180° (8.44b) 


If we assume a point on the root locus e close to a complex zero, the sum of 
angles drawn from all finite poles and zeros to this point is an odd multiple of 180°. 
Except for the zero that is € close to the point, we can assume all angles drawn from 
all other poles and zeros are drawn directly to the zero that is near the point. Thus, 
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s-plane 











6, +0 + 03 — 04- 05 + O6 = (2k + 1)180 





s-plane 














0 + 0) + 0; — 04- 05 + O = (2k + 1)180 





8; (b) 


FIGURE 8.15 Open-loop poles and zeros and calculation of a. angle of departure; b. angle of 
arrival 


the only unknown angle in the sum is the angle drawn from the zero that is € close. 
We can solve for this unknown angle, which is also the angle of arrival to this 
complex zero. Hence, from Figure 8.15(b), 


—0; + 02 + 03 — 04 — 05 + 06 = (2k + 1)180° (8.45a) 
or 
Oy = 01 — 03 + 04 + 05 — 06 + (2k + 1)180° (8.45b) 


Let us look at an example. 


8.5 Refining the Sketch 


Example 8.6 


Angle of Departure from a Complex Pole 
PROBLEM: Given the unity feedback system of Figure 8.16, find the angle of 


departure from the complex poles and sketch the root locus. 


Rs) + K(s + ETD C(s) 
"| (s+ ETD +25 +2) g 





FIGURE 8.16 Unity feedback 
system with complex poles 








SOLUTION: Using the poles and zeros of G(s) = (s + 2)/[(s + 3)(s* + 2s + 2)] as 
plotted in Figure 8.17, we calculate the sum of angles drawn to a point e close to the 
complex pole, —1 + j1, in the second quadrant. Thus, 








0, — 2 + 03 — 04 = —6, — 90° + tan“! (3) tan”! (5) = 180° (8.46) 


from which 6 = —251.6° = 108.4°. A sketch of the root locus is shown in Figure 8.17. 
Notice how the departure angle from the complex poles helps us to refine the 
shape. 


jo 
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FIGURE 8.17 Root locus for 
alt system of Figure 8.16 showing 
angle of departure 
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Plotting and Calibrating the Root Locus 

Once we sketch the root locus using the rules from Section 8.4, we may want to 
accurately locate points on the root locus as well as find their associated gain. For 
example, we might want to know the exact coordinates of the root locus as it crosses 
the radial line representing 20% overshoot. Further, we also may want the value of 
gain at that point. 

Consider the root locus shown in Figure 8.12. Let us assume we want to find the 
exact point at which the locus crosses the 0.45 damping ratio line and the gain at that 
point. Figure 8.18 shows the system’s open-loop poles and zeros along with the ¢ = 
0.45 line. If a few test points along the ¢ = 0.45 line are selected, we can evaluate 
their angular sum and locate that point where the angles add up to an odd multiple of 
180°. It is at this point that the root locus exists. Equation (8.20) can then be used to 
evaluate the gain, K, at that point. 

Selecting the point at radius 2 (r = 2) on the ¢ = 0.45 line, we add the angles of 
the zeros and subtract the angles of the poles, obtaining 





@2 — 01 — 0; — 04 — 05 = —251.5° (8.47) 


Since the sum is not equal to an odd multiple of 180°, the point at radius = 2 is not on 
the root locus. Proceeding similarly for the points at radius = 1.5, 1, 0.747, and 0.5, 
we obtain the table shown in Figure 8.18. This table lists the points, giving their 
radius, r, and the sum of angles indicated by the symbol Z. From the table we see that 
the point at radius 0.747 is on the root locus, since the angles add up to —180°. Using 
Eq. (8.21), the gain, K, at this point is 


Apago PDF Enhancer 1.71 (8.48) 


In summary, we search a given line for the point yielding a summation of angles 
(zero angles-pole angles) equal to an odd multiple of 180°. We conclude that the point 
is on the root locus. The gain at that point is then found by multiplying the pole 
lengths drawn to that point and dividing by the product of the zero lengths drawn to 
that point. A computer program, such as that discussed in Appendix H.2 at www. 
wiley.com/college/nise or MATLAB, can be used. 












n Angle 
Radius Z 
r (degrees) 
0.5 -158.4 s-plane 
0.747 —180.0 
1.0 -199.9 
1.5 -230.4 
2.0 -251.5 











g 


FIGURE 8.18 Finding and calibrating exact points on the root locus of Figure 8.12 


8.6 An Example 


Skill-Assessment Exercise 8.4 


PROBLEM: Given a unity feedback system that has the forward transfer function 


K(s +2) 
(s2 — 4s + 13) 


G(s) = 


do the following: 
a. Sketch the root locus. 
b. Find the imaginary-axis crossing. 
c. Find the gain, K, at the jw-axis crossing. 
d. Find the break-in point. 


e. Find the angle of departure from the complex poles. 


ANSWERS: 
a. See solution at www.wiley.com/college/nise. 
b. s = +jv21 
e K=4 
d. Break-in point = —7 





e. Angle of departure = —233.1° 


The complete solution is at www.wiley.com/college/nise. 
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We now review the rules for sketching and finding points on the root locus, as well as 
present an example. The root locus is the path of the closed-loop poles of a system as 
a parameter of the system is varied. Each point on the root locus satisfies the angle 
condition, 7G(s)H(s) = (2k + 1)180°. Using this relationship, rules for sketching 
and finding points on the root locus were developed and are now summarized: 


Basic Rules for Sketching the Root Locus 

Number of branches The number of branches of the root locus equals the number of 
closed-loop poles. 

Symmetry The root locus is symmetrical about the real axis. 

Real-axis segments On the real axis, for K > 0 the root locus exists to the left of an 
odd number of real-axis, finite open-loop poles and/or finite open-loop zeros. 
Starting and ending points The root locus begins at the finite and infinite poles of 

G(s)H(s) and ends at the finite and infinite zeros of G(s)H(s). 
Behavior at infinity The root locus approaches straight lines as asymptotes as the 
locus approaches infinity. Further, the equations of the asymptotes are given by 
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the real-axis intercept and angle in radians as follows: 





> finite poles — $7 finite zeros 














= 8.4 
#finite poles — #finite zeros eee) 
E a a (8.50) 
#finite poles — #finite zeros 











where k = 0,+1 








, £2, +3,.. 
Additional Rules for kefinin the Sketch 


Real-axis breakaway and break-in points The root locus breaks away from the real 
axis at a point where the gain is maximum and breaks into the real axis at a point 
where the gain is minimum. 











Calculation of jw-axis crossings The root locus crosses the jw-axis at the point 
where 7 G(s)H(s) = (2k + 1)180°. Routh-Hurwitz or a search of the jw-axis for 
(2k + 1)180° can be used to find the jw-axis crossing. 


Angles of departure and arrival The root locus departs from complex, open-loop 
poles and arrives at complex, open-loop zeros at angles that can be calculated as 
follows. Assume a point e close to the complex pole or zero. Add all angles drawn 
from all open-loop poles and zeros to this point. The sum equals (2k + 1)180°. The 
Ap unknown angle is that drawn from the e close pole or zero, since the vectors 

Apaga PDE Enh ENHAAGERsidered drawn to the complex pole 
or zero that is € close to the point. Solving for the unknown angle yields the angle 
of departure or arrival. 


Plotting and calibrating the root locus All points on the root locus satisfy the 
relationship 7G(s)H(s) = (2k + 1)180°. The gain, K, at any point on the root 
locus is given by 





1 1 [| finite pole lengths 
- |G(s)H(s)| M J[finite zero lengths 





(8.51) 











Let us now look at a summary example. 


Example 8.7 





Sketching a Root Locus and Finding Critical Points 


PROBLEM: Sketch the root locus for the system shown in Figure 8.19(a) and find 
the following: 


. The exact point and gain where the locus crosses the 0.45 damping ratio line 


a 
b. The exact point and gain where the locus crosses the jw-axis 
c. The breakaway point on the real axis 

d 


. The range of K within which the system is stable 


8.6 An Example 





R(s) + K(s2 — 4s + 20) COs) 
= (s + 2)(s + 4) 








C =0.45 


2+ 74 


s-plane 
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-j4 








(b) 
FIGURE 8.19 a. System for Example 8.7; b. root locus sketch. 


SOLUTION: The problem solution is shown, in part, in Figure 8.19(b). First sketch 
the root locus. Using Rule 3, the real-axis segment is found to be between —2 and 
—4. Rule 4 tells us that the root locus starts at the open-loop poles and ends at the 
open-loop zeros. These two rules alone give us the general shape of the root locus. 


a. To find the exact point where the locus crosses the ¢ = 0.45 line, we can use 
the root locus program discussed in Appendix H.2 at www.wiley.com/college/ 
nise to search along the line 


@ = 180° — cos“! 0.45 = 116.7° (8.52) 
for the point where the angles add up to an odd multiple of 180°. Searching in 


polar coordinates, we find that the root locus crosses the ¢ = 0.45 line at 
3.4 Z 116.7° with a gain, K, of 0.417. 


b. To find the exact point where the locus crosses the jw-axis, use the root locus 
program to search along the line 


6 = 90° (8.53) 
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MATLAB 





WileyPLUS 


Control Solutions 


Trylt 8.3 


Use MATLAB, the Control 
System Toolbox, and the fol- 
lowing statements to plot the 
root locus for Skill- 
Assessment Exercise 8.5. 
Solve the remaining parts of 
the problem by clicking on 
the appropriate points on the 
plotted root locus. 


numg=poly([2 4]); 
deng=[1 6 25]; 

G=tf(numg, deng) 
rlocus(G) 

z=0.5 

Sepe ielan 0) 
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for the point where the angles add up to an odd multiple of 180°. Searching in 
polar coordinates, we find that the root locus crosses the jw-axis at +j3.9 with 
a gain of K = 1.5. 





c. To find the breakaway point, use the root locus program to search the real 
axis between —2 and —4 for the point that yields maximum gain. Naturally, all 
points will have the sum of their angles equal to an odd multiple of 180°. A 
maximum gain of 0.0248 is found at the point —2.88. Therefore, the break- 
away point is between the open-loop poles on the real axis at —2.88. 


d. From the answer to b, the system is stable for K between 0 and 1.5. 


Students who are using MATLAB should now run ch8pl in Appendix B. 
You will learn how to use MATLAB to plot and title a root locus, 
overlay constant ¢ and @ curves, zoom into and zoom out froma 
root locus, and interact with the root locus to find critical 
points as well as gains at those points. This exercise solves 
Example 8.7 using MATLAB. 





Skill-Assessment Exercise 8.5 


PROBLEM: Given a unity feedback system that has the forward transfer function 
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do the following: 


a. Sketch the root locus. 

b. Find the imaginary-axis crossing. 

c. Find the gain, K, at the jw-axis crossing. 

d. Find the break-in point. 

e. Find the point where the locus crosses the 0.5 damping ratio line. 

f. Find the gain at the point where the locus crosses the 0.5 damping ratio line. 


g. Find the range of gain, K, for which the system is stable. 


ANSWERS: 


a. See solution at www.wiley.com/college/nise. 
b. s= +j4.06 

ec K=1 

d. Break-in point = +2.89 

e. s = —2.42 + j4.18 

f. K = 0.108 

g K<1 





The complete solution is at www.wiley.com/college/nise. 





8.7 Transient Response Design via Gain Adjustment 


8.7 Transient Response Design via Gain 
Adjustment 


Now that we know how to sketch a root locus, we show how to use it for the design of 
transient response. In the last section we found that the root locus crossed the 0.45 
damping ratio line with a gain of 0.417. Does this mean that the system will respond 
with 20.5% overshoot, the equivalent to a damping ratio of 0.45? It must be 
emphasized that the formulas describing percent overshoot, settling time, and 
peak time were derived only for a system with two closed-loop complex poles 
and no closed-loop zeros. The effect of additional poles and zeros and the conditions 
for justifying an approximation of a two-pole system were discussed in Sections 4.7 
and 4.8 and apply here to closed-loop systems and their root loci. The conditions 
justifying a second-order approximation are restated here: 


1. Higher-order poles are much farther into the left half of the s-plane than the 
dominant second-order pair of poles. The response that results from a higher- 
order pole does not appreciably change the transient response expected from the 
dominant second-order poles. 


2. Closed-loop zeros near the closed-loop second-order pole pair are nearly can- 
celed by the close proximity of higher-order closed-loop poles. 


3. Closed-loop zeros not canceled by the close proximity of higher-order closed-loop 
poles are far removed from the closed-loop second-order pole pair. 


The first condition as it applies to the root locus is shown graphically in Figure 


8.20(a) and (b). Figure 8.20(b) vapa upy Hate’ jma- 
tion than Figure 8.20(a), since closed-l60 Bie P3 aR er Ha De ont 
closed-loop second-order pair, p, and pp. 

The second condition is shown graphically in Figure 8.20(c) and (d). 


Figure 8.20(d) would yield a much better second-order approximation than 
Figure 8.20(c), since closed-loop pole p; is closer to canceling the closed-loop zero. 








jo 
s-plane 
P1 
oO 
P3 
P2 
Xx Open-loop pole 
(a) 
, Xx Closed-loop pole 
jo jo 
s-plane F s-plane ”! O Closed-loop zero 
x > Oo o 
P3 P3 
p2 
P2 
(o) d) 


FIGURE 8.20 Making second-order approximations 
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Summarizing the design procedure for higher-order systems, we arrive at the 
following: 


1. Sketch the root locus for the given system. 


2. Assume the system is a second-order system without any zeros and then find the 
gain to meet the transient response specification. 


3. Justify your second-order assumption by finding the location of all higher-order 
poles and evaluating the fact that they are much farther from the jw-axis than the 
dominant second-order pair. As a rule of thumb, this textbook assumes a factor of 
five times farther. Also, verify that closed-loop zeros are approximately canceled 
by higher-order poles. If closed-loop zeros are not canceled by higher-order 
closed-loop poles, be sure that the zero is far removed from the dominant second- 
order pole pair to yield approximately the same response obtained without the 
finite zero. 


4. If the assumptions cannot be justified, your solution will have to be simulated in 
order to be sure it meets the transient response specification. It is a good idea to 
simulate all solutions, anyway. 


We now look at a design example to show how to make a second-order 
approximation and then verify whether or not the approximation is valid. 


Example 8.8 





Third-Order System Gain Design 
oe a a EAA Apag Opr@Dh: Enhancer shown in Figure 8.21. Design the 
s(s + 1)(s + 10) 


| GA value of gain, K, to yield 1.52% overshoot. Also estimate the 





settling time, peak time, and steady-state error. 





SOLUTION: The root locus is shown in Figure 8.22. Notice that this 







FIGURE 8.21 System for Example 8.8 is a third-order system with one zero. Breakaway points on the real 
jo 
fons 4 
J j4 
-4.6 + j3.45, K = 39.64 Jj 
s-plane 
4 j2 


-1.19 + j0.90, K = 12.79 
-0.87 + j0.66, K = 7.36 








X = Closed-loop pole 
X = Open-loop pole 





FIGURE 8.22 Root locus for Example 8.8 
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axis can occur between 0 and —1 and between —1.5 and —10, where the gain 
reaches a peak. Using the root locus program and searching in these regions for 
the peaks in gain, breakaway points are found at —0.62 with a gain of 2.511 and at 
—4.4 with a gain of 28.89. A break-in point on the real axis can occur between 
—1.5 and —10, where the gain reaches a local minimum. Using the root locus 
program and searching in these regions for the local minimum gain, a break-in 
point is found at —2.8 with a gain of 27.91. 

Next assume that the system can be approximated by a second-order, under- 
damped system without any zeros. A 1.52% overshoot corresponds to a damping 
ratio of 0.8. Sketch this damping ratio line on the root locus, as shown in Figure 8.22. 

Use the root locus program to search along the 0.8 damping ratio line for the 
point where the angles from the open-loop poles and zeros add up to an odd multiple of 
180°. This is the point where the root locus crosses the 0.8 damping ratio or 1.52 percent 
overshoot line. Three points satisfy this criterion: —0.87 + j0.66, — 1.19 + j0.90, and 
—4.6 + j 3.45 with respective gains of 7.36, 12.79, and 39.64. For each point the settling 
time and peak time are evaluated using 














Ts = i (8.54) 
fn 
where fw, is the real part of the closed-loop pole, and also using 
7 (8.55) 


fp Wn V l= p? 

where wy 1 — ¢ is the imaginary part of the closed-loop pole. 

To test our assumption of a second-order system, we must calculate the 
location of the third pole. Using the root locus , Seaychplong the negative 
extension of the real axis bene ARS, PHR RUS het beter) ints 
that match the value of gain found at the second-order dominant poles. For each of 
the three crossings of the 0.8 damping ratio line, the third closed-loop pole is at 
—9.25, —8.6, and —1.8, respectively. The results are summarized in Table 8.4. 

Finally, let us examine the steady-state error produced in each case. Note that 
we have little control over the steady-state error at this point. When the gain is set 
to meet the transient response, we have also designed the steady-state error. For 
the example, the steady-state error specification is given by K, and is calculated as 


K(1.5) 
By OS) ia) 





(8.56) 


The results for each case are shown in Table 8.4. 

How valid are the second-order assumptions? From Table 8.4, Cases 1 and 2 
yield third closed-loop poles that are relatively far from the closed-loop zero. For 
these two cases there is no pole-zero cancellation, and a second-order system 


TABLE 8.4 Characteristics of the system of Example 8.8 








Closed-loop Closed-loop Third Settling Peak 
Case poles zero Gain closed-loop pole time time K, 
1 —0.87 + j0.66 —1.5 + j0 7.36 —9.25 4.60 4.76 11 
2 —1.19 + j0.90 —1.5 + j0 12.79 —8.61 3.36 3.49 1.9 
3 —4.60 + j3.45 —1.5 + j0 39.64 —1.80 0.87 0.91 59 
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Case 2 response Case 3 response 
A 
1.2 
1.0 F 
0.8 L — Third-order, K = 39.64 





— Second-order, K = 39.64 


Response 
[= 
a 








— Second-order, K = 12.79 OF 
0.2 
L i i i J | —s 0.0 
0.5 15 2 25 3 35 4 45 5 005 1 15 2 25 3 35 4 45 5 


Time (seconds) Time (seconds) 


(a) (b) 


FIGURE 8.23 Second- and third-order responses for Example 8.8: a. Case 2; b. Case 3 


MATLAB 


approximation is not valid. In Case 3, the third closed-loop pole and the closed-loop 
zero are relatively close to each other, and a second-order system approximation 
can be considered valid. In order to show this, let us make a partial-fraction 
expansion of the closed-loop step response of Case 3 and see that the amplitude of 
the exponential decay is much less than the amplitude of the underdamped 
sinusoid. The closed-loop step response, C3(s), formed from the closed-loop poles 
and zeros of Case 3 is 


39.64(s + 1.5) 
Apago:\PDF  ERRANGer ys) 44 6 — j3.45) 


7 39.64(s + 1.5) 
= AFLEI + 9.25 + 33.06) oy) 
i 0s -1.3(s-+4.6) + 1.6(3.45) 


+ 
s s(s +18) (s + 4.6) +3.45” 














Thus, the amplitude of the exponential decay from the third pole is 0.3, and the 
amplitude of the underdamped response from the dominant poles is 


V1.3? + 1.6” = 2.06. Hence, the dominant pole response is 6.9 times as large as 
the nondominant exponential response, and we assume that a second-order 
approximation is valid. 

Using a simulation program, we obtain Figure 8.23, which shows comparisons 
of step responses for the problem we have just solved. Cases 2 and 3 are plotted for 
both the third-order response and a second-order response, assuming just the 
dominant pair of poles calculated in the design problem. Again, the second-order 
approximation was justified for Case 3, where there is a small difference in percent 
overshoot. The second-order approximation is not valid for Case 2. Other than the 
excess overshoot, Case 3 responses are similar. 


Students who are using MATLAB should now run ch8p2 in Appendix B. 
You will learn how to use MATLAB to enter a value of percent 
overshoot fromthe keyboard. MATLAB will then draw the root locus 
and overlay the percent overshoot line requested. You will then 
interact with MATLAB and select the point of intersection of the 
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root locus with the requested percent overshoot line. MATLAB 
will respondwiththevalueof gain, allclosed-looppolesatthat 
gain, anda closed-loop step response plot corresponding to the 
selected point. This exercise solves Example 8.8 using MATLAB. 
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Students who are using MATLAB may want to explore the SISO Design 
Tool described in Appendix E at www.wiley.com/college/nise. The 
SISO Design Toolis aconvenient andintuitive way to obtain, view, 
and interact with a systems root locus. Section D.7 describes the 
advantages of using the tool, while Section D.8 describes how to 
use it. For practice, you may want to apply the SISO Design Tool to 
some of the problems at the end of this chapter. 








Skill-Assessment Exercise 8.6 
PROBLEM: Given a unity feedback system that has the forward-path transfer 
function 


K 
oS (s + 2)(s + 4)(s + 6) 





do the following: 


a. Sketch the root locus. 


b. Using a second-order appApagoleRDE vEnhancew0% 


overshoot for a unit-step input. 


c. Estimate the settling time, peak time, rise time, and steady-state error for the 
value of K designed in (b). 


d. Determine the validity of your second-order approximation. 


ANSWERS: 


a. See solution located at www.wiley.com/college/nise. 

b. K = 45.55 

c€ T, =1.97s, T, = 1.13s, T, = 0.53s, and égep(0o) = 0.51 
d. Second-order approximation is not valid. 


The complete solution is located at www.wiley.com/college/nise. 


@ 8.8 Generalized Root Locus 


Up to this point we have always drawn the root locus as a function of the forward- 
path gain, K. The control system designer must often know how the closed-loop 
poles change as a function of another parameter. For example, in Figure 8.24, the 
parameter of interest is the open-loop pole at —p,;. How can we obtain a root locus 
for variations of the value of p,? 





Gui Tool 
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If the function KG(s)H(s) is formed as 
10 


KG(s)H(s) = (s+2)(s +p) 


(8.58) 


the problem is that p, is not a multiplying factor of the function, as the 
cs) gain, K, was in all of the previous problems. The solution to this 
> 





(s + 2)(s +p) 


dilemma is to create an equivalent system where p, appears as the 
forward-path gain. Since the closed-loop transfer function’s denomi- 
nator is 1+ KG(s)H(s), we effectively want to create an equivalent 








FIGURE 8.24 System requiring a 
calibrated with p, as a parameter 


root locus system whose denominator is 1 + p,G(s)H(s). 
For the system of Figure 8.24, the closed-loop transfer function is 


T(s) = KG(s) | 10 
haa ee KG(s)H(s) s2 + (pı +2)s + 2p, +10 





(8.59) 


Isolating p4, we have 
10 
s? + 25+ 10+ p(s +2) 





T(s) = (8.60) 


Converting the denominator to the form [1 + p,G(s)H(s)] by dividing numerator 
and denominator by the term not included with p,, s* + 2s + 10, we obtain 





10 
2+2s+ 10 

T(s) = tat 8.61 
@ = GTZ (8.61) 

s? + 25+ 10 

Co tually, Eq. at i bees a system for which 

pago’ BDF" Enka ncer”, 

Kat = 2425+ 10 eee 


The root locus can now be sketched as a function of p,, assuming the open-loop 
system of Eq. (8.62). The final result is shown in Figure 8.25. 


s-plane j4 


FIGURE 8.25 Root locus for 
the system of Figure 8.24, with 
pı as a parameter 
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Skill-Assessment Exercise 8.7 


PROBLEM: Sketch the root locus for variations in the value of p,, for a unity 
feedback system that has the following forward transfer function: 


100 


O19) = tp) 


ANSWER: The complete solution is at www.wiley.com/college/nise. 





In this section, we learned to plot the root locus as a function of any system 
parameter. In the next section we will learn how to plot root loci for positive- 
feedback systems. 


8.9 Root Locus for Positive-Feedback 
Systems 


The properties of the root locus were derived from the system of Figure 
8.1. This is a negative-feedback system because of the negative summing 
of the feedback signal to the input signal. The properties of the root locus 
change dramatically if the feedback signal is added to the input rather 
than subtracted. A positive-feed AD AERO cPDEFhknhancer 
negative-feedback system with a negative value of H(s). Using this 
concept, we find that the transfer function for the positive-feedback 
system shown in Figure 8.26 is 


KG(s) 


1) = T—XG() Ho) 


(8.63) 





We now retrace the development of the root locus for the denominator of 
Eq. (8.63). Obviously, a pole, s, exists when 








KG(s)H(s) = 1 = 14k360° k=0,+1,42 








,+3,... (8.64) 

















Therefore, the root locus for positive-feedback systems consists of all points on the 
s-plane where the angle of KG(s)H(s) = k360°. How does this relationship change 
the rules for sketching the root locus presented in Section 8.4? 


1. Number of branches. The same arguments as for negative feedback apply to this 
rule. There is no change. 


2. Symmetry. The same arguments as for negative feedback apply to this rule. There 
is no change. 


3. Real-axis segments. The development in Section 8.4 for the real-axis segments 
led to the fact that the angles of G(s)H(s) along the real axis added up to either an 
odd multiple of 180° or a multiple of 360°. Thus, for positive-feedback systems the 
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C(s) 





FIGURE 8.26 Positive-feedback system 
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root locus exists on the real axis along sections where the locus for negative- 
feedback systems does not exist. The rule follows: 


Real-axis segments: On the real axis, the root locus for positive-feedback systems 
exists to the left of an even number of real-axis, finite open-loop poles and/or finite 
open-loop zeros. 


The change in the rule is the word even; for negative-feedback systems the locus 
existed to the left of an odd number of real-axis, finite open-loop poles and/or 
Zeros. 


4. Starting and ending points. You will find no change in the development in Section 
8.4 if Eq. (8.63) is used instead of Eq. (8.12). Therefore, we have the following 
rule. 


Starting and ending points: The root locus for positive-feedback systems begins at 
the finite and infinite poles of G(s)H(s) and ends at the finite and infinite zeros of 
G(s) H(s). 


5. Behavior at infinity. The changes in the development of the asymptotes begin at 
Eq. (M.4) in Appendix M at www.wiley.com/college/nise since positive-feedback 
systems follow the relationship in Eq. (8.64). That change yields a different slope 
for the asymptotes. The value of the real-axis intercept for the asymptotes 
remains unchanged. The student is encouraged to go through the development 
in detail and show that the behavior at infinity for positive-feedback systems is 
given by the following rule: 


The root locus approaches straight lines as aoo as the locus approaches 


Apay er, ‘PD DE RHHa ne S for positive-feedback systems are 
giv e 


real-axis intercept, Oa, fE e, Qa, as follows: 





_ > finite poles — J- finite zeros 




















a= = = 8.65 
Z # finite poles — # finite zeros ( ) 
k2n 
a 8.66 
“~~ # finite poles — # finite zeros ( ) 
where k=0, +1, +2, +3,..., and the angle is given in radians with respect to 

















the positive extension of the real axis. 


The change we see is that the numerator of Eq. (8.66) is k2z instead of 
(2k + 1)z. 

What about other calculations? The imaginary-axis crossing can be found using 
the root locus program. In a search of the jw-axis, you are looking for the point where 
the angles add up to a multiple of 360° instead of an odd multiple of 180°. The 
breakaway points are found by looking for the maximum value of K. The break-in 
points are found by looking for the minimum value of K. 

When we were discussing negative-feedback systems, we always made the root 
locus plot for positive values of gain. Since positive-feedback systems can also be 
thought of as negative-feedback systems with negative gain, the rules developed in 
this section apply equally to negative-feedback systems with negative gain. Let us 
look at an example. 


8.9 Root Locus for Positive-Feedback Systems 


Example 8.9 


Root Locus for a Positive-Feedback System 


PROBLEM: Sketch the root locus as a function of negative gain, K, for the system 
shown in Figure 8.11. 


SOLUTION: The equivalent positive-feedback system found by pushing —1, asso- 
ciated with K, to the right past the pickoff point is shown in Figure 8.27(a). 


R(s) + K(s +3) i C(s) 
T s(s + 1)(s + 2)(s + 4) ~ 


(a) 
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(b) 


Therefore, as the gain of the equivalent system goes through positive values of K, 
the root locus will be equivalent to that generated by the gain, K, of the original 
system in Figure 8.11 as it goes through negative values. 

The root locus exists on the real axis to the left of an even number of real, 
finite open-loop poles and/or zeros. Therefore, the locus exists on the entire 
positive extension of the real axis, between —1 and —2 and between —3 and 
—4. Using Eq. (8.27), the o, intercept is found to be 


_(=1-2-4)-(-3) 4 











Oa = 71 =-3 (8.67) 
The angles of the lines that intersect at —4/3 are given by 
k27 
tes # finite poles — # finite zeros [Pona] 
=0 fork =0 (8.68b) 
= 2n/3 fork =1 (8.68c) 
= 4n/3 fork =2 (8.68d) 


The final root locus sketch is shown in Figure 8.27(b) 
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FIGURE 8.27 a. Equivalent 
positive-feedback system for 
Example 8.9; b. root locus 


424 Chapter 8 Root Locus Techniques 


Skill-Assessment Exercise 8.8 


PROBLEM: Sketch the root locus for the positive-feedback system whose forward 
transfer function is 
K(s +4) 


G= (s+ 1)(s + 2)(s + 3) 





The system has unity feedback. 


ANSWER: The complete solution is at www.wiley.com/college/nise. 





@ 8.10 Pole Sensitivity 


The root locus is a plot of the closed-loop poles as a system parameter is varied. 
Typically, that system parameter is gain. Any change in the parameter changes the 
closed-loop poles and, subsequently, the performance of the system. Many times the 
parameter changes against our wishes, due to heat or other environmental condi- 
tions. We would like to find out the extent to which changes in parameter values 
affect the performance of our system. 

The root locus exhibits a nonlinear relationship between gain and pole 
location. Along some sections of the root locus, (1) very small changes in gain 
victapa © (BDF 0 hetheetie em hence performance; along other 
sections of fhe root locus, (2) very large changes in gain yield very small changes 
in pole location. In the first case we say that the system has a high sensitivity to 
changes in gain. In the second case, the system has a low sensitivity to changes in 
gain. We prefer systems with low sensitivity to changes in gain. 

In Section 7.7, we defined sensitivity as the ratio of the fractional change in a 
function to the fractional change in a parameter as the change in the parameter 
approaches zero. Applying the same definition to the closed-loop poles of a system 
that vary with a parameter, we define root sensitivity as the ratio of the fractional 
change in a closed-loop pole to the fractional change in a system parameter, such as 
gain. Using Eq. (7.75), we calculate the sensitivity of a closed-loop pole, s, to gain, K: 





Ss:K Sea (8.69) 











where s is the current pole location, and K is the current gain. Using Eq. (8.69) and 
converting the partials to finite increments, the actual change in the closed-loop 
poles can be approximated as 





As = (Sex) = (8.70) 











where As is the change in pole location, and AK/K is the fractional change in the 
gain, K. Let us demonstrate with an example. We begin with the characteristic 
equation from which és/5K can be found. Then, using Eq. (8.69) with the current 
closed-loop pole, s, and its associated gain, K, we can find the sensitivity. 
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Example 8.10 


Root Sensitivity of a Closed-Loop System to Gain Variations 


PROBLEM: Find the root sensitivity of the system in Figure 8.4 at s = —9.47 and 
—5 + j5. Also calculate the change in the pole location for a 10% change in K. 


SOLUTION: The system’s characteristic equation, found from the closed-loop 
transfer function denominator, is s? + 10s + K = 0. Differentiating with respect 


to K, we have 


os 
2s — 1025 1=0 8.71 
Sat aK (8.71) 
from which 
os —1 
ôK 2s+10 (82) 


Substituting Eq. (8.72) into Eq. (8.69), the sensitivity is found to be 


K -1 
Ssk = s 2s +10 (Pa 

For s = —9.47, Table 8.1 shows K = 5. Substituting these values into Eq. (8.73) 
yields S;.x = —0.059. The change in the pole location for a 10% change in K can be 
found using Eq. (8.70), with s = —9.47, AK/K = 0.1, and S;.x = —0.059. Hence, 
As = 0.056, or the pole will move to the right by 0.056 units for a 10% change in K. 

For s = —5 + j5, Table 8.1 shows K = 50. Substituting these values into Eq. 
(8.73) yields S,.x = 1/(1 + j1) = Anaga 45°. POR Enh Hon ole GRE for 
a 10% change in K can be found = © 01, 
and S;.x = (1//2)Z — 45°. Hence, As = —/5, or the pole will move Ange by 0.5 
unit for a 10% change in K. 

Insummary, then, at K = 5, Sx = —0.059. At K = 50, Ss:x = (1/V2)Z — 45°. 
Comparing magnitudes, we conclude that the root locus is less sensitive to changes in 
gain at the lower value of K. Notice that root sensitivity is a complex quantity 
possessing both the magnitude and direction information from which the change in 
poles can be calculated. 


Skill-Assessment Exercise 8.9 


PROBLEM: A negative unity feedback system has the forward transfer function lla 


K(s + 1) Control Solutions 
(s) = s(s +2) 


If K is set to 20, find the changes in closed-loop pole location for a 5% change in K. 


ANSWER: For the closed-loop pole at —21.05, As = —0.9975; for the closed-loop 
pole at —0.95, As = —0.0025. 


The complete solution is at www.wiley.com/college/nise. 
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Case Studies 





Antenna Control: Transient Design via Gain 


Design 


The main thrust of this chapter is to demonstrate design of higher-order systems 
(higher than two) through gain adjustment. Specifically, we are interested in 
determining the value of gain required to meet transient response requirements, 
such as percent overshoot, settling time, and peak time. The following case study 
emphasizes this design procedure, using the root locus. 


PROBLEM: Given the antenna azimuth position control system shown on the front 
endpapers, Configuration 1, find the preamplifier gain required for 25% overshoot. 


SOLUTION: The block diagram for the system was derived in the Case Studies section in 
Chapter 5 and is shown in Figure 5.34(c), where G(s) = 6.63K /[s(s + 1.71)(s + 100). 

First a sketch of the root locus is made to orient the designer. The real-axis 
segments are between the origin and —1.71 and from —100 to infinity. The locus 
begins at the open-loop poles, which are all on the real axis at the origin, —1.71, and 
—100. The locus then moves toward the zeros at infinity by following asymptotes 
that, from Eqs. (8.27) and (8.28), intersect the real axis at —33.9 at angles of 60°, 
180°, and —60°. A portion of the root locus is shown in Figure 8.28. 


€=0.404 < j10 


s-plane 





Additional 
open-loop pole 
at —100 


l l = o 





FIGURE 8.28 Portion of the 
root locus for the antenna 
control system 





From Eq. (4.39), 25% overshoot corresponds to a damping ratio of 0.404. Now 
draw a radial line from the origin at an angle of cos™t ¢ = 113.8. The intersection of 
this line with the root locus locates the system’s dominant, second-order closed- 
loop poles. Using the root locus program discussed in Appendix H.2 at www.wiley 
.com/college/nise to search the radial line for 180° yields the closed-loop dominant 
poles as 2.063 2113.8° = —0.833 + j1.888. The gain value yields 6.63K = 425.7, 
from which K = 64.21. 





Case Studies 


Checking our second-order assumption, the third pole must be to the left of 
the open-loop pole at —100 and is thus greater than five times the real part of 
the dominant pole pair, which is —0.833. The second-order approximation is 
thus valid. 

The computer simulation of the closed-loop system’s step response in 
Figure 8.29 shows that the design requirement of 25% overshoot is met. 


c(t) 











Time (seconds) 


FIGURE 8.29 Step response of the gain-adjusted antenna control system 


CHALLENGE: You are now given a problem to test your knowledge of this chapter’s 
objectives. Referring to the antenna azimuth position control system shown on the 
front endpapers, Configuration 2, do the following: 


a. Find the preamplifier gain, K, required for an 8-second settling time. 
b. Repeat, using MATLAB. 


UFSS Vehicle: Transient Design via Gain 


In this case study, we apply the root locus to the UFSS vehicle pitch control loop. 
The pitch control loop is shown with both rate and position feedback on the back 
endpapers. In the example that follows, we plot the root locus without the rate 
feedback and then with the rate feedback. We will see the stabilizing effect that rate 
feedback has upon the system. 


PROBLEM: Consider the block diagram of the pitch control loop for the UFSS 
vehicle shown on the back endpapers (Johnson, 1980). 


a. If Ky = 0 (no rate feedback), plot the root locus for the system as a function of 
pitch gain, K4, and estimate the settling time and peak time of the closed-loop 
response with 20% overshoot. 


b. Let K2 = Kı (add rate feedback) and repeat a. 
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MATLAB 
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SOLUTION: 
a. Letting K2 = 0, the open-loop transfer function is 


0.25K1(s + 0.435) 


COA (s + 1.23) (s + 2)(s? + 0.226s + 0.0169) 





(8.74) 








from which the root locus is plotted in Figure 8.30. Searching along the 20% 
overshoot line evaluated from Eq. (4.39), we find the dominant second-order 
poles to be —0.202 + j0.394 with a gain of K = 0.25K, = 0.706, or Kı = 2.824. 





jo 
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20% 
s-plane 


jl 


—0.202 + j0.394 K=0.706; Kj = 2.824 





X =Closed-loop pole 
X = Open-loop pole 


FIGURE 8.30 Root locus of pitch control loop without rate feedback, UFSS vehicle 


From the real part of the dominant pole, the settling time is estimated to be 
T, = 4/0.202 = 19.8 seconds. From the imaginary part of the dominant pole, the 
peak time is estimated to be T, = 2/0.394 = 7.97 seconds. Since our estimates 
are based upon a second-order assumption, we now test our assumption by 
finding the third closed-loop pole location between —0.435 and —1.23 and the 
fourth closed-loop pole location between —2 and infinity. Searching each of 
these regions for a gain of K = 0.706, we find the third and fourth poles at 
—0.784 and —2.27, respectively. The third pole, at —0.784, may not be close 
enough to the zero at —0.435, and thus the system should be simulated. The 
fourth pole, at —2.27, is 11 times as far from the imaginary axis as the dominant 
poles and thus meets the requirement of at least five times the real part of the 
dominant poles. 

A computer simulation of the step response for the system, which is shown 
in Figure 8.31, shows a 29% overshoot above a final value of 0.88, approximately 
20-second settling time, and a peak time of approximately 7.5 seconds. 
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| Final value 


c(t) 





FIGURE 8.31 Computer 








0 i f ' f i i | » simulation of step response of 
0 3 6 9 12 15 18 21 24 pitch control loop without rate 
Time (seconds) feedback, UFSS vehicle 


b. Adding rate feedback by letting K2 = Kj in the pitch control system shown on 
the back endpapers, we proceed to find the new open-loop transfer function. 
Pushing —K, to the right past the summing junction, dividing the pitch rate 
sensor by —K,, and combining the two resulting feedback paths obtaining 
(s+ 1) give us the following open-loop transfer function: 


0.25K1 (s + 0.435)(s + 1) 


G(s)H(s) = (s + 1.23)(s + 2)(s? + 0.226s + 0.0169) 





(8.75) 





Notice that the addition of rate feedback adds a zero to the open-loop transfer 
function. The resulting root locus is shown in Figure 8.32. Notice that this root 
locus, unlike the root locus in a, is stable for all values of gain, since the locus 
does not enter the right half of the s-plane for any value of positive gain, 


20% jo 
i 4 
-1.024 + 1.998 J2 
K = 5.17; Kj = 20.68 
s-plane 
= ji 





X = Closed-loop pole 
= Open-loop pole 
say a FIGURE 8.32 Root locus of 
pitch control loop with rate 


feedback, UFSS vehicle 
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FIGURE 8.33 Computer 
simulation of step response 
of pitch control loop with rate 
feedback, UFSS vehicle 
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Final value 


c(t) 











Time (seconds) 


K =0.25K,. Also notice that the intersection with the 20% overshoot line is 
much farther from the imaginary axis than is the case without rate feedback, 
resulting in a faster response time for the system. 

The root locus intersects the 20% overshoot line at —1.024 + j1.998 with a 
gain of K = 0.25K; = 5.17, or Kı = 20.68. Using the real and imaginary parts of 
the dominant pole location, the settling time is predicted to be T, = 4/1.024 = 
3.9 seconds, and the peak time is estimated to be T, = 2/1.998 = 1.57 seconds. 
The new estimates show considerable improvement in the transient response as 
compared to the system without the rate feedback. 

Now we test our second-order approximation by finding the location of the 
third and fourth poles between —0.435 and —1. Searching this region for a gain 
of K = 5.17, we locate the third and fourth poles at approximately —0.5 and 
—0.91. Since the zero at —1 is a zero of H(s), the student can verify that this zero 
is not a zero of the closed-loop transfer function. Thus, although there may be 
pole-zero cancellation between the closed-loop pole at —0.5 and the closed- 
loop zero at —0.435, there is no closed-loop zero to cancel the closed-loop pole 
at —0.91.? Our second-order approximation is not valid. 

A computer simulation of the system with rate feedback is shown in 
Figure 8.33. Although the response shows that our second-order approximation 
is invalid, it still represents a considerable improvement in performance over 
the system without rate feedback; the percent overshoot is small, and the 
settling time is about 6 seconds instead of about 20 seconds. 





CHALLENGE: You are now given a problem to test your knowledge of this chapter’s 
objectives. For the UFSS vehicle (Johnson, 1980) heading control system shown on the 
back endpapers, and introduced in the case study challenge in Chapter 5, do the 
following: 


a. Let K2 = Kı and find the value of K; that yields 10% overshoot. 
b. Repeat, using MATLAB. 








? The zero at —1 shown on the root locus plot of Figure 8.32 is an open-loop zero since it comes from the 
numerator of H(s). 


Summary 


We have concluded the chapter with two case studies showing the use and 
application of the root locus. We have seen how to plot a root locus and estimate 
the transient response by making a second-order approximation. We saw that the 
second-order approximation held when rate feedback was not used for the UFSS. 
When rate feedback was used, an open-loop zero from H(s) was introduced. Since it 
was not a closed-loop zero, there was no pole-zero cancellation, and a second-order 
approximation could not be justified. In this case, however, the transient response 
with rate feedback did represent an improvement in transient response over the 
system without rate feedback. In subsequent chapters we will see why rate feedback 
yields an improvement. We will also see other methods of improving the transient 
response. 


@ summary P 


In this chapter, we examined the root locus, a powerful tool for the analysis and design 
of control systems. The root locus empowers us with qualitative and quantitative 
information about the stability and transient response of feedback control systems. 
The root locus allows us to find the poles of the closed-loop system by starting from the 
open-loop system’s poles and zeros. It is basically a graphical root-solving technique. 

We looked at ways to sketch the root locus rapidly, even for higher-order 
systems. The sketch gave us qualitative information about changes in the transient 
response as parameters were varied. From the locus we were able to determine 
whether a system was unstable for any range of gain. 

Next we developed the moa 6 PDF Ekan ane 
was on the root locus: The angles fronrthe open-loop zeros, minus the angles from the 
open-loop poles drawn to the point in the s-plane, add up to an odd multiple of 180°. 

The computer program discussed in Appendix G.2 at www.wiley.com/college/ 
nise helps us to search rapidly for points on the root locus. This program allows us to 
find points and gains to meet certain transient response specifications as long as we 
are able to justify a second-order assumption for higher-order systems. Other 
computer programs, such as MATLAB, plot the root locus and allow the user to 
interact with the display to determine transient response specifications and system 
parameters. 

Our method of design in this chapter is gain adjustment. We are limited to 
transient responses governed by the poles on the root locus. Transient responses 
represented by pole locations outside of the root locus cannot be obtained by a 
simple gain adjustment. Further, once the transient response has been established, 
the gain is set, and so is the steady-state error performance. In other words, by a 
simple gain adjustment, we have to trade off between a specified transient response 
and a specified steady-state error. Transient response and steady-state error cannot 
be designed independently with a simple gain adjustment. 

We also learned how to plot the root locus against system parameters other 
than gain. In order to make this root locus plot, we must first convert the closed-loop 
transfer function into an equivalent transfer function that has the desired system 
parameter in the same position as the gain. The chapter discussion concluded with 
positive-feedback systems and how to plot the root loci for these systems. 

The next chapter extends the concept of the root locus to the design of 
compensation networks. These networks have as an advantage the separate design 
of transient performance and steady-state error performance. 
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@ Review Questions D 


What is a root locus? 

. Describe two ways of obtaining the root locus. 

. If KG(s)H(s) = 52180°, for what value of gain is s a point on the root locus? 
Do the zeros of a system change with a change in gain? 

. Where are the zeros of the closed-loop transfer function? 

. What are two ways to find where the root locus crosses the imaginary axis? 


. How can you tell from the root locus if a system is unstable? 


SPIDM RB wWDN p 


. How can you tell from the root locus if the settling time does not change over a 
region of gain? 
9. How can you tell from the root locus that the natural frequency does not change 
over a region of gain? 
10. How would you determine whether or not a root locus plot crossed the real axis? 
11. Describe the conditions that must exist for all closed-loop poles and zeros in 
order to make a second-order approximation. 
12. What rules for plotting the root locus are the same whether the system is a 
positive- or a negative-feedback system? 
13. Briefly describe how the zeros of the open-loop system affect the root locus and 
the transient response. 


Apago PDF Enhancer 
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1. For each of the root loci shown in Figure P8.1, tell 
whether or not the sketch can be a root locus. If the 
sketch cannot be a root locus, explain why. Give all 
reasons. [Section: 8.4] 
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FIGURE P8.1 


2. Sketch the general shape of the root 
locus for each of the open-loop pole- 
zero plots shown in Figure P8.2. 
[Section: 8.4] 
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3. Sketch the root locus for the unity feedback system 
shown in Figure P8.3 for the following transfer 
functions: [Section: 8.4] 








ON) a 
s+ 
b. G(s) = s zA + 
s + 
c. G(s) = Ki z 4 
K 
E i 1c ae 











Problems 433 
FIGURE P8.3 
4. Let 
2 
K(s+3) 
Gls) = s?(s + 6) 





in Figure P8.3. [Section: 8.5] 
a. Plot the root locus. 


b. Write an expression for the closed-loop transfer 
function at the point where the three closed-loop 
poles meet. 


5. Let 
—~K(s +1)? 

es) = s?+2s42 
with K > 0 in Figure P8.3. [Sections: 8.5, 8.9] 
a. Find the range of K for closed-loop stability. 
b. Sketch the system’s root locus. 


ane kion of the closed-loop poles when 
Enh = cer = 2. 


6. For the open-loop pole-zero plot shown in Figure 
P8.4, sketch the root locus and find the break-in 
point. [Section: 8.5] 








jo 
A 
s-plane 
ip j 
Q Q i l pe: 
-3 -2 -1 1 
-jl F xX 
FIGURE P8.4 


7. Sketch the root locus of the unity feedback system 
shown in Figure P8.3, where 
K 3 5 
g KE+30+5) 
(s + 1)(s — 7) 
and find the break-in and breakaway points. [Sec- 
tion: 8.5] 
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8. 


10. 


11. 


Chapter 8 


The characteristic polynomial of a feedback control 
system, which is the denominator of the closed-loop 
transfer function, is given by s +2s+ 
(20K + 7)s + 100K. Sketch the root locus for this 
system. [Section: 8.8] 


. Figure P8.5 shows open-loop poles and zeros. There 


are two possibilities for the sketch of the root locus. 
Sketch each of the two possibilities. Be aware that 
only one can be the real locus for specific open-loop 
pole and zero values. [Section: 8.4] 
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Plot the root locus for the APAJA RDE 


shown in Figure P8.3, where 


K(s + 2)(s? +4) 
C8) = ey 5)(5—3) | 


For what range of K will the poles be in the right 


half-plane? [Section: 8.5] 


For the unity feedback system shown in 
Figure P8.3, where 


WileyPLUS 


Control Solutions 
K (s? — 9) 


Oe" pga 


sketch the root locus and tell for what values of K 
the system is stable and unstable. [Section: 8.5] 


. Sketch the root locus for the unity feedback system 


shown in Figure P8.3, where 


K(s? +2 

G(s) = Ai?) 
(s +3)(s +4) 

Give the values for all critical points of interest. Is 

the system ever unstable? If so, for what range of K? 

[Section: 8.5] 


. For the unity feedback system of Figure 
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13. For each system shown in Figure P8.6, make an 


accurate plot of the root locus and find the follow- 
ing: [Section: 8.5] 

a. The breakaway and break-in points 

b. The range of K to keep the system stable 


c. The value of K that yields a stable system with 
critically damped second-order poles 

d. The value of K that yields a stable system with a 
pair of second-order poles that have a damping 
ratio of 0.707 


R(s) + K(s + 2)(s + 1) C(s) - 
4 (s —2)(s — 1) 
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14. Sketch the root locus and find the range of K for 


stability for the unity feedback system shown in Figure 
P8.3 for the following conditions: [Section: 8.5] 





T K(s* +1) 

a. G(s) = (s —1)(s + 2)(s +3) 
_ K = 25+2) 

b 9) = EENG? 
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P8.3, where WPCS 
Control Solutions 
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(s? +2)(s—2)(s +5) 


sketch the root locus and find the range of K such 
that there will be only two right—half-plane poles for 
the closed-loop system. [Section: 8.5] 


. For the unity feedback system of Figure P8.3, where 


K 


Ge) = 6G 29) 


plot the root locus and calibrate your plot for gain. Find 
all the critical points, such as breakaways, asymptotes, 
jw-axis crossing, and so forth. [Section: 8.5] 


17. 


18. 


19. 


Given the unity feedback system of Figure P8.3, 
make an accurate plot of the root locus for the 
following: 


_ K(s? —25+2) 

me G8) =" AFD) 
K(s —1)(s — 2) 

ek eee Ee 


Calibrate the gain for at least four points for each case. 
Also find the breakaway points, the jw-axis crossing, 
and the range of gain for stability for each case. Find the 
angles of arrival for Part a. [Section: 8.5] 


Given the root locus shown in Figure P8.7, [Section: 

8.5] 

a. Find the value of gain that will make the system 
marginally stable. 

b. Find the value of gain for which the closed-loop 


transfer function will have a pole on the real axis 
at —5. 


jo 






J1 





> 0 


FIGURE P8.7 
Given the unity feedback system of Figure P8.3, 
where 


_ K(s +1) 
~ s(s+2)(s+3)(s+4) 





G(s) 


do the following: [Section: 8.5] 
a. Sketch the root locus. 
b. Find the asymptotes. 


c. Find the value of gain that will make the system 
marginally stable. 
d. Find the value of gain for which the closed-loop 


transfer function will have a pole on the real axis 
at —0.5. 


20. 


21. 


22. 
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23. 
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For the unity feedback system of Figure 
P8.3, where 


WileyPLUS 


Control Solutions 


K(s+a) 


Gl) = EGLO 


find the values of a and K that will yield a second- 
order closed-loop pair of poles at —1 = j100. 
[Section: 8.5] 





For the unity feedback system of Figure P8.3, where 


K(s —1)(s — 2) 


Gs) s(s +1) 


sketch the root locus and find the following: 
[Section: 8.5] 


a. The breakaway and break-in points 

b. The jw-axis crossing 

c. The range of gain to keep the system stable 
d 


. The value of K to yield a stable system with 
second-order complex poles, with a damping 
ratio of 0.5 


For the unity feedback system shown in Figure P8.3, 
where 

K(s + 10)(s + 20) 
s + 30)(s? — 20s + 200) 





do the following: [Section: 8.7] 
a. Sketch the root locus. 


b. Find the range of gain, K, that makes the system 
stable. 

c. Find the value of K that yields a damping ratio of 
0.707 for the system’s closed-loop dominant poles. 

d. Find the value of K that yields closed-loop criti- 
cally damped dominant poles. 


For the system of Figure P8.8(a), 
sketch the root locus and find the 
following: [Section: 8.7] 


WileyPLUS 


Control Solutions 

a. Asymptotes 

b. Breakaway points 

c. The range of K for stability 

d. The value of K to yield a 0.7 damping ratio for the 
dominant second-order pair 


To improve stability, we desire the root locus to 
cross the jw-axis at j5.5. To accomplish this, the 
open-loop function is cascaded with a zero, as 
shown in Figure P8.8(b). 
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24. 


25. 


26. 


Chapter 8 


R(s) + K C(s) = 
ii (s + 1)(s + 2)(s + 3)(s + 4) 
(a) 




















R(s) £ K(s + @) Cs) o 
i (s + 1)(s + 2)(s + 3)(s + 4) 
(b) 


FIGURE P8.8 


e. Find the value of «œ and sketch the new root locus. 
f. Repeat Part c for the new locus. 


g. Compare the results of Part c and Part f. What 
improvement in transient response do you 
notice? 


Sketch the root locus for the positive-feedback 
system shown in Figure P8.9. [Section: 8.9] 


> K Cl Cs) 








Root Locus Techniques 


a. Sketch the root locus. 
b. Find K for 20% overshoot. 


c. For K found in Part b, what is the settling time, 
and what is the peak time? 


d. Find the locations of higher-order poles for K 
found in Part b. 


e. Find the range of K for stability. 


. For the unity feedback system shown in Figure P8.3, 


where 


K(s? —2s +2) 


CO) = Bye +44 5546 





do the following: [Section: 8.7] 
a. Sketch the root locus. 
b. Find the asymptotes. 


c. Find the range of gain, K, that makes the system 
stable. 


d. Find the breakaway points. 


e. Find the value of K that yields a closed-loop step 
response with 25% overshoot. 


Find the location of higher-order closed-loop 


Apag o PDF Enhancer: system is operating with 25% 





FIGURE P8.9 


Root loci are usually plotted for variations in the 
gain. Sometimes we are interested in the variation 
of the closed-loop poles as other parameters are 
changed. For the system shown in Figure P8.10, 
sketch the root locus as a is varied. [Section: 8.8] 


R(s) + 1 Cs) 
F s(s+4a) 


FIGURE P8.10 











Given the unity feedback system shown in Figure 
P8.3, where 


K 
(s+1)(s+2)(s +3) 





G(s) = 


do the following problem parts by first making a 
second-order approximation. After you are finished 
with all of the parts, justify your second-order 
approximation. [Section: 8.7] 


overshoot. 


g. Discuss the validity of your second-order 
approximation. 

h. Use MATLAB to obtain the 
closed-loop step re- 
sponse to validate or refute your 
second-order approximation. 


MATLAB 


28. The unity feedback system shown in Figure P8.3, where 


K(s +2)(s +3) 


a) s(s+1) 


is to be designed for minimum damping ratio. Find 
the following: [Section: 8.7] 


a. The value of K that will yield minimum damping 
ratio 


b. The estimated percent overshoot for that case 


c. The estimated settling time and peak time for 
that case 

d. The justification of a second-order approxima- 
tion (discuss) 


e. The expected steady-state error for a unit ramp 
input for the case of minimum damping ratio 


29. For the unity feedback system shown in Figure P8.3, 
where 


_  K(s+2) 
~ s(s + 6)(s + 10) 


find K to yield closed-loop complex poles with a 
damping ratio of 0.55. Does your solution require a 
justification of a second-order approximation? 
Explain. [Section: 8.7] 


G(s) 


30. For the unity feedback system shown in 
Figure P8.3, where 


G(s) 


WileyPLUS 


_ K(s+a) 
~ (s+ 1)(s + 10) 
find the value of a so that the system will have a 


settling time of 4 seconds for large values of K. 
Sketch the resulting root locus. [Section: 8.8] 


31. For the unity feedback system shown in Figure 8.3, 
where 
K(s + 6) 


a (s? + 10s + 26)(s + 1)°(s + a) 





design K and a so that the dominant complex poles 
of the closed-loop function have a damping ratio of 
0.45 and a natural frequency A 


32. For the unity feedback system shown in Figure 8.3, 
where 

z K 

~ s(s+3)(s +4) (s + 8) 





G(s) 


do the following: [Section: 8.7] 

a. Sketch the root locus. 

b. Find the value of K that will yield a 10% 
overshoot. 


c. Locate all nondominant poles. What can you say 
about the second-order approximation that led 
to your answer in Part b? 


d. Find the range of K that yields a stable system. 


33. Repeat Problem 32 using MATLAB. MATLAB 


Use one program to do the 

following: 

a. Display a root locus and pause. 

b. Draw a close-up of the root locus where 
the axes go from —2 to 0 onthe real axis 
and —2 to 2 on the imaginary axis. 





c. Overlay the 10% overshoot line on the 
close-up root locus. 


34. For the unity feedback system shown in 


Control Solutions 


Problems 437 

d. Select interactively the point where 
the root locus crosses the 10% over- 
shoot line, and respond with the gain 
at that point as well as all of the 
closed-loop poles at that gain. 











e Generate the step response at the gain 
for 10% overshoot. 





WileyPLUS 


Control Solutions 


Figure 8.3, where 


K(s? + 4s + 5) 
(s2 + 2s + 5)(s +3)(s +4) 





G(s) = 


do the following: [Section: 8.7] 


a. Find the gain, K, to yield a 1-second peak time if 
one assumes a second-order approximation. 


b. Check the accuracy of the MATLAB 
second-order approximation 


using MATLAB to simulate the system. 


35. For the unity feedback system shown in Figure P8.3, 
where 
E K(s +2)(s +3) 
Gls) = arar 26 + 4S + CHO) 








go PDF Enhancex. [Section: 8.7] 


a. Sketch the root locus. 


b. Find the jw-axis crossing and the gain, K, at the 
crossing. 


c. Find all breakaway and break-in points. 
d. Find angles of departure from the complex poles. 
e. Find the gain, K, to yield a damping ratio of 0.3 
for the closed-loop dominant poles. 

36. Repeat Parts a through c and e of Problem 35 for 
[Section: 8.7] 

7 K(s + 8) 

~ s(s + 2)(s + 4)(s + 6) 





G(s) 


37. For the unity feedback system shown in Figure P8.3, 
where 


K 
(s + 3)(s? + 4s + 5) 





G(s) = 


do the following: [Section: 8.7] 


a. Find the location of the closed-loop dominant poles 
if the system is operating with 15% overshoot. 


b. Find the gain for Part a. 
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38. 


39. 


40. 


Chapter 8 


c. Find all other closed-loop poles. 
d. Evaluate the accuracy of your second-order 
approximation. 


For the system shown in Figure P8.11, do the fol- 
lowing: [Section: 8.7] 


R(s) =) 


T 
z| > 
2 (s + 2)(s + 3) 


s2-4s+8 
(s2 + 2s +5) 











FIGURE P8.11 


a. Sketch the root locus. 


b. Find the jw-axis crossing and the gain, K, at the 
crossing. 


c. Find the real-axis breakaway to two-decimal- 
place accuracy. 


d. Find angles of arrival to the complex zeros. 
Find the closed-loop zeros. 


f. Find the gain, K, for a closed-loop step response 
with 30% overshoot. 


g. Discuss the validity of your Second-order 
approximation. 


Sketch the root locus for the system of Figure P8.12 
and find the following: [Section: 8.7] 


K C(s) 
S(s + 35+ Ts + 8) = 
(s +30) 
(s2 + 20s + 200) 


FIGURE P8.12 


R(s) + 











a. The range of gain to yield stability 


b. The value of gain that will yield a damping ratio 
of 0.707 for the system’s dominant poles 


c. The value of gain that will yield closed-loop poles 
that are critically damped 


Repeat Problem 39 using MATLAB. MATLAB 


The program will do the follow- 
ing in one program: 


41. Given the unity feedback system shown 


Apago PDF Enhancer 


42. 


Root Locus Techniques 


a. Display a root locus and pause. 





b. Display a close-up of the root locus 
where the axes go from —2 to 2 on the 
real axis and —2 to 2 on the imaginary 
axis. 


ec. Overlay the 0.707 damping ratio line 
on the close-up root locus. 


d. Allow you to select interactively the 
point where the root locus crosses the 
0.707 damping ratio line, andrespondby 
displaying the gain at that point as 
well as all of the closed-loop poles 
at that gain. The program will then al- 
low you to select interactively the 
imaginary-axis crossing and respond 
with a display of the gain at that point 
as well as all of the closed-loop poles 
at that gain. Finally, the program will 
repeat the evaluation for critically 
damped dominant closed-loop poles. 











e Generate the step response at the gain 
for 0.707 damping ratio. 


WileyPLUS 


Control Solutions 


in Figure P8.3, where 


K(s +z) 


CO = 315+ 20) 


do the following: [Section: 8.7] 


a. If z = 6, find K so that the damped frequency of 
oscillation of the transient response is 10 rad/s. 


b. For the system of Part a, what static error con- 
stant (finite) can be specified? What is its value? 


c. The system is to be redesigned by changing the 
values of z and K. If the new specifications are 
%OS = 4.32% and T, = 0.4 s, find the new val- 
ues of z and K. 


Given the unity feedback system shown in Figure 
P8.3, where 


K 
(s+1)(s+3)(s +6)” 





G(s) = 


find the following: [Section: 8.7] 

a. The value of gain, K, that will yield a settling time 
of 4 seconds 

b. The value of gain, K, that will yield a critically 
damped system 


43. 


44, 


45. 


46. 


Let 
K(s—1) 


O19) = G4 2)6+3) 


in Figure P8.3. [Section: 8.7]. 

a. Find the range of K for closed-loop stability. 
b. Plot the root locus for K > 0. 

c. Plot the root locus for K < 0. 
d 


. Assuming a step input, what value of K will result 
in the smallest attainable settling time? 
e. Calculate the system’s es for a unit step 
input assuming the value of K obtained in Part d. 
f. Make an approximate hand sketch of the unit 
step response of the system if K has the value 
obtained in Part d. 


Given the unity feedback system shown in Figure 
P8.3, where 


K 
GW) = FDR 


evaluate the pole sensitivity of the closed-loop 
system if the second-order, 


derd d 
loop poles are set for (Section A go BHF Enh 


a. ¿= 0.591 
b. ¿= 0.456 


c. Which of the two previous cases has more desir- 
able sensitivity? 


Figure P8.13(a) shows a robot equipped to per- 
form arc welding. A similar device can be con- 
figured as a six-degrees-of-freedom industrial 
robot that can transfer objects according to a 
desired program. Assume the block diagram of 
the swing motion system shown in Figure P8.13(b). 
If K = 64,510, make a second-order approxima- 
tion and estimate the following (Hardy, 1967): 


a. Damping ratio 

b. Percent overshoot 

c. Natural frequency 

d. Settling time 

e. Peak time 

What can you say about your original second-order 
approximation? 


During ascent, the automatic steering program 
aboard the space shuttle provides the interface 


Problems 
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Load 
actuator 


Ke 
s2+7s + 1220 


Network 


Ram 


1 position 
s 


Input 
position + 












Pressure 
0.00076s |_signal 


s + 0.06 





Tachometer 





Position feedback 


(b) 
FIGURE P8.13 a. Robot equipped to perform arc welding; 
b. block diagram for swing motion system 





between the low-rate processing of guidance (com- 
mands) and the high-rate processing of flight con- 
trol (steering in response to the commands). The 
function performed is basically that of smoothing. A 
simplified representation of a maneuver smoother 
linearized for coplanar maneuvers is shown in Fig- 
ure P8.14. Here 8cg(s) is the commanded body 
angle as calculated by guidance, and 8cg(s) is the 
desired body angle sent to flight control after 
smoothing.’ Using the methods of Section 8.8, do 
the following: 


3 Source: Rockwell International. 
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47. 


48. 


OCB(S T 
CB(s)| + Kə ee 
































K3 

















FIGURE P8.14 Block diagram of smoother 


a. Sketch a root locus where the roots vary as a 
function of K3. 


b. Locate the closed-loop zeros. 


c. Repeat Parts a and b for a root locus sketched as 
a function of K3. 


Repeat Problem 3 but sketch your root loci for 
negative values of K. [Section: 8.9] 


Large structures in space, such as the space station, 
have to be stabilized against unwanted vibration. 
One method is to use an active vibration absorber to 
control the structure, as shown in Figure P8.15(a) 
(Bruner, 1992). Assuming that all values except the 
mass of the active vibration absorber are known and 


are equal to unity, do the foll jaa go PDF En 







vibration : 
absorber : 




















Output structure 








Input force Structure acceleration 
—— G(s) s2 = 
X¢(s)= Xq(s)-X(s) 
Active vibration absorber 
(b) 
FIGURE P8.15 a. Active vibration absorber (© 1992 AIAA); 


b. control system block diagram 


R(s) + oe, A 
Ws s -n° 
+ 


Root Locus Techniques 


a. Obtain G(s) and H(s) = Hı (s)H2(s) in the block 
diagram representation of the system of Figure 
8.15(6), which shows that the active vibration 
absorber acts as a feedback element to control 
the structure. (Hint: Think of K. and De as 
producing inputs to the structure.) 


b. Find the steady-state position of the structure for 
a force disturbance input. 

c. Sketch the root locus for the system as a function 
of active vibration absorber mass, M.. 


49. Figure P8.16 shows the block diagram of the closed- 


loop control of the linearized magnetic levitation 
system described in Chapter 2, Problem 58. (Galvao, 
2003). 


C(s) 
> 








| 





FIGURE P8.16 Linearized magnetic levitation system block 
diagram 


Assuming A = 1300 and ņ = 860, draw the root locus 
and find the range of K for closed-loop stability when: 


ger 
K(s +200) 


BeOS) == 000 


50. The simplified transfer function model from steer- 


ing angle ô(s) to tilt angle g(s) in a bicycle is 
given by 





~ {s) dha £ 


In this model, h represents the vertical distance from 
the center of mass to the floor, so it can be readily 
verified that the model is open-loop unstable. 
(Astrom, 2005). Assume that for a specific bicycle, 
a = 0.6 m, b = 1.5 m, h = 0.8 m, and g = 9.8 m/sec. 
In order to stabilize the bicycle, it is assumed that the 
bicycle is placed in the closed-loop configuration 
shown in Figure P8.3 and that the only available 
control variable is V, the rear wheel velocity. 


a. Find the range of V for closed-loop stability. 


b. Explain why the methods presented in this chap- 
ter cannot be used to obtain the root locus. 


c. Use MATLAB to obtain the MATLAB 


system’s root locus. qi» 


51. 


52. 


A technique to control the steering of a vehicle that 
follows a line located in the middle of a lane is to 
define a look-ahead point and measure vehicle 
deviations with respect to the point. A linearized 
model for such a vehicle is 


: bi K 
V an an —bıK V 
r boK r 
j = |an ayn —bK 2 
i 0 1 0 0 
Ye Ye 
i 1 0 U 0 


where V = vehicle’s lateral velocity, r = vehicle’s yaw 
velocity, y = vehicle’s yaw position, and Y, = the 
y-axis coordinate of the vehicle’s center of gravity. K 
is a parameter to be varied depending upon trajectory 
changes. In a specific vehicle traveling at a speed of 
U = —10 m/sec, the parameters are a,,; = —11.6842, 
ay = 6.7632, bı = —61.5789, az, = —3.5143, an = 
24.0257, and b2 = 66.8571. d = 5 m is the look-ahead 
distance (Ünyelioğlu, 1997). Assuming the vehicle will 
be controlled in closed loop: 


a. Find the system’s characteristic equation as a 
function of K. 


b. Find the system’s root locus as K is varied. 


53. 


54. 


Problems 441 
Problem 65 in Chapter 7 introduced the model of a 
TCP/IP router whose packet-drop probability is 
controlled by using a random early detection 
(RED) algorithm (Hollot, 2001). Using Figure 
P8.3 as a model, a specific router queue’s open- 
loop transfer function is 


7031250 Le? 
G(s) = e 


(s + 0.667)(s + 5)(s + 50) 
—0.2s 





The function e represents delay. To apply the root 
locus method, the delay function must be replaced 
with a rational function approximation. A first-order 
Padé approximation can be used for this purpose. 
Let e*? ~ 1-— Ds. Using this approximation, plot 
the root locus of the system as a function of L. 

For the dynamic voltage restorer (DVR) discussed 
in Problem 47, Chapter 7, do the following: 


1 f 
a. When Z; = ProM a pure capacitance, the system 
SCL 


is more inclined toward instability. Find the sys- 
tem’s characteristic equation for this case. 


b. Using the characteristic equation found in 
Part a, sketch the root locus of the system as a 
function of Cz. Let L = 7.6 mH, C = 11 uF, œ = 
26.4, B= 1, Km = 25, K, = 15, Kr = 0.09565, 


c. Using the root locus foundAPaGOnPRE Enhance Lam, 2004). 


the system will be unstable for all values K. 


It is known that mammals have hormonal regulation 
mechanisms that help maintain almost constant 
calcium plasma levels (0.08-0.1 g/L in dairy 
cows). This control is necessary to maintain healthy 
functions, as calcium is responsible for diverse phys- 
iological functions, such as bone formation, intra- 
cellular communications, and blood clotting. It has 
been postulated that the mechanism of calcium 
control resembles that of a PI (proportional-plus- 
integral) controller. PI controllers (discussed in 
detail in Chapter 9) are placed in cascade with 
the plant and used to improve steady-state error. 
Assume that the PI controller has the form G,(s) = 


K 
Kp i where Kp and K; are constants. Also 


assume that the mammal’s system accumulates 
calcium in an integrator-like fashion, namely 
1 
P(s) =) where V is the plasma volume. The 
closed-loop model is similar to that of Figure 
P8.3, where G(s) = G,(s)P(s) (Khammash, 2004). 
a. Sketch the system’s root locus as a function of 
Kp, assuming K; > 0 is constant. 


b. Sketch the system’s root locus as a function of Kz, 
assuming Kp > 0 is constant. 


55. 


The closed-loop vehicle response in stopping a train 
depends on the train’s dynamics and the driver, who 
is an integral part of the feedback loop. In Figure 
P8.3, let the input be R(s) = v, the reference veloc- 
ity, and the output C(s)=v, the actual vehicle 
velocity. (Yamazaki, 2008) shows that such dynam- 
ics can be modeled by G(s) = Ga(s)G;(s) where 
L 


K\'- 3 
Gals) = n(1 +5) 2 
S s+5 





represents the driver dynamics with h, K, and L 
parameters particular to each individual driver. We 
assume here that h= 0.003 and L=1. The train 
dynamics are given by 
G,(s) = M T: 

(1+ ke)s(ts + 1) 
where M = 8000kg, the vehicle mass; ke = 0.1 the iner- 
tial coefficient; kp = 142.5, the brake gain; K, = 47.5, 
the pressure gain; t = 1.2 sec, a time constant; and 
f = 0.24, the normal friction coefficient. 





a. Make a root locus plot of the system as a function 
of the driver parameter K. 

b. Discuss why this model may not be an accurate 
description of a real driver-train situation. 
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56. 


Chapter 8 


Voltage droop control is a technique in which loads 
are driven at lower voltages than those provided by 
the source. In general, the voltage is decreased as 
current demand increases in the load. The advan- 
tage of voltage droop is that it results in lower 
sensitivity to load current variations. 

Voltage droop can be applied to the power dis- 
tribution of several generators and loads linked 
through a dc bus. In (Karlsson, 2003) generators 
and loads are driven by 3-phase ac power, so they 
are interfaced to the bus through ac/dc converters. 
Since each one of the loads works independently, a 
feedback system shown in Figure P8.17 is used in 
each to respond equally to bus voltage variations. 
Given that C, = C, = 8,000 WE Lane = 50 WH, Reabie = 
0.06 0, Z,=R,=5 Q, wp=200 rad/s, Geon(s)= 1, 
Vac-rep= 750 V, and P,ef-ext= 0, do the following: 

a. If Z,,, is the parallel combination of R, and C,, 
and Geony(s) =1, find 


_ Vs(s) 
Ts—rep (8) 





b. Write a MATLAB M-file to plot MATLAB 


and copy the full root locus 








for that system, a aE A E 


cus by setting the x-axis (real-axis) 
limits to —150 to 0 and the y-axis 
(imaginary-axis) limits to —150 to 
150. Copy that plot, too, and find 
and record the following: 


(1) The gain, K, 





at which the system 

















Root Locus Techniques 


closed-loop dominant poles with a 
damping ratio €¢=0.707 
(2) The coordinates of the correspond- 
ing point selectedon the root-locus 





(3) Thevalues of all closed-loop poles 
at that gain 








(4) The output voltage v,(t) fora step 
input voltage Vgce-rer (t) = 750 u(t) 
volts 

ce. Plot that step response and use MATLAB 

Characteristics tool (in the graph 

window) to note on the curve the fol- 

lowing parameters: 








(1) The actual percent overshoot and 
the corresponding peak time, T, 


(2) The rise time, T,, andthe settling 
time, Ts 








(3) The final steady-state value in 
volts 


DESIGN PROBLEMS 
57. A disk drive is a position control system in which a 


re jane tay is positioned over a magnetic disk. 

Ponds to a command from a com- 
nib to seins itself at a particular track on the 
disk. A physical representation of the system and a 
block diagram are shown in Figure P8.18. 


a. Find K to yield a settling time of 0.1 second. 
b. What is the resulting percent overshoot? 




















would have complex-conjugate c. What is the range of K that keeps the system stable? 
"aa 
1 
1 Zable + Z 
cable req 
yV 7 

© Leabie(S) 

Inox(®)| = 
Vac-ref ($) + E,(s) K + S + > 1 V; (s) > 
= Ts ref (s) 1s) sC, 
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S+ Op 








FIGURE P8.17 (© 2003 IEEE) 





Actual position, x,4(t) 


































































































Magnetic 
disk 
































Position 
Motor 














Controller }*———— Desired position, xp(t) 


(a) 


Controller Motor and load 





XP(s) + K 20,000 XA(s "A 
J (s + 500)(s + 800) s(s + 100) 


(b) 








FIGURE P8.18 Disk drive: a. physical representation; 
b. block diagram 


a. 
58. A simplified block diagram pA AGOwRDE Eni 


pupil servomechanism is shown in Figure 

P8.19. The term e~°-'®* represents a time control Solutions 
delay. This function can be approximated by what is 

known as a Padé approximation. This approximation 

can take on many increasingly complicated forms, 

depending upon the degree of accuracy required. If 


we use the Padé approximation 
e*= : 

yw 

1l+x+— 


2! 
then 
B 61.73 


e7018s 
s2 + 11.115 + 61.73 





Since the retinal light flux is a function of the 
opening of the iris, oscillations in the amount of 
retinal light flux imply oscillations of the iris (Guy, 


1976). Find the following: 
a. The value of K that will yield oscillations 
b. 


c. The settling time for the iris if K is such that the 
eye is operating with 20% overshoot 


The frequency of these oscillations 


FIGU 
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REP8.19 Simplified block diagram of pupil 








servomechanism 
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Accelerometer 


Ym) 
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An active suspension system for AMTRAK trains 
has been proposed. The system uses a pneumatic 
actuator in parallel with the passive suspension sys- 
tem, as shown in Figure P8.20. The force of the 
actuator subtracts from the force applied by the 
ground, as represented by displacement, y,(1). Ac- 
celeration is sensed by an accelerometer, and signals 
proportional to acceleration and velocity are fed 
back to the force actuator. The transfer function 
relating acceleration to ground displacement is 


Ym (s) 
Y,(s) 


(D; + K) 
(Ca + M)s? + (C, + D)s+K 





Assuming that M = 1 and D = K = C, = 2, do the 
following (Cho, 1985): 
Ketch a root locus for this system as C, varies 
infinity. 
b. Find the value of C, that would yield a damping 
ratio of 0.69 for the closed-loop poles. 
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i 
Actuator 
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RE P8.20 Active suspension system (Reprinted with 





The pitch stabilization loop for an F4-E military 
aircraft is shown in Figure P8.21. dcom is the elevator 
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Pitch 
command 


O(S) + 
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Aircraft 
dynamics 


Pitch 
rate Pitch 
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FIGURE P8.21 F4-E pitch stabilization loop 


and canard input deflection command to create a 
pitch rate (see Problem 22, Chapter 3). If 
—508(s + 1.6) 


G(s) = (s + 14)(s — 1.8)(s + 4.9) 





do the following (Cavallo, 1992): 
a. Sketch the root locus of the inner loop. 


b. Find the range of K3 to keep the inner loop stable 


with just pitch-rate feedback. 


Find the value of K, that places the inner-loop 
poles to yield a damping ratio of 0.5. 


For your answer to Part c, find the range of Kı 
that keeps the system stable. 


e. Find the value of Kj that yields closed-loop BD: 
with a damping ratio of 0oApag O 


Accurate pointing of spacecraft is 
required for communication and 
mapping. Attitude control can be 
implemented by exchanging angular momentum 
between the body of the spacecraft and an onboard 
momentum wheel. The block diagram for the pitch 
axis attitude control is shown in Figure P8.22, where 
6-(s) is a commanded pitch angle and 6@(s) is the 
actual pitch angle of the spacecraft. The compensa- 
tor, which improves pointing accuracy, provides a 
commanded momentum, H,(s), to the momentum 
wheel assembly. The spacecraft momentum, Hyys(s), 
is an additional input to the momentum wheel. This 


WileyPLUS 
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body momentum is given by 
hsys(t) = 1,6(t) + h,,(t) 


where I is the spacecraft moment of inertia about 
the pitch axis and h,(t) is the momentum of the 
wheel. The total torque output from the momentum 
wheel, 7;,, as shown in Figure P8.22, is 


T,,(t) — hsys(t) = a pg h,(t) 


If t= 23 seconds and J, = 9631 in-lb-s?, do the 
following (Piper, 1992): 


a. Sketch the root locus for the pitch axis control 
system. 





DF EnHarneerr of K to yield a closed-loop step 


response with 25% overshoot. 


c. Evaluate the accuracy of any second-order ap- 
proximations that were made. 


During combustion in such devices as gas turbines and 
jet engines, acoustic waves are generated. These pres- 
sure waves can lead to excessive noise as well as 
mechanical failure. Active control is proposed to 
reduce this thermoacoustic effect. Specifically, a mi- 
crophone is used as a sensor to read the sound waves, 
while a loudspeaker is used as an actuator to set up 
opposing pressure waves to reduce the effect. A 
proposed diagram showing the microphone and loud- 
speaker positioned in the combustion chamber is 














Agys(s) Momentum Disturbance 
Pitch hare Ta=0 Pitch Pitch 
ommand Compensator assembly dynamics output 
O(s) + K(s+0.01) | cls) +% 1 Ty) a > 1 As) 
x ay K T Izs2 



































Hy(s)| 1 
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FIGURE P8.22 Pitch axis attitude control system utilizing momentum wheel 
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(b) 
a. Combustor with microphone and loudspeaker (© 1995 IEEE); b. block diagram (© 1995 IEEE) 





Actuator 
(speaker) 




















(a) 











FIGURE P8.23 


shown in Figure P8.23(a). A simplified block dia- 
gram of the active control system is shown_in 
Figure P8.23(b). The transfer Apaga RDF 
upon microphone and loudspeaker placement and 
parameters as well as flame placement and parame- 
ters. The forward-path transfer function is of the form 


G(s) = KG1(s)Ge(s)Gm(s) electricity. Feedback control loops are designed to 
K(s + zp) (2 + Zions + 03) control the output power of the turbine, given an 
= input power demand. Blade-pitch control may be 


a. Draw the root locus for each configuration. 


b. For those configurations where stable regions of 
EnRaAGer possible, evaluate the range of 
gain, K, for stability. 


63. Wind turbines, such as the one shown in Figure 
P8.24(a), are becoming popular as a way of generating 





(s+ ,)(s2 — iwis + 08) (s2 + 2gp00r8 + 0) 


where the values for three configurations (A, B, 
and C) are given in the following table for Part b 
(Annaswamy, 1995). 





used as part of the control loop for a constant-speed, 
pitch-controlled wind turbine, as shown in Figure 
P8.24(b). The drivetrain, consisting of the windmill 
rotor, gearbox, and electric generator (see Figure 
P8.24(c)), is part of the control loop. The torque 
created by the wind drives the rotor. The windmill 
rotor is connected to the generator through a gearbox. 








A p c The transfer function of the drivetrain is 
Zf 1500 1500 1500 P,(s) 
Pr 1000 1000 1000 Tals) Gas) 
R 
(a 0.45 0.45 —0.45 7 3.92K rssKnssKGN?s 
Wz 4500 4500 4500 { N2 Kuss(I rs? + Krss)(Jos?[tes + 1] 
ral 0.5 —0.5 —0.5 + Kgs) + Jrs?K rss |(Jgs2 + Kuss) 
w 995 995 995 (Tas + 1) + Kes]} 
a 0.3 0.3 0.3 
. 3500 3500 3500 where P,(s) is the Laplace transform of the output 
2 





power from the generator and Tg(s) is the Laplace 
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aerodynamics 
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Applied | moment pitch 
moment angle 


Pitch |+ Pion |} 
actuator inertia 
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High-speed shaft 
Low-speed shaft stiffness KHSS 
stiffness KSS 
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FIGURE P8.24 a. Wind turbines generating electricity near Palm Springs, California b. control loop for a constant-speed 
pitch-controlled wind turbine (© 1998 IEEE); c. drivetrain (© 1998 IEEE) 
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65. 


transform of the input torque on the rotor. Substituting 
typical numerical values into the transfer function 
yields 





LURTA 


Tr(s) 
(3.92) (12.6 x 10°)(301 x 10°)(688)N7s 


{N?(301 x 10°) (190, 120s? + 12.6 x 10°) 
x (3.857[20 x 1073s + 1] + 668s) 

+ 190, 120s?(12.6 x 10°) 

x [(3.8s% + 301 x 10°) 

x (20 x 10-35 + 1) + 668s]} 





(Anderson, 1998). Do the following for the drive- 

train dynamics, making use of any computational 

aids at your disposal: 

a. Sketch a root locus that shows the pole locations 
of Ga(s) for different values of gear ratio, N. 

b. Find the value of N that yields a pair of complex 
poles of Gas) with a damping ratio of 0.5. 


A hard disk drive (HDD) arm has an open-loop 
unstable transfer function, 
X(s) 1 


PO = Fi) — Test 





where X(s) is arm displacement PAGOc PRE Enhancer 


force (Yan, 2003). Assume the arm has an inertia of 
I, = 3 x 107% kg-m? and that a lead controller, G,(s) 
(used to improve transient response and discussed in 
Chapter 9), is placed in cascade to yield 


K (s+1) 


ENGI) = GIS) =F a 10) 





as in Figure P8.3. 

a. Plot the root locus of the system as a function 
of K. 

b. Find the value of K that will result in dominant 
complex conjugate poles with a ¢ = 0.7 damping 
factor. 


A robotic manipulator together with a cascade PI 

controller (used to improve steady-state response 

and discussed in Chapter 9) has a transfer function 
48, 500 


(Low, 2005) 
Kı 
(x, 7 £) s74 2.89s 


Assume the robot’s joint will be controlled in the 

configuration shown in Figure P8.3. 

a. Find the value of K; that will result in e,, = 2% 
for a parabolic input. 


G(s) = 


66. 


67. 
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b. Using the value of K; found in Part a, plot the 
root locus of the system as a function of Kp. 


c. Find the value of Kp that will result in a real pole 
at —1. Find the location of the other two poles. 


An active system forthe elimina-  GuiTool 
tion of floor vibrations due to @@yp 
human presence is presented in 
(Nyawako, 2009). The system consists of 
a sensor that measures the floor’s verti- 
cal acceleration and an actuator that 
changes the floor characteristics. The 
open-loop transmission of the partic- 
ular setup used can be described by 
G(s) = KG.(s)F(s)Gn(s), where the actua- 
tor’s transfer function is 


ers 10.26 
Ss) = 
j s2 +11.31s+ 127.9 


The floor’s dynamic charactristics canbe 
modeled by 





6.667 x 107° s? 
~ s2 +0.2287s+ 817.3 


The sensor's transfer function is 


Gn(s) = 
S = 
7 s?+5.181s+ 22.18 





F(s) 








gain of the controller. The 
systemoperations canbe describedbythe 
unity-gain feedback loopof Figure P8.3. 


a. Use MATLAB’s SISO Design Tool to obtain 
the root locus of the system in terms 
of K. 





b. Find the range of K for closed-loop 
stability. 


& Find, 
will 


if possible, a value of K that 
yield a closed-loop overdamped 
response. 





Many implantable medical devices such as pace- 
makers, retinal implants, deep brain stimulators, and 
spinal cord stimulators are powered by an in-body 
battery that can be charged through a trans- 
cutaneous inductive device. Optimal battery charge 
can be obtained when the out-of-body charging 
circuit is in resonance with the implanted charging 
circuit (Baker, 2007). Under certain conditions, the 
coupling of both resonant circuits can be modeled 
by the feedback system in Figure P8.3 where 
Kst 


(s? + 2f@n5 + o2)” 





G(s) = 
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69. 
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The gain K is related to the magnetic coupling 
between the external and in-body circuits. K may 
vary due to positioning, skin conditions, and other 
variations. For this problem let ¢ = 0.5 and w, = 1. 
a. Find the range of K for closed-loop stability. 


b. Draw the corresponding root locus. 


It is important to precisely MATLAB 
control the amount of organic 

fertilizerappliedtoaspecific Gui Tool 
crop area in order to provide 
specific nutrient quantities and to 


avoid unnecessary environmental pollu- 
tion. A precise delivery liquid manure 
machine has been developed for this pur- 
pose (Saeys, 2008). Thesystemconsists of 
a pressurized tank, a valve, anda rheo- 
logical flow sensor. After simplifica- 
tion, the system can be modeled as a 
closed-loop negative-feedback system 
witha forward-path transfer function 


6(s) 2057.38K(s* — 120s + 4800) 
s= 

s(s+13.17)(s? + 120s + 4800) 
consisting of an electrohydraulic sys- 
temin cascade with the gga 


flow valve and a varia 
feedback path is comprisedof 














10(s* — 4s + 5.333) 
(s+ 10)(s* + 4s + 5.333) 


H(s) 





a. Use the SISO Design Tool in MATLAB to 
obtain the root locus of the system. 
Use the SISO Design Tool to find the 
range of K for closed-loop stability. 
Find the value of Kthat will result in 
the smallest settling time for this 
system. 

Calculate th xpected settling time 
for a step input with the value of K 
obtained in Part c. 





e. Check your result through a step- 
response simulation. 


Harmonic drives are very popular MATLAB 

for use in robotic manipulators qa» 
due to their low backlash, high 

torque transmission, and compact size 
(Spong, 2006) . The problemof joint flex- 
ibility is sometimes a limiting factorin 
achieving good performance. Consider 
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that the idealized model representing 
joint flexibility is shown in Figure 
P8.25. The input to the drive is from an 
actuator and is applied at m. The output 
is connected to a load at 01. The spring 
represents the joint flexibility and Bpm 
and Bı represent the viscous damping of 
the actuator and load, respectively. Now 
we insert the device into the feedback 
loop shown in Figure P8.26. The first 
blockinthe forwardpathisaPDcontrol- 
ler, whichwewill studyinthenext chap- 
ter. The PDcontrollerisusedto improve 
transient response performance. 























B 


m 


FIGURE P8.25 Idealized model representing joint flexibility 
(Reprinted with permission of John Wiley & Sons, Inc.) 
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FIGURE P8.26 Joint flexibility model inserted in feedback 
loop. (Reprinted with permission of John Wiley & Sons, Inc.) 


70. 


Use MATLAB to find the gain Kp to yield 
an approximate 5% overshoot in the step 
response given the following parame- 
ters: Jı=10; Bı=1; k=100; J,=2; Bw=0.5; 





K 
z= 0.25;p;(s) = Js" + Bıs + k;and prls) 
D 


Jms? + Bas +K 





Using LabVIEW, the Control Design Labview 
and Simulation Module, and the 
MathScript RT Module, open and 
customize the Interactive Root Locus VI 
from the Examples to implement the sys- 
tem of Problem 69. Select the parameter 
Kp to meet the requirement of Problem 
69 by varying the location of the closed- 
loop poles on the root locus. Be sure 




















71. 


your front panel shows the following: (1) 
open-looptransfer function, (2) closed- 
loop transfer function, (3) root locus, 
(4) list of closed-loop poles, and (5) 
step response. 





An automatic regulator is used MATLAB 
to control the field current of r ML 
a three-phase synchronous ma- 

chine with identical symmetrical arma- 
ture windings (Stapleton, 1964). The 
purpose of the regulator is to maintain 
the system voltage constant within cer- 
tain limits. The transfer function of 
the synchronous machine is 


7 Aé(s) M(s— 21)(s — z2) 
AP,,(s) Pi)(s — p2)(s 














= E 
which relates the variation of rotor an- 
gle, Aô(s), to the change in the synchro- 
nous machine’s shaft power, AP,(s). The 
closed-loop system is shown in Figure 
P8.3, where G(s) = KGe(s)Gsm(s) and K is a 
gain to be adjusted. The regulator's 
transfer function, Go(s), is given by: 


Gsm( S) 





p3) 





Ge(s) 
srs 
T 


6 


Assume the following parameter values: 





u= 4,M = 0.117, Te = 0.5, Z1 2 = —0.071 + j6.25, 





pı = —0.047,and p; 3 = —0.262 + j5.1, 


and do the following: 

Write a MATLAB M-file to plot the root 
locus for the system and to find the 
following: 











a. The gain Kat which th 
marginally stable 





system becomes 





b. 





The closed-loop poles, p, andtransfer 
function, T(s), corresponding toal16% 
overshoot 


ec. The coordinates of the point selected 
onthe root-locus corresponding to 16% 


overshoot 


A simulation of the unit-step response 
of the closed-loop system correspond- 
ing to your 16% overshoot design. Note 
in your simulation the following val- 
ues: (1) actual percent overshoot, (2) 


Problems 449 
corresponding peak time, Tp, (2) rise 
time, T,, (3) settling time, Ts, and (4) 
final steady-state value. 


PROGRESSIVE ANALYSIS AND DESIGN PROBLEMS 


72. 
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High-speed rail pantograph. Problem 21 in Chapter 1 
discusses the active control of a pantograph mecha- 
nism for high-speed rail systems. In Problem 79, 
Chapter 5, you found the block diagram for the active 
pantograph control system. Use your block diagram to 
do the following (O’Connor, 1997): 


a. Sketch the root locus. 


b. Assume a second-order approximation and find 
the gain, K, to yield a closed-loop step response 
that has 38% overshoot. 


c. Estimate settling time and peak time for the 
response designed in Part b. 


Discuss the validity of your second-order 
approximation. 


Use MATLAB to plot the closed- MATLAB 
loop step response for the 

value of Kfoundin Part b. Com- a 
pare the plot to predicted values found 
in Partsbandc. 


phaneesaiws. In the linearized model of 


Chapter 6, Problem 68, where virus levels are con- 
trolled by means of RTIs, the open-loop plant 
transfer function was shown to be 

Y(s) —520s — 10.3844 


P = = 
O =T s¥ 42.6817 + 011s + 0.0126 





The amount of RTIs delivered to the patient will 
automatically be calculated by embedding the pa- 
tient in the control loop as G(s) shown in Figure 
P6.20 (Craig, 2004). 


a. In the simplest case, G(s) = K, with K > 0. Note 
that this effectively creates a positive-feedback 
loop because the negative sign in the numerator of 
P(s) cancels out with the negative-feedback sign 
in the summing junction. Use positive-feedback 
rules to plot the root locus of the system. 

b. Now assume G(s) = —K with K > 0. The system 
is now a negative-feedback system. Use negative- 
feed-back rules to draw the root locus. Show that 
in this case the system will be closed-loop stable 
for all K > 0. 


Hybrid vehicle. In chapter 7, MATLAB 


Figure P7.34 shows the r ML 
block diagram of the speed control of 
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an HEV rearranged as a unity feedback 
system (Preitl, 2007). 

Let the transfer function of the speed 
controller be 





a. Assume first that the speedcontroller 


is configured as a proportional con- 
troller (Kr,, = 0 and Ggc(s) = Kp). Cal- 
culate the forward-path open-loop 
poles. Now use MATLAB to plot the sys- 
tems root locus and find the gain, Kp,. 
that yields a critically damped 








Experiment 8.1 
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closed-loop response. Finally, plot 
the time-domain response, c(t), for 
a unit-step input using MATLAB. Note 
on the curve the rise time, T,, and 
settling time, Ts. 

Now add an integral gain, K;,., to the 
controller, such that Ky,./Kp,. = 0.4. 
Use MATLAB to plot the root locus and 
find the proportional gain, Kp,., that 
could lead to a closed-loop unit-step 
response with 10% overshoot. Plot c(t) 
using MATLAB and note on the curve the 
peak time, Tp, and settling time, Ts. 
Does the response obtained resemble a 
second-order underdamped response? 








COIs cyber Exploration Laboratory FD 


Objective To verify the effect of open-loop poles and zeros upon the shape of the 
root locus. To verify the root locus as a tool for estimating the effect of open-loop 
gain upon the transient response of closed-loop systems. 


MAPAGOM PDF 'Erihlatieer MAT AP and the Control System 


Toolb 
Prelab 


1. Sketch two possibilities for the root locus of a unity negative-feedback system 
with the open-loop pole-zero configuration shown in Figure P8.27. 








jo 
A 
x x% X > 0 
FIGURE P8.27 
K(s + 1.5) 


2. If the open-loop system of Prelab 1 is G(s) = 





imate th 
Choise 


percent overshoot at the following values of gain, K: 20, 50, 85, 200, and 700. 


Lab 


1. Using Matlab’s SISO Design Tool, set up a negative unity feedback system with 


K(s + 6) 





G(s) 


~ s(s +0.5)(s + 10) 


to produce a root locus. For convenience, set up the zero 


Cyber Exploration Laboratory 


at —6 using SISO Design Tool’s compensator function by simply dragging a zero 
to —6 on the resulting root locus. Print the root locus for the zero at —6. Move the 
zero to the following locations and print out a root locus at each location: —2, 
—1.5, —1.37, and —1.2. 
2. Using Matlab’s SISO Design Tool, set up a negative unity feedback system with 
CGE K(s + 1.5) 
s(s +0.5)(s + 10) 
Design Tool to show step responses. Using the values of K specified in Prelab 2, 
record the percent overshoot and settling time and print the root loci and step 
response for each value of K. 


Postlab 


1. Discuss your findings from Prelab 1 and Lab 1. What conclusions can you draw? 





to produce a root locus. Open the LTI Viewer for SISO 


2. Make a table comparing percent overshoot and settling time from your calcula- 
tions in Prelab 2 and your experimental values found in Lab 2. Discuss the 
reasons for any discrepancies. What conclusions can you draw? 


Experiment 8.2 
Objective To use MATLAB to design the gain of a controller via root locus. 


Minimum Required Software Package MATLAB with the Control Sys- 
tems Toolbox. 


Prelab The open-loop system NPE) Ror Pry HAS ces taxis 


Advanced Research Manipulator IT {ARM II) electromechanical shoulder joint/ 
link, actuated by an armature-controlled dc servomotor is shown in Figure P8.28. 
The ARM II shoulder joint constant parameters are K, = 12, L = 0.006 H, R = 1.4 Q, 
K, = 0.00867, n =200, Km = 4.375, J=J,+J_/n’, D= Dm + Di/n, JL =1, DE =0.5, 

Jm = 0.00844, and D, = 0.00013(Craig, 2005), (Nyzen, 1999), (Williams, 1994). 

OL (s) 

Vrep(s) 

b. The loop is to be closed by cascading a controller, G(s) = Kps + Kp, with G(s) in 
the forward path forming an equivalent forward-transfer function, 
G.(s) = G.(s)G(s). Parameters of G,(s) will be used to design a desired transient 
performance. The input to the closed-loop system is a voltage, V;(s), representing 
the desired angular displacement of the robotic joint with a ratio of 1 volt equals 
1 radian. The output of the closed-loop system is the actual angular displacement 
of the joint, 6, (s). An encoder in the feedback path, Ke, converts the actual joint 
displacement to a voltage with a ratio of 1 radian equals 1 volt. Draw the closed- 
loop system showing all transfer functions. 





a. Obtain the equivalent open-loop transfer function, G(s) = 


c. Find the closed-loop transfer function. 


Armature circuit 
& Gears & 


Amp motor dynamics integrator 


Vref K, 1/ 0, 
of + m un Ly 
> K, O9 >| (Ls+R)Js+D) ae 

L K, «—— 


Back emf 
FIGURE P8.28 Open-loop model for ARM Il 
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K 
Lab Let = = 4 and use MATLAB to design the value of Kp to yield a step 
D 


response with a maximum percent overshoot of 0.2%. 
Postlab 


1. Discuss the success of your design. 
2. Is the steady-state error what you would expect? Give reasons for your answer. 


Experiment 8.3 
Objective To use LabVIEW to design the gain of a controller via root locus. 


Minimum Required Software Package LabVIEW with the Control Design 
and Simulation Module, and the MathScript RT Module. 


Prelab Complete the Prelab to Experiment 8.2 if you have not already done so. 


K 
Lab Let = = 4. Use LabVIEW to open and customize the Interactive Root 
D 


Locus VI from the Examples in order to implement a design of Kp to yield a step 
response with a maximum percent overshoot of 0.2%. Use a hybrid graphical/ 
MathScript approach. 


Postlab 


1. Discuss the success of your design. 
2. Is the steady-state error what you would expect? Give reasons for your answer. 
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@ chapter Learning Outcomes $ 
After completing this chapter the ARAGR BPE Enhancer 


Use the root locus to design cascade compensators to improve the steady-state error 
(Sections 9.1-9.2) 


Use the root locus to design cascade compensators to improve the transient 
response (Section 9.3) 


Use the root locus to design cascade compensators to improve both the steady-state 
error and the transient response (Section 9.4) 


Use the root locus to design feedback compensators to improve the transient 
response (Section 9.5) 


Realize the designed compensators physically (Section 9.6) 


@ case Study Learning Outcomes $ 


You will be able to demonstrate your knowledge of the chapter objectives with case 
studies as follows: 


Given the antenna azimuth position control system shown on the front endpapers, 
you will be able to design a cascade compensator to meet transient response and 
steady-state error specifications. 


Given the pitch or heading control system for the UFSS vehicle shown on the back 
endpapers, you will be able to design a cascade or feedback compensator to meet 
transient response specifications. 
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@ 9.1 Introduction 


In Chapter 8, we saw that the root locus graphically displayed both transient response 
and stability information. The locus can be sketched quickly to get a general idea of the 
changes in transient response generated by changes in gain. Specific points on the 
locus also can be found accurately to give quantitative design information. 

The root locus typically allows us to choose the proper loop gain to meet a 
transient response specification. As the gain is varied, we move through different 
regions of response. Setting the gain at a particular value yields the transient 
response dictated by the poles at that point on the root locus. Thus, we are limited 
to those responses that exist along the root locus. 


Improving Transient Response 

Flexibility in the design of a desired transient response can be increased if we can 
design for transient responses that are not on the root locus. Figure 9.1(a) illustrates 
the concept. Assume that the desired transient response, defined by percent over- 
shoot and settling time, is represented by point B. Unfortunately, on the current root 
locus at the specified percent overshoot, we only can obtain the settling time 
represented by point A after a simple gain adjustment. Thus, our goal is to speed 
up the response at A to that of B, without affecting the percent overshoot. This 
increase in speed cannot be accomplished by a simple gain adjustment, since point B 
does not lie on the root locus. Figure 9.1(b) illustrates the improvement in the 
transient response we seek: The faster response has the same percent overshoot as 
the slower response. 
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FIGURE 9.1 a. Sample root 
locus, showing possible design 
point via gain adjustment (A) 
and desired design point that 
cannot be met via simple gain 
adjustment (B); b. responses >t 
from poles at A and B (b) 








9.1 Introduction 


One way to solve our problem is to replace the existing system with a system 
whose root locus intersects the desired design point, B. Unfortunately, this replace- 
ment is expensive and counterproductive. Most systems are chosen for character- 
istics other than transient response. For example, an elevator cage and motor are 
chosen for speed and power. Components chosen for their transient response may 
not necessarily meet, for example, power requirements. 

Rather than change the existing system, we augment, or compensate, the 
system with additional poles and zeros, so that the compensated system has a root 
locus that goes through the desired pole location for some value of gain. One of the 
advantages of compensating a system in this way is that additional poles and zeros 
can be added at the low-power end of the system before the plant. Addition of 
compensating poles and zeros need not interfere with the power output require- 
ments of the system or present additional load or design problems. The compensat- 
ing poles and zeros can be generated with a passive or an active network. 

A possible disadvantage of compensating a system with additional open-loop 
poles and zeros is that the system order can increase, with a subsequent effect on the 
desired response. In Chapters 4 and 8, we discussed the effect of additional closed- 
loop poles and zeros on the transient response. At the beginning of the design 
process discussed in this chapter, we determine the proper location of additional 
open-loop poles and zeros to yield the desired second-order closed-loop poles. 
However, we do not know the location of the higher-order closed-loop poles until the 
end of the design. Thus, we should evaluate the transient response through simula- 
tion after the design is complete to be sure the requirements have been met. 

In Chapter 12, when we discuss state-space design, the disadvantage of finding 
the location of higher-order closed-loop poles after the design will be eliminated by 


techniques that allow the designer pa 
A ig 


sai ‘Ppp mnhanderet 
loop poles at the beginning of th TO 


n Process. 

One method of compensating for transient response that will be discussed later 
is to insert a differentiator in the forward path in parallel with the gain. We can 
visualize the operation of the differentiator with the following example. Assuming a 
position control with a step input, we note that the error undergoes an initial large 
change. Differentiating this rapid change yields a large signal that drives the plant. 
The output from the differentiator is much larger than the output from the pure gain. 
This large, initial input to the plant produces a faster response. As the error 
approaches its final value, its derivative approaches zero, and the output from 
the differentiator becomes negligible compared to the output from the gain. 


Improving Steady-State Error 

Compensators are not only used to improve the transient response of a system; they 
are also used independently to improve the steady-state error characteristics. 
Previously, when the system gain was adjusted to meet the transient response 
specification, steady-state error performance deteriorated, since both the transient 
response and the static error constant were related to the gain. The higher the gain, 
the smaller the steady-state error, but the larger the percent overshoot. On the other 
hand, reducing gain to reduce overshoot increased the steady-state error. If we use 
dynamic compensators, compensating networks can be designed that will allow us to 
meet transient and steady-state error specifications simultaneously.' We no longer 


'The word dynamic describes compensators with noninstantaneous transient response. The transfer 
functions of such compensators are functions of the Laplace variable, s, rather than pure gain. 


457 


458 


Chapter 9 Design via Root Locus 











Cascade Original 
compensator controller Plant 
Cs) 
~ 
Original 
controller Plant 
C(s) 
m 






Feedback 
compensator 





FIGURE 9.2 Compensation 
techniques: a. cascade; 
b. feedback (b) 


need to compromise between transient response and steady-state error, as long as 
the system operates in its linear range. 

In Chapter 7, we learned that steady-state error can be improved by adding an 
open-loop pole at the origin in the forward path, thus increasing the system type and 
driving the associated steady-state error to zero. This additional pole at the origin 
requires an ae for its realization. 

Apa PDFn harce P'oved with the addition of differ- 
entiati see state error is improved with the addition of integration in the 
forward path. 


Configurations 

Two configurations of compensation are covered in this chapter: cascade compen- 
sation and feedback compensation. These methods are modeled in Figure 9.2. With 
cascade compensation, the compensating network, G(s), is placed at the low-power 
end of the forward path in cascade with the plant. If feedback compensation is used, 
the compensator, H,(s), is placed in the feedback path. Both methods change the 
open-loop poles and zeros, thereby creating a new root locus that goes through the 
desired closed-loop pole location. 


Compensators 

Compensators that use pure integration for improving steady-state error or pure 
differentiation for improving transient response are defined as ideal compensators. 
Ideal compensators must be implemented with active networks, which, in the case of 
electric networks, require the use of active amplifiers and possible additional power 
sources. An advantage of ideal integral compensators is that steady-state error is 
reduced to zero. Electromechanical ideal compensators, such as tachometers, are 
often used to improve transient response, since they can be conveniently interfaced 
with the plant. 

Other design techniques that preclude the use of active devices for compen- 
sation can be adopted. These compensators, which can be implemented with passive 
elements such as resistors and capacitors, do not use pure integration and differen- 
tiation and are not ideal compensators. Advantages of passive networks are that they 
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are less expensive and do not require additional power sources for their operation. 
Their disadvantage is that the steady-state error is not driven to zero in cases where 
ideal compensators yield zero error. 

Thus, the choice between an active or a passive compensator revolves around 
cost, weight, desired performance, transfer function, and the interface between the 
compensator and other hardware. In Sections 9.2, 9.3, and 9.4, we first discuss 
cascade compensator design using ideal compensation and follow with cascade 
compensation using compensators that are not implemented with pure integration 
and differentiation. 


9.2 een Steady-State Error 
via Cascade Compensation 


In this section, we discuss two ways to improve the steady-state error of a feedback 
control system using cascade compensation. One objective of this design is to 
improve the steady-state error without appreciably affecting the transient response. 

The first technique is ideal integral compensation, which uses a pure integrator 
to place an open-loop, forward-path pole at the origin, thus increasing the system 
type and reducing the error to zero. The second technique does not use pure 
integration. This compensation technique places the pole near the origin, and 
although it does not drive the steady-state error to zero, it does yield a measurable 
reduction in steady-state error. 

While the first technique reduces the steady-state error to zero, the compen- 
sator must be implemented with Rp eprkp pe SENF antero 
technique, although it does not redute the’error to zero, does have the advantage 
that it can be implemented with a less expensive passive network that does not 
require additional power sources. 

The names associated with the compensators come either from the method of 
implementing the compensator or from the compensator’s characteristics. Systems 
that feed the error forward to the plant are called proportional control systems. 
Systems that feed the integral of the error to the plant are called integral control 
systems. Finally, systems that feed the derivative of the error to the plant are called 
derivative control systems. Thus, in this section we call the ideal integral compensator 
a proportional-plus-integral (PI) controller, since the implementation, as we will see, 
consists of feeding the error (proportional) plus the integral of the error forward to 
the plant. The second technique uses what we call a lag compensator. The name of 
this compensator comes from its frequency response characteristics, which will be 
discussed in Chapter 11. Thus, we use the name PI controller interchangeably with 
ideal integral compensator, and we use the name lag compensator when the cascade 
compensator does not employ pure integration. 


Ideal Integral Compensation (PI) 
Steady-state error can be improved by placing an open-loop pole at the origin, 
because this increases the system type by one. For example, a Type 0 system 
responding to a step input with a finite error responds with zero error if the system 
type is increased by one. Active circuits can be used to place poles at the origin. Later 
in this chapter, we show how to build an integrator with active electronic circuits. 
To see how to improve the steady-state error without affecting the transient 
response, look at Figure 9.3(a). Here we have a system operating with a desirable 
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transient response generated by the closed-loop poles at A. If we add a pole at the 
origin to increase the system type, the angular contribution of the open-loop poles at 
point A is no longer 180°, and the root locus no longer goes through point A, as 
shown in Figure 9.3(b). 

To solve the problem, we also add a zero close to the pole at the origin, as shown 
in Figure 9.3(c). Now the angular contribution of the compensator zero and compen- 
sator pole cancel out, point A is still on the root locus, and the system type has been 
increased. Furthermore, the required gain at the dominant pole is about the same as 
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before compensation, since the ratio of lengths from the compensator pole and the 
compensator zero is approximately unity. Thus, we have improved the steady-state 
error without appreciably affecting the transient response. A compensator with a pole 
at the origin and a zero close to the pole is called an ideal integral compensator. 

In the example that follows, we demonstrate the effect of ideal integral compen- 
sation. An open-loop pole will be placed at the origin to increase the system type and 
drive the steady-state error to zero. An open-loop zero will be placed very close to the 
open-loop pole at the origin so that the original closed-loop poles on the original root 
locus still remain at approximately the same points on the compensated root locus. 


Example 9.1 





Effect of an Ideal Integral Compensator 


PROBLEM: Given the system of Figure 9.4(a), operating with a damping ratio of 
0.174, show that the addition of the ideal integral compensator shown in Figure 9.4(b) 
reduces the steady-state error to zero for a step input without appreciably affecting 
transient response. The compensating network is chosen with a pole at the origin 
to increase the system type and a zero at —0.1, close to the compensator pole, so that 
the angular contribution of the compensator evaluated at the original, dominant, 
second-order poles is approximately zero. Thus, the original, dominant, second-order 
closed-loop poles are still approximately on the new root locus. 


SOLUTION: We first analyze the uncompensated system and determine the loca- 
tion of the dominant, second-order poles. Next we evaluate the uncompensated 
steady-state error for a unit seApago rPDEus Bnhanoexrted 
system is shown in Figure 9.5. 

A damping ratio of 0.174 is represented by a radial line drawn on the s-plane at 
100.02°. Searching along this line with the root locus program discussed in Appendix 
H at www.wiley.com/college/nise, we find that the dominant poles are 0.694 + j3.926 
for a gain, K, of 164.6. Now look for the third pole on the root locus beyond —10 on 
the real axis. Using the root locus program and searching for the same gain as that of 
the dominant pair, K = 164.6, we find that the third pole is approximately at —11.61. 
This gain yields K, = 8.23. Hence, the steady-state error is 
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FIGURE 9.5 Root locus for uncompensated system of Figure 9.4(a) 


Adding an ideal integral compensator with a zero at —0.1, as shown in Figure 
9.4(b), we obtain the root locus shown in Figure 9.6. The dominant second-order 
ihe Apaga the third a= ond En es the gain are approximately the same as for 
the APAGA POE En Enhancer the compensated root locus is 
between the men and —0.1. Searching this region for the same gain at the 
dominant pair, K = 158.2, the fourth closed-loop pole is found at —0.0902, close 
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FIGURE 9.6 Root locus for compensated system of Figure 9.4(b) 
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enough to the zero to cause pole-zero cancellation. Thus, the compensated 
system’s closed-loop poles and gain are approximately the same as the un- 
compensated system’s closed-loop poles and gain, which indicates that the 
transient response of the compensated system is about the same as the un- 
compensated system. However, the compensated system, with its pole at the 
origin, is a Type 1 system; unlike the uncompensated system, it will respond to a 
step input with zero error. 

Figure 9.7 compares the uncompensated response with the ideal integral 
compensated response. The step response of the ideal integral compensated system 
approaches unity in the steady state, while the uncompensated system approaches 
0.892. Thus, the ideal integral compensated system responds with zero steady-state 
error. The transient response of Apago PPR enhancers 
compensated systems is the same upto approximately 3 seconds. After that time the 
integrator in the compensator, shown in Figure 9.4(b), slowly compensates for the 
error until zero error is finally reached. The simulation shows that it takes 18 seconds 
for the compensated system to reach to within +2% of the final value of unity, while 
the uncompensated system takes about 6 seconds to settle to within +2% of its final 
value of 0.892. The compensation at first may appear to yield deterioration in the 
settling time. However, notice that the compensated system reaches the un- 
compensated system’s final value in about the same time. The remaining time is 
used to improve the steady-state error over that of the uncompensated system. 











A method of implementing an ideal integral compensator is shown in Figure 9.8. 
The compensating network precedes G(s) and is an ideal integral compensator since 


Ko 
K Kı STE 
Gisko = (+4) (9.2) 
S S 





Integral (I) 








FIGURE 9.8 PI controller 
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The value of the zero can be adjusted by varying K2/K;. In this implementation, the 
error and the integral of the error are fed forward to the plant, G(s). Since Figure 9.8 
has both proportional and integral control, the ideal integral controller, or compen- 
sator, is given the alternate name PI controller. Later in the chapter we will see how to 
implement each block, K, and K2/s. 


Lag Compensation 
Ideal integral compensation, with its pole on the origin, requires an active integrator. 
If we use passive networks, the pole and zero are moved to the left, close to the 
origin, as shown in Figure 9.9(c). One may guess that this placement of the pole, 
although it does not increase the system type, does yield an improvement in the static 
error constant over an uncompensated system. Without loss of generality, we 
demonstrate that this improvement is indeed realized for a Type 1 system. 

Assume the uncompensated system shown in Figure 9.9(a). The static error 
constant, K,,,, for the system is 

ka sas (9.3) 
PiP2°** 
Assuming the lag compensator shown in Figure 9.9(b) and (c), the new static error 
constant is 
(K 21 22 -++)(Ze) 


ae COT e (2:4) 


What is the effect on the transient response? Figure 9.10 shows the effect on the 
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sho agoi : nena ADTLG ET to be the dominant pole. If the lag 


compensator pole and zero are close together, the angular contribution of the 
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FIGURE 9.9 a. Type 1 uncompensated system; b. Type 1 compensated system; c. compensator 
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FIGURE 9.10 Root locus: a. before lag compensation; b. after lag compensation 


compensator to point P is approximately zero degrees. Thus, in Figure 9.10(b), where 
the compensator has been added, point P is still at approximately the same location 
on the compensated root locus. 

What is the effect on the required gain, K? After inserting the compensator, we 
find that K is virtually the same for the uncompensated and compensated systems, 
since the lengths of the vectors drawn from the lag compensator are approximately 
equal and all other vectors have not changed appreciably. 

Now, what improvement can we expect in the steady-state error? Since we 


established that the gain, K, is abo the same for. EFKE and compen- 
sated systems, we can substitute ARagQ (S: d o ance 


Kir = Ke SRK (9.5) 


Cc 


Equation (9.5) shows that the improvement in the compensated system’s K, 
over the uncompensated system’s K, is equal to the ratio of the magnitude of the 
compensator zero to the compensator pole. In order to keep the transient response 
unchanged, we know the compensator pole and zero must be close to each other. 
The only way the ratio of z, to pe can be large in order to yield an appreciable 
improvement in steady-state error and simultaneously have the compensator’s 
pole and zero close to each other to minimize the angular contribution is to place 
the compensator’s pole-zero pair close to the origin. For example, the ratio of ze to 
Pe can be equal to 10 if the pole is at —0.001 and the zero is at —0.01. Thus, the ratio 
is 10, yet the pole and zero are very close, and the angular contribution of the 
compensator is small. 

In conclusion, although the ideal compensator drives the steady-state error 
to zero, a lag compensator with a pole that is not at the origin will improve the 
static error constant by a factor equal to z,/p,. There also will be a minimal effect 
upon the transient response if the pole-zero pair of the compensator is placed 
close to the origin. Later in the chapter we show circuit configurations for the lag 
compensator. These circuit configurations can be obtained with passive networks 
and thus do not require the active amplifiers and possible additional power 
supplies that are required by the ideal integral (PI) compensator. In the following 
example we design a lag compensator to yield a specified improvement in steady- 
state error. 
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FIGURE 9.11 Compensated 
system for Example 9.2 
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Example 9.2 





Lag Compensator Design 


PROBLEM: Compensate the system of Figure 9.4(a), whose root locus is shown in 
Figure 9.5, to improve the steady-state error by a factor of 10 if the system is 
operating with a damping ratio of 0.174. 


SOLUTION: The uncompensated system error from Example 9.1 was 0.108 with 
K, = 8.23. A tenfold improvement means a steady-state error of 


Aja rains (9.6) 
10 
Since 


rearranging and solving for the required K, yields 


1—e(co) 1-— 0.0108 
K, = = = 91.5 8 
e(0o) 00108 (2a 





The improvement in K, from the uncompensated system to the compensated 
system is the required ratio of the compensator zero to the compensator pole, or 


Apago PDF Enhancer! (9.9) 


Arbitrarily selecting 
Pe = 0.01 (9.10) 


we use Eq. (9.9) and find 
Ze = 11.13p, œ~ 0.111 (9.11) 


Let us now compare the compensated system, shown in Figure 9.11, with the 
uncompensated system. First sketch the root locus of the compensated system, as 
shown in Figure 9.12. Next search along the ¢ = 0.174 line for a multiple of 180° and 
find that the second-order dominant poles are at —0.678 + j3.836 with a gain, K, of 
158.1. The third and fourth closed-loop poles are at —11.55 and —0.101, respec- 
tively, and are found by searching the real axis for a gain equal to that of the 
dominant poles. All transient and steady-state results for both the uncompensated 
and the compensated systems are shown in Table 9.1. 

The fourth pole of the compensated system cancels its zero. This leaves the 
remaining three closed-loop poles of the compensated system very close in value to 
the three closed-loop poles of the uncompensated system. Hence, the transient 





Compensator Plant 


R(s) + E(s) | K(s+0.111) 1 C(s) a 
F (+0.01) G+ DE + 2s + 10) 
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€=0.174 






— 0.678 + j3.836 





K = 158.1 
s-plane 
100.02° 
x% x f f | = o 
11.55 10 8 6 4 -2 Compensator pole 





at —0.01 


= Fourth closed-loop 
X = Closed-loop pole pole at —0.101 


X = Open-loop pole 





response of both systems is approximately the same, as is the system gain, but notice 

that the steady-state error of the compensated system is 1/9.818 that of the un- 

compensated system and is close to the design specification of a tenfold improvement. 
Figure 9.13 shows the effect of the lag compensator in the time domain. Even 


though the transient responses Apa PDF vERHaHeet* 
tems are the same, the lag-compensate = hee exhibits less steady-state error by 
approaching unity more closely than the uncompensated system. 

We now examine another design possibility for the lag compensator and 
compare the response to Figure 9.13. Let us assume a lag compensator whose pole 
and zero are 10 times as close to the origin as in the previous design. The results are 
compared in Figure 9.14. Even though both responses will eventually reach 
approximately the same steady-state value, the lag compensator previously de- 
signed, G,(s) = (s + 0.111)/(s + 0.01), approaches the final value faster than the 
proposed lag compensator, G,(s) = (s + 0.0111) /(s + 0.001). We can explain this 
phenomenon as follows. From Table 9.1, the previously designed lag compensator 


TABLE 9.1 Predicted characteristics of uncompensated and lag-compensated systems for 
Example 9.2 





Parameter Uncompensated Lag-compensated 





Plant and compensator K a) 











(s+ 1)(s+ 2)(s + 10) (s+ 1)(s + 2)(s + 10)(s + 0.01) 

K 164.6 158.1 

Kp 8.23 87.75 

e(co) 0.108 0.011 

Dominant second-order poles —0.694 + j3.926 —0.678 + j3.836 

Third pole —11.61 —11.55 

Fourth pole None —0.101 

Zero None —0.111 
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FIGURE 9.12 Root locus for 
compensated system of 
Figure 9.11 


Trylt 9.1 


Use the following MATLAB 
and Control System Toolbox 
statements to reproduce 
Figure 9.13. 


Gu=zpk([],... 
[=1=2=10), 164.6); 
ibe=Zzpk((-0.1711),... 
ESO aU 
Gce=Gu*Gc; 
Tu=feedback (Gu, 1); 
Tc=feedback (Gce, 1); 
step (Tu) 

hold 

step(Tc) 
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Lag-compensated 






Uncompensated 
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=) 
























0.6 
0.4 
FIGURE 9.13 Step responses 0.2 
of uncompensated and 0 | l ic 3 
lag-compensated systems for 0 5 10 15 20 
Example 9.2 Time (seconds) 
A 
1.4 H 
1:2 Gs) = (s a 
1.0 } — 
$ Cw - CHOND 
> 9) = 640.001) 
FIGURE 9.14 Step responses 
of the SDagGonpPDF ! a 
using different lag 0 5 10 15 20 
compensators Time (seconds) 


has a fourth closed-loop pole at —0.101. Using the same analysis for the new lag 
compensator with its open-loop pole 10 times as close to the imaginary axis, we 
find its fourth closed-loop pole at —0.01. Thus, the new lag compensator has a 
closed-loop pole closer to the imaginary axis than the original lag compensator. 
This pole at —0.01 will produce a longer transient response than the original pole 
at —0.101, and the steady-state value will not be reached as quickly. 








WileyPLUS 


Control Solutions 


Skill-Assessment Exercise 9.1 





PROBLEM: A unity feedback system with the forward transfer function 


K 
G= s(s +7) 





is operating with a closed-loop step response that has 15% overshoot. Do the 
following: 


a. Evaluate the steady-state error for a unit ramp input. 
b. Design a lag compensator to improve the steady-state error by a factor of 20. 


9.3 Improving Transient Response via Cascade Compensation 


c. Evaluate the steady-state error for a unit ramp input to your compensated 
system. 


d. Evaluate how much improvement in steady-state error was realized. 


ANSWERS: 
a. Cramp(00) = 0.1527 
s+0.2 
be Cael = a ool 


€. @ramp(00) = 0.0078 


d. 19.58 times improvement 


The complete solution is at www.wiley.com/college/nise. 
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9.3 lk Transient Response 
via Cascade Compensation 


Since we have solved the problem of improving the steady-state error without 
affecting the transient response, let us now improve the transient response itself. In 
this section, we discuss two ways to improve the transient response of a feedback 
control system by using cascade Apego TEDF thtiriitarreedesen a 
response that has a desirable percent overshoot and a shorter settling time than the 
uncompensated system. 

The first technique we will discuss is ideal derivative compensation. With ideal 
derivative compensation, a pure differentiator is added to the forward path of the 
feedback control system. We will see that the result of adding differentiation is the 
addition of a zero to the forward-path transfer function. This type of compensation 
requires an active network for its realization. Further, differentiation is a noisy 
process; although the level of the noise is low, the frequency of the noise is high 
compared to the signal. Thus, differentiating high-frequency noise yields a large, 
unwanted signal. 

The second technique does not use pure differentiation. Instead, it approx- 
imates differentiation with a passive network by adding a zero and a more distant 
pole to the forward-path transfer function. The zero approximates pure differentia- 
tion as described previously. 

As with compensation to improve steady-state error, we introduce names 
associated with the implementation of the compensators. We call an ideal deriva- 
tive compensator a proportional-plus-derivative (PD) controller, since the imple- 
mentation, as we will see, consists of feeding the error (proportional) plus 
the derivative of the error forward to the plant. The second technique uses a 
passive network called a lead compensator. As with the lag compensator, the name 
comes from its frequency response, which is discussed in Chapter 11. Thus, we use 
the name PD controller interchangeably with ideal derivative compensator, and 
we use the name lead compensator when the cascade compensator does not employ 
pure differentiation. 
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-0.939 + j2.151 
K = 23.72 
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Ideal Derivative Compensation (PD) 
The transient response of a system can be selected by choosing an appropriate 
closed-loop pole location on the s-plane. If this point is on the root locus, then a 
simple gain adjustment is all that is required in order to meet the transient response 
specification. If the closed-loop pole location is not on the root locus, then the root 
locus must be reshaped so that the compensated (new) root locus goes through the 
selected closed-loop pole location. In order to accomplish the latter task, poles and 
zeros can be added in the forward path to produce a new open-loop function whose 
root locus goes through the design point on the s-plane. One way to speed up the 
original system that generally works is to add a single zero to the forward path. 
This zero can be represented by a compensator whose transfer function is 


G-(s) =5 + Z (9.12) 


This function, the sum of a differentiator and a pure gain, is called an ideal derivative, 
or PD controller. Judicious choice of the position of the compensator zero can 
quicken the response over the uncompensated system. In summary, transient 
responses unattainable by a simple gain adjustment can be obtained by augmenting 
the system’s poles and zeros with an ideal derivative compensator. 

We now show that ideal derivative compensation speeds up the response of a 
system. Several simple examples are shown in Figure 9.15, where the uncompensated 
system of Figure 9.15(a), operating with a damping ratio of 0.4, becomes a compensated 
system by the addition of a compensating zero at —2, —3, and —4 in Figures 9.15(b), (c), 
and (d), respectively. In each design, the zero is moved to a different position, and the 
root locus is shown. For each compensated case, the dominant, second-order poles are 
farther out along the 0.4 damping ratio line than the uncompensated system. 

Ge PDBPsaknhancdemant poles with the same damping 
ratio as the uncompensated case. Thus, we predict that the percent overshoot will be 
the same for each case. 

Also, the compensated, dominant, closed-loop poles have more negative real 
parts than the uncompensated, dominant, closed-loop poles. Hence, we predict that 
the settling times for the compensated cases will be shorter than for the 


Ja o=04 10 


J177 -3 + j6.874 
K=51.25 


č =0.4 4 j5 


4 j4  s-plane 








Third 
pole 
<y% i 
6 5 4 








X = Closed-loop pole 
X = Open-loop pole 








X = Closed-loop pole 
X = Open-loop pole 





(a) (b) 


FIGURE 9.15 Using ideal derivative compensation: a. uncompensated; b. compensator zero at —2; (figure continues) 
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A ry 
47 4 j7 
C= oe ¢=04 
7 16 J j6 
-2.437 + j5.583 
K = 35.34 4 j5 4 j5 
—1.869 + j4.282 
4 j4 s-plane K=20.76 s-plane 
473 
4 j2 
Third Third 
pole 113.6° pole 113.6° 
—_x | © = o O = o 
6 -5 4 -3 -6 5 4 -3 
X = Closed-loop pole X = Closed-loop pole 
X = Open-loop pole X = Open-loop pole 
(c) (d) 


FIGURE 9.15 (Continued ) c. compensator zero at —3; d. compensator zero at —4. 
uncompensated case. The compensated, dominant, closed-loop poles with the more 
negative real parts will have the shorter settling times. The system in Figure 9.15(b) 
will have the shortest settling time. 

All of the compensated systems will have smaller peak times than the 


uncompensated system, since the,ima igo PPE Ep ensated systems 
are larger. The system of Figure ARAG a ma nhancer 
Also notice that as the zero is placed farther from the dominant poles, 


the closed-loop, compensated dominant poles move closer to the origin and 
to the uncompensated, dominant closed-loop poles. Table 9.2 summarizes the 


TABLE 9.2 Predicted characteristics for the systems of Figure 9.15 


Plant and compensator 


Dom, poles 
K 


Third pole 
Zero 


Comments 














Uncompensated Compensation b Compensation c Compensation d 
K K(s +2) K(s +3) K(s +4) 

(s+ 1)(s+2)(s+5) (s+ 1)(s+2)(s+5) (s+ 1)(s+2)(s +5) (s+ 1)(s+2)(s+5) 

—0.939 + j2.151 —3 + j6.874 —2.437 + j5.583 —1.869 + j4.282 

23.72 51.25 35.34 20.76 

0.4 0.4 0.4 0.4 

2.347 75 6.091 4.673 

25.38 25.38 25.38 25.38 

4.26 1.33 1.64 2.14 

1.46 0.46 0.56 0.733 

2.372 10.25 10.6 8.304 

0.297 0.089 0.086 0.107 

—6.123 None —3.127 —4.262 

None None —3 —4 

Second-order Pure Second-order Second-order 

approx. OK second-order approx. OK approx. OK 
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4 Zero at -2 Zero at —4 Uncompensated 
1.25 Zero at -3 
1.00 
a 0.75 
at 
0.50 
0.25 
FIGURE 9.16 Uncompensated 
system and ideal derivative 0 
compensation solutions from 0 1.5 3.0 4.5 


Table 9.2 Time (seconds) 


results obtained from the root locus of each of the design cases shown in 
Figure 9.15. 

In summary, although compensation methods c and d yield slower responses 
than method b, the addition of ideal derivative compensation shortened the response 
time in each case while keeping the percent overshoot the same. This change can best 
be seen in the settling time and peak time, where there is at least a doubling of speed 
across all of the cases of compensation. An added benefit is the improvement in the 
steady-state error, even though lag compensation was not used. Here the steady-state 
error of the compensated system is at least one-third that of the uncompensated 
system, as seen by e(oo) and K,. All systems in Table 9.2 are Type 0, and some steady- 
statę error is ae =) The tader ust not assume that, in general, improvement in 

tranbRag@se RAE DE i enhancer i in steady-state error. 

The time response of each case in Table 9.2 is shown in Figure 9.16. We see that 
the compensated responses are faster and exhibit less error than the uncompensated 
response. 

Now that we have seen what ideal derivative compensation can do, we are 
ready to design our own ideal derivative compensator to meet a transient response 
specification. Basically, we will evaluate the sum of angles from the open-loop poles 
and zeros to a design point that is the closed-loop pole that yields the desired 
transient response. The difference between 180° and the calculated angle must be the 
angular contribution of the compensator zero. Trigonometry is then used to locate 
the position of the zero to yield the required difference in angle. 


Example 9.3 





Ideal Derivative Compensator Design 


PROBLEM: Given the system of Figure 9.17, design an ideal derivative compen- 
sator to yield a 16% overshoot, with a threefold reduction in settling time. 


gi SOLUTION: Let us first evaluate the performance of the un- 
S 





R(s) + E(s) K 
X S(s + 4)(s + 6) 


» compensated system operating with 16% overshoot. The root locus 
for the uncompensated system is shown in Figure 9.18. Since 16% 
overshoot is equivalent to ¢ = 0.504, we search along that damping 








FIGURE 9.17 Feedback control system for Tatio line for an odd multiple of 180° and find that the dominant, 
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second-order pair of poles is at —1.205 + j2.064. Thus, the settling 
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č = 0.504 


-1.205 + j2.064 
K =43.35 





-7.59 -7 6 5 4 3 2 1 0 





X = Closed-loop pole 





X = Open-loop pole 


FIGURE 9.18 Root locus for uncompensated system shown in Figure 9.17 


time of the uncompensated system is 


4 4 


Ts = 2 = Taps A (9.13) 


Since our evaluation of percent overshoot and settling time is based upon a 
second-order approximation, we must check the assumption by finding the third 
pole and justifying the second-order approximation. Searching beyond —6 on 
the real axis for a gain equal to the gain of the dominant, second-order pair, 
43.35, we find a third pole at —7.59, which is over six times as far from the jw-axis 
as the dominant, second- on Ap ag WworPkDFubnhancer is 
valid. The transient and steady-state error characteristics of the uncompensated 
system are summarized in Table 9.3. 


TABLE 9.3 Uncompensated and compensated system characteristic of Example 9.3 











Uncompensated Simulation Compensated Simulation 
Plant and compensator — = eis Ee We) 

s(s + 4)(s + 6) s(s + 4)(s + 6) 
Dominant poles —1.205 + j2.064 —3.613 + j6.193 
K 43.35 47.45 
c 0.504 0.504 
On 2.39 7.17 
%OS 16 14.8 16 11.8 
Ts 3.320 3.6 1.107 1.2 
Tp 1.522 1.7 0.507 0.5 
K, 1.806 5.94 
e(co) 0.554 0.168 
Third pole —7.591 —2.775 
Zero None —3.006 
Comments Second-order Pole-zero 


approx. OK not canceling 
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Virtual Experiment 9.1 
PD Controller Design 


Put theory into practice and 
use root-locus to design a PD 
controller for the Quanser Ball 
and Beam using LabVIEW. 
The Ball and Beam is an un- 
stable system, similar to exo- 
thermic chemical processes 
that have to be stabilized to 
avoid overheating. 





Virtual experiments are found 
on WileyPLUS. 
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-3.613 + j6.193 dominant pole | j6 
715 
774 s-plane 
4 J3 
Uncompensated 4 J2 
dominant pole 
-1.205 + j2.064 
120.26° 
FIGURE 9.19 Compensated o 
dominant pole superimposed 759-7 -6 -5 -4 -3 -2|-1 0 
over the uncompensated root X = Closed-loop pole 
locus for Example 9.3 X = Open-loop pole 


Now we proceed to compensate the system. First we find the location of the 
compensated system’s dominant poles. In order to have a threefold reduction in the 
settling time, the compensated system’s settling time will be one-third of Eq. (9.13). 
The new settling time will be 1.107. Therefore, the real part of the compensated 
system’s dominant, second-order pole is 


4 _ 3613 (9.14) 


4 
CS SS SS 
1.107 
Apago PDF Enhancer 
Figure 9.19 shows the designed dominant, second-order pole, with a real part equal 
to —3.613 and an imaginary part of 


wa = 3.613 tan(180° — 120.26’) = 6.193 (9.15) 


Next we design the location of the compensator zero. Input the uncompensated 
system’s poles and zeros in the root locus program as well as the design point 
—3.613 + j6.193 as a test point. The result is the sum of the angles to the design 
point of all the poles and zeros of the compensated system except for those of 
the compensator zero itself. The difference between the result obtained and 
180° is the angular contribution required of the compensator zero. Using the 
open-loop poles shown in Figure 9.19 and the test point, —3.613 + j6.193, which 
is the desired dominant second-order pole, we obtain the sum of the angles as 
—275.6°. Hence, the angular contribution required from the compensator zero 
for the test point to be on the root locus is +275.6° — 180° = 95.6°. The geom- 
etry is shown in Figure 9.20, where we now must solve for —o, the location of 
the compensator zero. 

From the figure, 





6.193 


Thus, o = 3.006. The complete root locus for the compensated system is shown in 
Figure 9.21. 

Table 9.3 summarizes the results for both the uncompensated system and the 
compensated system. For the uncompensated system, the estimate of the transient 
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X = Closed-loop pole 
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location of the compensating 
zero for Example 9.3 


response is accurate since the third pole is at least five times the real part of the 
dominant, second-order pair. The second-order approximation for the compen- 
sated system, however, may be invalid because there is no approximate closed- 
loop third-pole and zero cancellation between the closed-loop pole at —2.775 and 
the closed-loop zero at —3.006. A simulation or a partial-fraction expansion of the 
closed-loop response to compare the residue of the pole at —2.775 to the residues 
of the dominant poles at —3.613 Apay "PDF" Enhanrce¢ 
are shown in the table’s second cofimn for the uncompensated system and the 
fourth column for the compensated system. The simulation results can be 
obtained using MATLAB (discussed at the end of this example) or a program 


jo 
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¢ = 0.504 Jj 
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FIGURE 9.21 Root locus for 
the compensated system of 
Example 9.3 
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A Compensated Uncompensated 








FIGURE 9.22 Uncompensated i j i 
and compensated system step 0 05 10 15 20 25 30 35 40 
responses of Example 9.3 Time (seconds) 





like the state-space step-response program described in Appendix H.1 at www. 
wiley.com/college/nise. The percent overshoot differs by 3% between the un- 
compensated and compensated systems, while there is approximately a threefold 
improvement in speed as evaluated from the settling time. 

The final results are displayed in Figure 9.22, which compares the un- 


compensated system and the faster compensated system. 


MATLAB 
CID Students who are using MATLAB should now run ch9p1 in Appendix B. 


MATLAB will be used to design a PD controller. You will input the 
desiredpercent overshoot fromthe keyboard. MATLAB willplot the 
root locus of the uncompensated system and the percent overshoot 
linApago:ı PDE. Enhancer- gain, after which MATLAB 
will display the performance characteristics of the un- 
compensated systemand plot its step response. Using these char- 
acteristics, you will input the desired settling time. MATLAB 
will design the PD controller, enumerate its performance char- 



































acteristics, andplotastep response. This exercise solves Exam- 
ple 9.3 using MATLAB. 








Once we decide on the location of the compensating zero, 
how do we implement the ideal derivative, or PD controller? The 
ideal integral compensator that improved steady-state error was 
implemented with a proportional-plus-integral (PI) controller. 
The ideal derivative compensator used to improve the transient 
response is implemented with a proportional-plus-derivative 
(PD) controller. For example, in Figure 9.23 the transfer function 
FIGURE 9.23 PD controller of the controller is 








G-(s) = Kos + K, = K2 (+5) (9.17) 
K2 
Hence, K;/K> is chosen to equal the negative of the compensator zero, and K, is 
chosen to contribute to the required loop-gain value. Later in the chapter, we will 
study circuits that can be used to approximate differentiation and produce gain. 
While the ideal derivative compensator can improve the transient response of 
the system, it has two drawbacks. First, it requires an active circuit to perform the 
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differentiation. Second, as previously mentioned, differentiation is a noisy process: 
The level of the noise is low, but the frequency of the noise is high compared to the 
signal. Differentiation of high frequencies can lead to large unwanted signals or 
saturation of amplifiers and other components. The lead compensator is a passive 
network used to overcome the disadvantages of ideal differentiation and still retain 
the ability to improve the transient response. 


Lead Compensation 

Just as the active ideal integral compensator can be approximated with a passive lag 
network, an active ideal derivative compensator can be approximated with a passive 
lead compensator. When passive networks are used, a single zero cannot be 
produced; rather, a compensator zero and a pole result. However, if the pole is 
farther from the imaginary axis than the zero, the angular contribution of the 
compensator is still positive and thus approximates an equivalent single zero. In 
other words, the angular contribution of the compensator pole subtracts from the 
angular contribution of the zero but does not preclude the use of the compensator to 
improve transient response, since the net angular contribution is positive, just as for a 
single PD controller zero. 

The advantages of a passive lead network over an active PD controller are that 
(1) no additional power supplies are required and (2) noise due to differentiation is 
reduced. The disadvantage is that the additional pole does not reduce the number of 
branches of the root locus that cross the imaginary axis into the right—half-plane, 
while the addition of the single zero of the PD controller tends to reduce the number 
of branches of the root locus that cross into the right half-plane. 

Let us first look at the concept behind lead compensation. If we select a desired 
dominant, second-order pole on 6 Ke f , t ii akr È the 
uncompensated system’s poles A ail & PDE oe hi € + . The 
difference between 180° and the sum of the angles must be the angular contribution 
required of the compensator. 

For example, looking at Figure 9.24, we see that 


6) — 01 — 03 — 04 + 05 = (2k + 1)180° (9.18) 


where (62 — 01) = 6, is the angular contribution of the lead compensator. From 
Figure 9.24 we see that 6, is the angle of a ray extending from the design point and 
intersecting the real axis at the pole value and zero value of the compensator. Now 
visualize this ray rotating about the desired closed-loop pole location and 


jo 
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s-plane 





Pe 


Ze P2 Pı Zi 





FIGURE 9.24 Geometry of lead compensation 
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Trylt 9.2 


Use MATLAB, the Control Sys- 
tem Toobox, and the following 
steps to use SISOTOOL to per- 
form the design of Example 9.3. 


1. Type SISOTOOL in the 
MATLAB Command 
Window. 

2. Select Import in the File 
menu of the SISO Design 
for SISO Design Task 
Window. 

3. In the Data field for G, type 
zpk ([],[0,-4,-6], 1) 
and hit ENTER on the 
keyboard. Click OK. 

4. On the Edit menu choose 
SISO Tool Preferences . . . 

and select Zero/pole/gain: 
under the Options tab. 
Click OK. 

5. Right-click on the root locus 
white space and choose De- 
sign Requirements/New . . . 

6. Choose Percent overshoot 
and type in 16. Click OK. 

7. Right-click on the root locus 
white space and choose De- 
sign Requirements/New . . . 

8. Choose Settling time and 
click OK. 

9. Drag the settling time ver- 
tical line to the intersection 
of the root locus and 16% 
overshoot radial line. 

10. Read the settling time at 
the bottom of the window. 

11. Drag the settling time ver- 
tical line to a settling time 
that is 1/3 of the value 
found in Step 9. 

12. Click on a red zero icon in the 
menu bar. Place the zero on 
the root locus real axis by 
clicking again on the real axis. 

13. Left-click on the real-axis 
zero and drag it along the 
real axis until the root locus 
intersects the settling time 
and percent overshoot lines. 

14. Drag a red square along the 
root locus until it is at the 
intersection of the root lo- 
cus, settling time line, and 
the percent overshoot line. 

15. Click the Compensator Ed- 
itor tab of the Control and 
Estimation Tools Manager 
window to see the resulting 
compensator, including the 
gain. 
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FIGURE 9.25 Three of the 
infinite possible lead 
compensator solutions 
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intersecting the real axis at the compensator pole and zero, as illustrated in Figure 
9.25. We realize that an infinite number of lead compensators could be used to meet 
the transient response requirement. 

How do the possible lead compensators differ? The differences are in the 
values of static error constants, the gain required to reach the design point on the 
compensated root locus, the difficulty in justifying a second-order approximation 
when the design is complete, and the ensuing transient response. 

For design, we arbitrarily select either a lead compensator pole or zero and find 
the angular contribution at the design point of this pole or zero along with the system’s 
open-loop poles and zeros. The difference between this angle and 180° is the required 
contribution of the remaining compensator pole or zero. Let us look at an example. 





Example 9.4 


do d de aed DSSS 


Lead Compensator Design 


PROBLEM: Design three lead compensators for the system of Figure 9.17 that will 
reduce the settling time by a factor of 2 while maintaining 30% overshoot. Compare 
the system characteristics between the three designs. 


b= 0858 jo SOLUTION: First determine the characteristics of the 

Desired A : o 
dömpensated uncompensated system operating at 30% overshoot to 
dominant pole Ae see what the uncompensated settling time is. Since 30% 
~2.014 + j5.252 p overshoot is equivalent to a damping ratio of 0.358, we 
í search along the ¢ = 0.358 line for the uncompensated 
J ja dominant poles on the root locus, as shown in Figure 
Uncompensated 9.26. From the pole’s real part, we calculate the un- 
dominant pole s-plane compensated settling time as T, = 4/1.007 = 3.972 
-1.007 + j2.627 seconds. The remaining characteristics of the un- 

K=63.21 g : 

compensated system are summarized in Table 9.4. 
Next we find the design point. A twofold reduc- 
110.98° tion in settling time yields T, = 3.972/2 = 1.986 sec- 
onds, from which the real part of the desired pole 
fi X% fi x 1 > O 





7 6 5 4 


location is —fw, = —4/T, = —2.014. The imaginary 





X = Closed-loop pole 
X = Open-loop pole 





part is wg = —2.014 tan(110.98°) = 5.252. 
We continue by designing the lead compensator. 


FIGURE 9.26 Lead compensator design, showing evaluation 
of uncompensated and compensated dominant poles for 
Example 9.4 





Arbitrarily assume a compensator zero at —5 on the 
real axis as a possible solution. Using the root locus 
program, sum the angles from both this zero and the 
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TABLE 9.4 Comparison of lead compensation designs for Example 9.4 
Uncompensated Compensation a Compensation b Compensation c 
Plant and K K(s +5) K(s +4) K(s + 2) 
compensator s(s + 4)(s + 6) s(s+4)(s+6)(s+42.96)  s(s+4)(s+6)(s+20.09)  s(s + 4)(s + 6)(s + 8.971) 
Dominant poles —1.007 + j2.627 —2.014 + j5.252 —2.014 + 75.252 —2.014 + 5.252 
K 63.21 1423 698.1 345.6 
c 0.358 0.358 0.358 0.358 
On 2.813 5.625 5.625 5.625 
%OS* 30 (28) 30 (30.7) 30 (28.2) 30 (14.5) 
Ts 3.972 (4) 1.986 (2) 1.986 (2) 1.986 (1.7) 
T,* 1.196 (1.3) 0.598 (0.6) 0.598 (0.6) 0.598 (0.7) 
K, 2.634 6.9 5.791 3.21 
e(0o) 0.380 0.145 0.173 0.312 
Other poles —7.986 —43.8, —5.134 —22.06 —13.3, —1.642 
Zero None —5 None —2 
Comments Second-order Second-order Second-order No pole-zero 
approx. OK approx. OK approx. OK cancellation 
“Simulation results are shown in parentheses. 
uncompensated system’s poles and zeros, using the design point as a test point. The Desired —y JO 
resulting angle is —172.69°. The difference between this angle and 180° is the angular Fee anar Pe eee 
contribution required from the conp ao: 'PDEY mntianeer on 
the root locus. Hence, an angular tontrMution of —7.31° is required from the zajo | oe 
compensator pole. | =o 
pe -2.014 | 


The geometry shown in Figure 9.27 is used to calculate the location of the 
compensator pole. From the figure, 
5.252 
———__ = tan7.31° 9.19 
A204 et) 
from which the compensator pole is found to be 


Pe = 42.96 (9.20) 


The compensated system root locus is sketched in Figure 9.28. 





X = Closed-loop pole 
X = Open-loop pole 





FIGURE 9.28 Compensated 
Note: This figure is not drawn to scale. system root locus 


X = Closed-loop pole 

X = Open-loop pole 
Note: This figure is not drawn to scale. 
FIGURE 9.27 s-plane picture 
used to calculate the location 
of the compensator pole for 
Example 9.4 
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In order to justify our estimates of percent overshoot and settling time, we 
must show that the second-order approximation is valid. To perform this validity 
check, we search for the third and fourth closed-loop poles found beyond —42.96 
and between —5 and —6 in Figure 9.28. Searching these regions for the gain equal to 
that of the compensated dominant pole, 1423, we find that the third and fourth 
poles are at —43.8 and —5.134, respectively. Since —43.8 is more than 20 times the 
real part of the dominant pole, the effect of the third closed-loop pole is negligible. 
Since the closed-loop pole at —5.134 is close to the zero at —5, we have pole-zero 
cancellation, and the second-order approximation is valid. 

All results for this design and two other designs, which place the compensator 
zero arbitrarily at —2 and —4 and follow similar design techniques, are summarized 
in Table 9.4. Each design should be verified by a simulation, which could consist of 
using MATLAB (discussed at the end of this example) or the state-space model 
and the step-response program discussed in Appendix H.1 at www.wiley.com/ 
college/nise. We have performed a simulation for this design problem, and the 
results are shown by parenthetical entries next to the estimated values in the table. 
The only design that disagrees with the simulation is the case where the compen- 
sator zero is at —2. For this case the closed-loop pole and zero do not cancel. 

A sketch of the root locus, which you should generate, shows why the effect of 
the zero is pronounced, causing the response to be different from that predicted. 
Placing the zero to the right of the pole at —4 creates a portion of the root locus that 
is between the origin and the zero. In other words, there is a closed-loop pole closer 
to the origin than the dominant poles, with little chance of pole-zero cancellation 
except at high gain. Thus, a quick sketch of the root locus gives us information from 
which we can make better design decisions. For this example, we want to place the 


zer ag: ‘PDF ENK j pes a better chance for pole-zero 
cancelfationsand for a higher-order pole that is to the left of the dominant poles and 
subsequently faster. This is verified by the fact that our results show good second- 
order approximations for the cases where the zero was placed at —4 and —5. Again, 
decisions about where to place the zero are based on simple rules of thumb and 
must be verified by simulations at the end of the design. 

Let us now summarize the results shown in Table 9.4. First we notice 
differences in the following: 


1. The position of the arbitrarily selected zero 
2. The amount of improvement in the steady-state error 
3. The amount of required gain, K 


4. The position of the third and fourth poles and their relative effect upon the 
second-order approximation. This effect is measured by their distance from the 
dominant poles or the degree of cancellation with the closed-loop zero. 


Once a simulation verifies desired performance, the choice of compensation 
can be based upon the amount of gain required or the improvement in steady-state 
error that can be obtained without a lag compensator. 

The results of Table 9.4 are supported by simulations of the step response, 
shown in Figure 9.29 for the uncompensated system and the three lead compensa- 
tion solutions. 


Students who are using MATLAB should now run ch9p2 in Appendix B. 
MATLAB will be used to design a lead compensator. You will input 
the desired percent overshoot from the keyboard. MATLAB 
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Compensation a, b 
Compensation c 
Uncompensated 





c(t) 
© 


0 i i i l „ FIGURE 9.29 Uncompensated 
0 1 2 3 4 system and lead compensation 
Time (seconds) responses for Example 9.4 





will plot the root locus of the uncompensated system and the 
percent overshoot line. Youwill interactively select the gain, 
after which MATLAB will display the performance characteris- 
tics of the uncompensated system and plot its step response. 
Using these characteristics, you will input the desired set- 
tling time and a zero value for the lead compensator.You will 
then interactively select a value for the compensator pole. 
MATLAB will respond with a root locus.You can then continue 
selecting pole values until the root locus goes through the 
desired point.MATLAB will display the lead compensator, enu- 


merate its performance Apa ago" PDF Enhancer’ 


sponse.This exercise solve using MATLA 



































Skill-Assessment Exercise 9.2 


PROBLEM: A unity feedback system with the forward transfer function 


K 
s(s +7) 


G(s) = 


is operating with a closed-loop step response that has 15% overshoot. Do the 
following: 


a. Evaluate the settling time. 


b. Design a lead compensator to decrease the settling time by three times. 
Choose the compensator’s zero to be at —10. 


ANSWERS: 


a. T, =1.143s 


s+10 
b. Giead(S) = 5425.52’ K = 476.3 


The complete solution is at www.wiley.com/college/nise. 
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@ 9.4 Improving Steady-State Error and Transient Response 


We now combine the design techniques covered in Sections 9.2 and 9.3 to obtain 
improvement in steady-state error and transient response independently. Basically, 
we first improve the transient response by using the methods of Section 9.3. Then we 
improve the steady-state error of this compensated system by applying the methods 
of Section 9.2. A disadvantage of this approach is the slight decrease in the speed of 
the response when the steady-state error is improved. 

As an alternative, we can improve the steady-state error first and then follow 
with the design to improve the transient response. A disadvantage of this approach is 
that the improvement in transient response in some cases yields deterioration in the 
improvement of the steady-state error, which was designed first. In other cases, 
the improvement in transient response yields further improvement in steady-state 
errors. Thus, a system can be overdesigned with respect to steady-state errors. 
Overdesign is usually not a problem unless it affects cost or produces other design 
problems. In this textbook, we first design for transient response and then design for 
steady-state error. 

The design can use either active or passive compensators, as previously 
described. If we design an active PD controller followed by an active PI controller, 
the resulting compensator is called a proportional-plus-integral-plus-derivative 
(PID) controller. If we first design a passive lead compensator and then design a 
passive lag compensator, the resulting compensator is called a lag-lead compensator. 





PID Controller Design 
A PRSags" ip yp Pa lb pole function is 
Kə Kis + Ko + K3s? Ka(s° +3454 22) 
Gels) = Kı ++ K3s = = = 2 (9.21) 


which has two zeros plus a pole at the origin. One zero and the pole at the origin can 
be designed as the ideal integral compensator; the other zero can be designed as the 
ideal derivative compensator. 

The design technique, which is demonstrated in Example 9.5, consists of the 
following steps: 


1. Evaluate the performance of the uncompensated system to determine how much 
improvement in transient response is required. 


2. Design the PD controller to meet the transient response specifications. The 
design includes the zero location and the loop gain. 


R(s) + 





C(s) 
r 








FIGURE 9.30 PID controller 
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. Simulate the system to be sure all requirements have been met. 

. Redesign if the simulation shows that requirements have not been met. 
. Design the PI controller to yield the required steady-state error. 
Determine the gains, Kı, K2, and K3, in Figure 9.30. 


. Simulate the system to be sure all requirements have been met. 


PAD M Ww 


. Redesign if simulation shows that requirements have not been met. 


Example 9.5 





PID Controller Design 


PROBLEM: Given the system of Figure 9.31, design a PID RG) + E6) Kor® COs) 
controller so that the system can operate with a peak time (+36 +6\(s+ 10) 





that is two-thirds that of the uncompensated system at 20% 
overshoot and with zero steady-state error for a step input. 








FIGURE 9.31 Uncompensated feedback control 


SOLUTION: Note that our solution follows the eight-step pro- system for Example 9.5 


cedure described earlier. 


Step 1 Let us first evaluate the uncompensated system operating at 20% over- 
shoot. Searching along the 20% overshoot line (¢ = 0.456) in Figure 9.32, 
we find the dominant poles to be —5.415 + j10.57 with a gain of 121.5. A 
third pole, which exists,at —8.169, is found by searching the region 
BE "En 
jo 





Apago P ancer 


A 
6 = 0.456 4 jl2 


-5.415 + j10.57 Uncompensated ; 
K=1215 dominant pole J j10 


j6 s-plane 




















—8.169 -5.5 -4.6 


X = Closed-loop pole 
X = Open-loop pole 
FIGURE 9.32 Root locus for the uncompensated system of Example 9.5 
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TABLE 9.5 Predicted characteristics of uncompensated, PD-, and PID-compensated systems of Example 9.5 





Uncompensated 


PD-compensated 


PID-compensated 





Plant and compensator 


K(s +8) 





(s+ 3)(s + 6)(s + 10) 


K(s +8)(s + 55.92) 





(s+ 3)(s + 6)(s + 10) 


K(s +8)(s + 55.92)(s + 0.5) 
(s + 3)(s + 6)(s + 10)s 














Dominant poles —5.415 + j10.57 —8.13 + 15.87 —7.516 + j14.67 
K 121.5 5.34 4.6 
¢ 0.456 0.456 0.456 
On 11.88 17.83 16.49 
%OS 20 20 20 
Ts 0.739 0.492 0.532 
Tp 0.297 0.198 0.214 
Kp 5.4 13.27 oo 
e(co) 0.156 0.070 0 
Other poles —8.169 —8.079 —8.099, —0.468 
Zeros —8 —8, —55.92 —8, —55.92, —0.5 
Comments Second-order Second-order Zeros at —55.92 
approx. OK approx. OK and —0.5 not canceled 
between —8 and —10 for a gain equivalent to that at the dominant poles. The 
complete performance of the uncompensated system is shown in the first 
column of Table 9.5, where we compare the calculated values to those 
psd si i | .35). We estimate that the un- 
apago PDE mihafeer a second at 20% overshoot. 
Step 2 To compensate the system to reduce the peak time to two-thirds of that of the 
uncompensated system, we must first find the compensated system’s domi- 
nant pole location. The imaginary part of the compensated dominant pole is 
T T 
Wd = T, . (2/3)(0.297) = 15.87 (9.22) 
Thus, the real part of the compensated dominant pole is 
Wd 
o = i —8.13 (9.23) 
PD-compensated Next we design the compensator. Using the geometry shown in Figure 9.33, 
doimantpole |. 15 87 we calculate the compensating zero’s location. Using the root locus program, 
we find the sum of angles from the uncompensated system’s poles and zeros to 
Az splane the desired compensated dominant pole to be —198.37°. Thus, the contribution 
o i >o required from the compensator zero is 198.37° — 180° = 18.37°. Assume that 
te “ale the compensator zero is located at —z,, as shown in Figure 9.33. Since 
X = Closed-loop pole 15.87 : 
Note: This figure is not drawn to scale. z. — 8.13 = tan 18.37 (9.24) 


FIGURE 9.33 Calculating the 
PD compensator zero for 


then 


Example 9.5 Ze = 55.92 (9.25) 
Thus, the PD controller is 
Gpp(s) = (s + 55.92) (9.26) 
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6=0.456 









PD-compensated 
dominant pole 


-8.13 + j15.87 
K=5.34 





s-plane 






117.13° 








> o 





-106 -55.92 





X = Closed-loop pole 
X = Open-loop pole 


Note: This figure is not drawn to scale. 


FIGURE 9.34 Root locus for PD-compensated system of Example 9.5 


The complete root locus for the PD- -compensated system is sketched in 


Figure 9.34. Using a root AP ppp at PDF  PErtig 
Complete specifications fo A ea Griva compensation hanteri in 
the third column of Table 9.5. 


Steps 3and 4 We simulate the PD-compensated system, as shown in Figure 9.35. 
We see the reduction in peak time and the improvement in steady-state 
error over the uncompensated system. 

Step 5 After we design the PD controller, we design the ideal integral compen- 
sator to reduce the steady-state error to zero for a step input. Any ideal 
integral compensator zero will work, as long as the zero is placed close to 
the origin. Choosing the ideal integral compensator to be 


s+0.5 
s 


Gpi(s) = 





(9.27) 


4 PID 





c(t) 


PD Uncompensated 


FIGURE 9.35 Step responses 
0.2 for uncompensated, PD- 
0 i i i i i » compensated, and PID- 
0 0.4 0.8 1.2 1.6 2.0 compensated systems of 
Time (seconds) Example 9.5 
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6=0.456 








PID-compensated 


-7.516 + j14.67 dominant pole 


K=46 s-plane 





-55.92 





-106 





X = Closed-loop pole 
X = Open-loop pole 


Note: This figure is not drawn to scale. 
FIGURE 9.36 Root locus for PID-compensated system of Example 9.5 
we sketch the root locus for the PID-compensated system, as shown in 
Ap ays 9. DF Enhancer ratio line, we find the dominant, 
second-order poles to be —7/.516 + 714.67, with an associated gain of 4.6. 


The remaining characteristics for the PID-compensated system are 
summarized in the fourth column of Table 9.5. 





Step 6 Now we determine the gains, Kı,K2, and K3, in Figure 9.30. From Eqs. 
(9.26) and (9.27), the product of the gain and the PID controller is 


K(s +55.92)(s+0.5) _ 4.6(s +55.92)(s + 0.5) 


S S 
4.6(s* + 56.42s + 27.96) 





Gpip(s) = bs 
9.28 





s 
Matching Eqs. (9.21) and (9.28), Kı = 259.5, K = 128.6, and K3 = 4.6 

Steps 7 and 8 Returning to Figure 9.35, we summarize the results of our design. PD 
compensation improved the transient response by decreasing the time re- 
quired to reach the first peak as well as yielding some improvement in the 
steady-state error. The complete PID controller further improved the steady- 
state error without appreciably changing the transient response designed with 
the PD controller. As we have mentioned before, the PID controller exhibits a 
slower response, reaching the final value of unity at approximately 3 seconds. If 
this is undesirable, the speed of the system must be increased by redesigning 
the ideal derivative compensator or moving the PI controller zero farther from 
the origin. Simulation plays an important role in this type of design since our 
derived equation for settling time is not applicable for this part of the response, 
where there is a slow correction of the steady-state error. 
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Lag-Lead Compensator Design 

In the previous example, we serially combined the concepts of ideal derivative and 
ideal integral compensation to arrive at the design of a PID controller that improved 
both the transient response and the steady-state error performance. In the next 
example, we improve both transient response and the steady-state error by using a 
lead compensator and a lag compensator rather than the ideal PID. Our compensa- 
tor is called a lag-lead compensator. 

We first design the lead compensator to improve the transient response. Next 
we evaluate the improvement in steady-state error still required. Finally, we design 
the lag compensator to meet the steady-state error requirement. Later in the chapter 
we show circuit designs for the passive network. The following steps summarize the 
design procedure: 


1. Evaluate the performance of the uncompensated system to determine how much 
improvement in transient response is required. 


2. Design the lead compensator to meet the transient response specifications. The 
design includes the zero location, pole location, and the loop gain. 


3. Simulate the system to be sure all requirements have been met. 
4. Redesign if the simulation shows that requirements have not been met. 


5. Evaluate the steady-state error performance for the lead-compensated system to 
determine how much more improvement in steady-state error is required. 


6. Design the lag compensator to yield the required steady-state error. 
7. Simulate the system to be sure all requirements have been met. 


8. Redesign if the simulation shows that requirements have not been met. 


Apago PDF Enhancer 


Example 9.6 





Lag-Lead Compensator Design 


PROBLEM: Design a lag-lead compensator for the system of Fig- 











ure 9.37 so that the system will operate with 20% overshoot anda PO 6p 4) A 
twofold reduction in settling time. Further, the compensated system -= s(s + 6X(s + 10) 

will exhibit a tenfold improvement in steady-state error for a ramp 

input. 


FIGURE 9.37 Uncompensated system for 
SOLUTION: Again, our solution follows the steps just described. Example 9.6 


Step 1 First we evaluate the performance of the uncompensated sys- 
tem. Searching along the 20% overshoot line (¢ = 0.456) in 


Figure 9.38, we find the dominant poles at —1.794 + j3.501, with a gain of 192.1. 
The performance of the uncompensated system is summarized in Table 9.6. 





Step 2 Next we begin the lead compensator design by selecting the location of the 
compensated system’s dominant poles. In order to realize a twofold reduction 
in settling time, the real part of the dominant pole must be increased by a factor 
of 2, since the settling time is inversely proportional to the real part. Thus, 

—twn = —2(1.794) = —3.588 (9.29) 
The imaginary part of the design point is 


wq = twn tan 117.13° = 3.588 tan 117.13° = 7.003 (9.30) 
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jo 
6=0.456 4 
4 j4 
—1.794 + 3.501 Uncompensated dominant pole 
K=192.1 J j3 
s-plane 
117.13° 






E u 0 -9 -8 <P <6 <p 4 o3 








FIGURE 9.38 Root locus for —12.41 
uncompensated system of X = Closed-loop pole 
Example 9.6 X = Open-loop pole 


Now we design the lead compensator. Arbitrarily select a location 
for the lead compensator zero. For this example, we select the location of 
the compensator zero coincident with the open-loop pole at —6. This 
choice will eliminate a zero and leave the lead-compensated system with 
three poles, the same number that the uncompensated system has. 

We complete the design by finding the location of the compensator 
pole. Using the root locus program, sum the angles to the design point from 
the uncompensated system’s poles and zeros and the compensator zero 
and get —164.65°. The difference between 180° and this quantity is the 
angular contribution required from the compensator pole, or —15.35°. 


Apayd” PDF Enhaheer” 


7.003 ` 


from which the location of the compensator pole, pe, is found to be —29.1. 


TABLE 9.6 Predicted characteristics of uncompensated, lead-compensated, and lag-lead-compensated systems of 
Example 9.6 














Uncompensated Lead-compensated Lag-lead-compensated 

Plant and compensator oono ee ee Kee) 

s(s + 6)(s +10) s(s + 10)(s + 29.1) s(s + 10)(s + 29.1)(s + 0.01) 
Dominant poles —1.794 + j3.501 —3.588 + j7.003 —3.574 + j6.976 
K 192.1 1977 1971 
¢ 0.456 0.456 0.456 
On 3.934 7.869 7.838 
%OS 20 20 20 
T; 2.230 1.115 1.119 
Tp 0.897 0.449 0.450 
K, 3.202 6.794 31.92 
elco) 0.312 0.147 0.0313 
Third pole —12.41 —31.92 —31.91, —0.0474 
Zero None None —0.04713 


Comments Second-order approx. OK Second-order approx. OK Second-order approx. OK 
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15.35° 


> 0 





Pp -3.588 
X = Closed-loop pole 
X = Open-loop pole 

FIGURE 9.39 Evaluating the compensator pole for Example 9.6 





The complete root locus for the lead-compensated system is sketched 
in Figure 9.40. The gain setting at the design point is found to be 1977. 


Steps 3 and 4 Check the design with a simulation. (The result for the lead- 
compensated system is shown in Figure 9.42 and is satisfactory.) 


Step 5 Continue by designing the lag compensator to improve the steady-state 
error. Since the uncompensated system’s open-loop transfer function is 


192.1 


Gls) = 5+ 6s + 10) 


(9.32) 


the static error constant, K,, which is inversely proportional to the steady- 


state error, is 3.201. Sng sage PDF SHnanrcer* 


compensated system is 


1977 
(s+ 10)(s + 29.1) 





Gic (s) = z 


(9.33) 


the static error constant, K,, which is inversely proportional to the steady- 
state error, is 6.794. Thus, the addition of lead compensation has improved 
the steady-state error by a factor of 2.122. Since the requirements of the 
problem specified a tenfold improvement, the lag compensator must be 
designed to improve the steady-state error by a factor of 4.713 (10/2.122 = 


4.713) over the lead-compensated system. 


jo 
€=0.456 A 






-3.588 + 7.003 
K=1977 





«i y iy | f f f f f 
334 30 -27 -24 -21 -18 -15 -12 


-31.91 


X = Closed-loop pole 
X = Open-loop pole 











j9 


J 


s-plane 


Compensated dominant pole 


FIGURE 9.40 Root locus for lead-compensated system of Example 9.6 
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jo 
ry 
¢ = 0.456 
-3.574 + j6.976 Compensated 
K=1971 dominant pole s-plane 











X = Closed-loop pole 
X = Open-loop pole 


Note: This figure is not drawn to scale. 


FIGURE 9.41 Root locus for lag-lead-compensated system of Example 9.6 


Step 6 We arbitrarily choose the lag compensator pole at 0.01, which then places 


the lag compensator zero at 0.04713, yielding 


(s + 0.04713) 
Apago PDF Enfidncer 00) 


(9.34) 


as the lag compensator. The lag-lead-compensated system’s open-loop 


transfer function is 


K(s + 0.04713) 
(s + 10)(s + 29.1)(s + 0.01) 





Gic(s) = : 


(9.35) 


where the uncompensated system pole at —6 canceled the lead compen- 
sator zero at —6. By drawing the complete root locus for the lag-lead- 
compensated system and by searching along the 0.456 damping ratio line, 
we find the dominant, closed-loop poles to be at —3.574 + j6.976, with a 
gain of 1971. The lag-lead-compensated root locus is shown in Figure 9.41. 

A summary of our design is shown in Table 9.6. Notice that the 
lag-lead compensation has indeed increased the speed of the system, as 
witnessed by the settling time or the peak time. The steady-state error 
for a ramp input has also decreased by about 10 times, as seen 





from e(oo). 


Step 7 The final proof of our designs is shown by the simulations of Figures 9.42 
and 9.43. The improvement in the transient response is shown in Figure 
9.42, where we see the peak time occurring sooner in the lag-lead- 
compensated system. Improvement in the steady-state error for a ramp 
input is seen in Figure 9.43, where each step of our design yields more 
improvement. The improvement for the lead-compensated system is 
shown in Figure 9.43(a), and the final improvement due to the addition 


of the lag is shown in Figure 9.43(b). 
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In the previous example, we canceled the system pole at —6 with the lead 
compensator zero. The design technique is the same if you place the lead compen- 
sator zero at a different location. Placing a zero at a different location and not 
canceling the open-loop pole yields a system with one more pole than the example. 
This increased complexity could make it more difficult to justify a second-order 
approximation. In any case, simulations should be used at each step to verify 
performance. 
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Notch Filter 


Design via Root Locus 


If a plant, such as a mechanical system, has high-frequency vibration modes, then a 
desired closed-loop response may be difficult to obtain. These high-frequency 
vibration modes can be modeled as part of the plant’s transfer function by pairs 
of complex poles near the imaginary axis. In a closed-loop configuration, these poles 
can move closer to the imaginary axis or even cross into the right half-plane, as 
shown in Figure 9.44(a). Instability or high-frequency oscillations superimposed 
over the desired response can result (see Figure 9.44(b)). 

One way of eliminating the high-frequency oscillations is to cascade a notch 
filter’ with the plant (Kuo, 1995), as shown in Figure 9.44(c). The notch filter has 
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FIGURE 9.44 a. Root locus before cascading notch filter; b. typical closed-loop step response before cascading notch filter; c. pole- 
zero plot of a notch filter; d. root locus after cascading notch filter; (figure continues) 


? The name of this filter comes from the shape of its magnitude frequency response characteristics, which 
shows a dip near the damped frequency of the high-frequency poles. Magnitude frequency response is 


discussed in Chapter 10. 
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Response 





— FIGURE9.44 (Continued) 
Time e. closed-loop step response 
(e) after cascading notch filter 


zeros close to the low-damping-ratio poles of the plant as well as two real poles. 
Figure 9.44(d) shows that the root locus branch from the high-frequency poles now 
goes a short distance from the high-frequency pole to the notch filter’s zero. The 
high-frequency response will now be negligible because of the pole-zero cancellation 
(see Figure 9.44(e)). Other cascade compensators can now be designed to yield a 
desired response. The notch filter will be applied to Progressive Analysis and Design 
Problem 55 near the end of this chapter. 










Skill-Assessment Exercise 9.3 


PROBLEM: A unity feedback sy¥AR AIQne Ens ARANCer WileyPLUS 
K cis 


c= s(s +7) 


is operating with a closed-loop step response that has 20% overshoot. Do the 
following: 











Control Solutions 


a. Evaluate the settling time. 

b. Evaluate the steady-state error for a unit ramp input. 

c. Design a lag-lead compensator to decrease the settling time by 2 times and 
decrease the steady-state error for a unit ramp input by 10 times. Place the 
lead zero at —3. 


ANSWERS: 
a. T, =1.143s 










b. eramp(00) = 0.1189 
(s + 3)(s + 0.092) 
; Gij = , K=205.4 
© Gels) =F 961s 0.01) 


The complete solution is at www.wiley.com/college/nise. 


Before concluding this section, let us briefly summarize our discussion of 
cascade compensation. In Sections 9.2, 9.3, and 9.4, we used cascade compensators to 
improve transient response and steady-state error. Table 9.7 itemizes the types, 
functions, and characteristics of these compensators. 
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TABLE 9.7 ‘Types of cascade compensators 




















Function Compensator Transfer function Characteristics 
St Z 
Improve steady-state error PI K = 1. Increases system type. 
2. Error becomes zero. 
3. Zero at —z, is small and negative. 
4. Active circuits are required to implement. 
s+ is : 
Improve steady-state error Lag Kre 1. Error is improved but not driven to zero. 
S+Pp ; ; 
E 2. Pole at —p, is small and negative. 
3. Zero at —z, is close to, and to the left of, the 
pole at —p.. 
4. Active circuits are not required to implement. 
Improve transient response PD K(s + Zc) 1. Zero at —z, is selected to put design point on 
root locus. 
2. Active circuits are required to implement. 
3. Can cause noise and saturation; implement 
with rate feedback or with a pole (lead). 
; s+z 
Improve transient response Lead K c 1. Zero at —z, and pole at —p, are selected to put 
Sr De 


transient response 





(s Zlag) (s Zlead) 





Improve steady-state error and Lag-lead K 
transient response S + Piag) (S + Picaa) 











design point on root locus. 


2. Pole at —p, is more negative than zero at —zec. 


3. Active circuits are not required to implement. 


OPY ae 
Improve steady-state error and Apag Oo kPDE“Enhances at —Zlag and pole at origin improve 


2. 


steady-state error. 


Lead zero at —Zjeaq improves transient 
response. 


. Lag zero at —Zjag is close to, and to the left of, 


the origin. 


. Lead zero at —Zjeaq is selected to put design 


point on root locus. 


5. Active circuits required to implement. 


. Can cause noise and saturation; implement 


with rate feedback or with an additional pole. 


. Lag pole at —pja. and lag zero at —Ztag are used 


to improve steady-state error. 


. Lead pole at —Pieaq and lead zero at —Zteaq are 


used to improve transient response. 


3. Lag pole at —pjag is small and negative. 


4. Lag zero at —Zjag is close to, and to the left of, 


lag pole at —pjag. 


. Lead zero at —Zjeaq and lead pole at —pj.,4 are 


selected to put design point on root locus. 


. Lead pole at —p),.,q is more negative than lead 


zero at —Zlead- 


. Active circuits are not required to implement. 
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@ 9.5 Feedback Compensation 


In Section 9.4, we used cascade compensation as a way to improve transient response 
and steady-state response independently. Cascading a compensator with the plant is 
not the only way to reshape the root locus to intersect the closed-loop s-plane poles 
that yield a desired transient response. Transfer functions designed to be placed in a 
feedback path can also reshape the root locus. Figure 9.45 is a generic configuration 
showing a compensator, H,(s), placed in the minor loop of a feedback control 
system. Other configurations arise if we consider K unity, G(s) unity, or both unity. 

The design procedures for feedback compensation can be more complicated 
than for cascade compensation. On the other hand, feedback compensation can yield 
faster responses. Thus, the engineer has the luxury of designing faster responses into 
portions of a control loop in order to provide isolation. For example, the transient 
response of the ailerons and rudder control systems of an aircraft can be designed 
separately to be fast in order to reduce the effect of their dynamic response on the 
steering control loop. Feedback compensation can be used in cases where noise 
problems preclude the use of cascade compensation. Also, feedback compensation 
may not require additional amplification, since the signal passing through the 
compensator originates at the high-level output of the forward path and is delivered 
to a low-level input in the forward path. For example, let K and G>(s) in Figure 9.45 be 
unity. The input to the feedback compensator, K H,(s), is from the high-level output of 
G(s), while the output of K/H,(s) is one of the low-level inputs into K4. Thus, there is a 
reduction in level through K,,(s), and amplification is usually not required. 

A popular feedback compensator is a rate sensor that aes asa KAEL In 
aircraft and ship applications, the r 2S 6” ‘POF SE ance an 
output voltage proportional to the AD agi ar velocity. In EnA other acer this 
rate sensor is implemented with a tachometer. A tachometer is a voltage generator 
that yields a voltage output proportional to input rotational speed. This compensator 
can easily be geared to the position output of a system. Figure 9.46 is a position 
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FIGURE 9.45 Generic control 
system with feedback 
compensation. 


FIGURE 9.46 A position 
control system that uses a 
tachometer as a differentiator 
in the feedback path. Can you 
see the similarity between this 
system and the schematic on 
the front endpapers? 
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C(s) 








KH) + KGs) 
KGy(s) 


FIGURE 9.48 Equivalent block 
diagram of Figure 9.45 
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FIGURE 9.47 a. Transfer function of a tachometer; b. tachometer feed-back compensation 


control system showing the gearing of the tachometer to the motor. You can see the 
input and output potentiometers as well as the motor and inertial load. The block 
diagram representation of a tachometer is shown in Figure 9.47(a), and its typical 
position within a control loop is shown in Figure 9.47(b). 

While this section shows methods for designing systems using rate feedback, it 
also sets the stage for compensation techniques in Chapter 12, where not only rate but 
all states including position will be fed back for proper control system performance. 

We now discuss design procedures. Typically, the design of feedback compen- 
sation consists of finding the gains, such as K, Kı, and Ky in Figure 9.45, after 
establishing a dynamic form for H,(s). There are two approaches. The first is similar 
to ARa gop RE: AENA AMCE dback system, where G(s) is the 
forward path and H(s) is the feedback. Now consider that a root locus is plotted from 
G(s)H(s). With cascade compensation we added poles and zeros to G(s). With 
feedback compensation, poles and zeros are added via H(s). 

With the second approach, we design a specified performance for the minor 
loop, shown in Figure 9.45, followed by a design of the major loop. Thus, the minor 
loop, such as ailerons on an aircraft, can be designed with its own performance 
specifications and operate within the major loop. 


Approach 1 

The first approach consists of reducing Figure 9.45 to Figure 9.48 by pushing K 
to the right past the summing junction, pushing G2(s) to the left past the pickoff 
point, and then adding the two feedback paths. Figure 9.48 shows that the loop 
gain, G(s)H(s), is 


G(s)H(s) = K,G,(s)[KrH-(s) + KGo(s)| (9.36) 
Without feedback, K;H,(s), the loop gain is 
G(s)H(s) = KK,Gi(s)Ga(s) (9.37) 


Thus, the effect of adding feedback is to replace the poles and zeros of G2(s) with the 
poles and zeros of [K¢H,(s) + KG2(s)]. Hence, this method is similar to cascade 
compensation in that we add new poles and zeros via H(s) to reshape the root locus 
to go through the design point. However, one must remember that zeros of the 
equivalent feedback shown in Figure 9.48, H (s) = [Kr H-(s) + KG(s)|/KGo(s), are 
not closed-loop zeros. 
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For example, if G2(s) =1 and the minor-loop feedback, KyH,(s), is a rate 
sensor, KrH,(s) = Kys, then from Eq. (9.36) the loop gain is 


G(s)H(s) = Krk Gy (s) (s + z) (9.38) 


Thus, a zero at —K/K; is added to the existing open-loop poles and zeros. This zero 
reshapes the root locus to go through the desired design point. A final adjustment of 
the gain, K4, yields the desired response. Again, you should verify that this zero is not 
a closed-loop zero. Let us look at a numerical example. 


Example 9.7 





Compensating Zero via Rate Feedback 


PROBLEM: Given the system of Figure 9.49(a), design rate feedback compensa- 
tion, as shown in Figure 9.49(b), to reduce the settling time by a factor of 4 while 
continuing to operate the system with 20% overshoot. 


SOLUTION: First design a PD compensator. For the uncompensated system, search 
along the 20% overshoot line (¢ = 0.456) and find that the dominant poles are at 
—1.809 + j3.531, as shown in Figure 9.50. The estimated specifications for the 
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FIGURE 9.49 a. System for Example 9.7; b. system with rate 
feedback compensation; ¢. equivalent compensated system; FIGURE 9.50 Root locus for uncompensated system of 
d. equivalent compensated system showing unity feedback Example 9.7 
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FIGURE 9.51 Step response for uncompensated system of Example 9.7 


uncompensated system are shown in Table 9.8, and the step response is shown in 
Figure 9.51. The settling time is 2.21 seconds and must be reduced by a factor of 4 
to 0.55 second. 

Next determine the location of the dominant poles for the compensated 
system. To achieve a fourfold decrease in the settling time, the real part of the pole 
must be increased by a factor of 4. Thus, the compensated pole has a real part of 
(hago PBF" Enhancer 

wa = —7.236 tan 117.13° = 14.12 (9.39) 
where 117.13° is the angle of the 20% overshoot line. 


TABLE 9.8 Predicted characteristics of uncompensated and compensated systems of Example 9.7 











Uncompensated Compensated 
K K 
Plant and compensator er 5x15) se + 5)(6+ 15) 
Feedback 1 0.185(s + 5.42) 
Dominant poles —1.809 + 73.531 —7.236 + j14.12 
Kı 257.8 1388 
iq 0.456 0.456 
On 3.97 15.87 
%OS 20 20 
T; 2.21 0.55 
Tp 0.89 0.22 
K, 3.44 4.18 
e(oo) (ramp) 0.29 0.24 
Other poles —16.4 —5.53 
Zero None None 


Comments Second-order approx. OK Simulate 
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Using the compensated dominant pole position of 
—7.236 + j14.12, we sum the angles from the uncompensated sys- 
tem’s poles and obtain —277.33°. This angle requires a compensator 
zero contribution of +97.33° to yield 180° at the design point. The 
geometry shown in Figure 9.52 leads to the calculation of the 
compensator’s zero location. Hence, 





14.12 
7.236 — ze = tan(180° — 97.33°) 





(9.40) 


from which ze = 5.42. 

The root locus for the equivalent compensated system of Figure 
9.49(c) is shown in Figure 9.53. The gain at the design point, which is 
K\Ky from Figure 9.49(c), is found to be 256.7. Since Ky is the 
reciprocal of the compensator zero, Ky = 0.185. Thus, Kı = 1388. 

In order to evaluate the steady-state error characteristic, K, is 
found from Figure 9.49(d) to be 


Kı 


K, =—— = 418 41 
75 + KiKy an 


Predicted performance for the compensated system is shown in 
Table 9.8. Notice that the higher-order pole is not far enough away 
from the dominant poles and thus cannot be neglected. Further, from 
Figure 9.49(d), we see that the closed-loop transfer function is 


G(s) Kı 





-20 
T6) = 1 Gans) s ApagorPDFKEnhAncer 


Thus, as predicted, the open-loop zero is not a closed-loop zero, and 
there is no pole-zero cancellation. Hence, the design must be checked 
by simulation. 

The results of the simulation are shown in Figure 9.54 and show 
an over-damped response with a settling time of 0.75 second, com- 
pared to the uncompensated system’s settling time of approximately 
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FIGURE 9.54 Step response for the compensated system of Example 9.7 
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2.2 seconds. Although not meeting the design requirements, the response still 
represents an improvement over the uncompensated system of Figure 9.51. 
Typically, less overshoot is acceptable. The system should be redesigned for 
further reduction in settling time. 

You may want to do Problem 8 at the end of this chapter, where you can 
repeat this example using PD cascade compensation. You will see that the 
compensator zero for cascade compensation is a closed-loop zero, yielding the 
possibility of pole-zero cancellation. However, PD compensation is usually noisy 
and not always practical. 








Approach 2 

The second approach allows us to use feedback compensation to design a minor 
loop’s transient response separately from the closed-loop system response. In the 
case of an aircraft, the minor loop may control the position of the aerosurfaces, while 
the entire closed-loop system may control the entire aircraft’s pitch angle. 

We will see that the minor loop of Figure 9.45 basically represents a forward- 
path transfer function whose poles can be adjusted with the minor-loop gain. These 
poles then become the open-loop poles for the entire control system. In other words, 
rather than reshaping the root locus with additional poles and zeros, as in cascade 
compensation, we can actually change the plant’s poles through a gain adjustment. 
Finally, the closed-loop poles are set by the loop gain, as in cascade compensation. 


Example 9.8 





Minor-Loop Feedback Compensation 


PROBLEM: For the system of Figure 9.55(a), design minor-loop feedback com- 
pensation, as shown in Figure 9.55(b), to yield a damping ratio of 0.8 for the minor 
loop and a damping ratio of 0.6 for the closed-loop system. 


R(s) + E(s) K Cs) - 
F s(s + 5)(s + 15) 
(a) 
1 
s(s + 5)(s + 15) 











C(s) a 














(b) 
FIGURE 9.55 a. Uncompensated system and b. feedback-compensated system for 
Example 9.8 


9.5 Feedback Compensation 


SOLUTION: The minor loop is defined as the loop containing the plant, 
1/[s(s + 5)(s + 15)], and the feedback compensator, Kys. The value of Ky will be 
adjusted to set the location of the minor-loop poles, and then K will be adjusted to 
yield the desired closed-loop response. 

The transfer function of the minor loop, Gyx(5), is 


1 
Gu (s) = s[s? + 20s + (75 + Ky)] 





(9.43) 


The poles of G(s) can be found analytically or via the root locus. The root locus 
for the minor loop, where Ks/[s(s + 5)(s + 15)] is the open-loop transfer function, 
is shown in Figure 9.56. Since the zero at the origin comes from the feedback 
transfer function of the minor loop, this zero is not a zero of the closed-loop transfer 
function of the minor loop. Hence, the pole at the origin appears to remain 
stationary, and there is no pole-zero cancellation at the origin. Eq. (9.43) also 
shows this phenomenon. We see a stationary pole at the origin and two complex 
poles that change with gain. Notice that the compensator gain, K, varies the 
natural frequency, wn, of the minor-loop poles as seen from Eq. (9.43). Since the 
real parts of the complex poles are constant at ¢w, = —10, the damping ratio must 
also be varying to keep 2¢m, = 20, a constant. Drawing the ¢ = 0.8 line in Figure 
9.56 yields the complex poles at —10 + j7.5. The gain, Ky, which equals 81.25, places 
the minor-loop poles in a position to meet the specifications. The poles just found, 
—10 + j7.5, as well as the pole at the origin (Eq. (9.43)), act as open-loop poles that 
generate a root locus for variations of the gain, K. 

The final root locus for the system is shown in Figure 9.57. The ¢ = 0.6 
damping ratio line is drawn and searched. The closed-loop complex poles are found 


to be —4.535 + j6.046, with a re@i PAGO PDE Enhances. 
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FIGURE 9.56 Root locus for 
minor loop of Example 9.8 
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Virtual Experiment 9.2 
Improving Transient 
Response and 
Steady-State Error 
Using Rate Feedback 
and PD Control 


Put theory into practice and 
design a compensator in 
LabVIEW that controls the 
ball position in the Quanser 
Magnetic Levitation system. 
Magnetic Levitation 
technology is used for modern 
transportation systems that 
suspend, such as the high 
speed Magnetic Levitation 
train. 





Virtual experiments are found 
on WileyPLUS. 
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FIGURE 9.57 Root locus for 


closed-loop system of 
Example 9.8 
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The results are summarized in Table 9.9. We see that the compensated system, 
although having the same damping ratio as the uncompensated system, is much 
faster and also has a smaller steady- “iy error. The results, however, are predicted 


ime paS na ee 


pig eat 


e 18 Enti 


HESpvetshoot, settling time, and peak 
Hance from the dominant poles. The step 


response is shown in Figure 9.58 and closely matches the predicted performance. 


TABLE 9.9 Predicted characteristics of the uncompensated and compensated systems of 











Example 9.8 
Uncompensated Compensated 
K K 
Plant and compensator FEOEO] s(s2 + 20s + 15625) 
Feedback 1 1 
Dominant poles —1.997 + j2.662 —4.535 + j6.046 
K 177.3 624.3 
fa 0.6 0.6 
On 3.328 7.558 
%OS 9.48 9.48 
Ts 2 0.882 
Tp 1.18 0.52 
K, 2.364 3.996 
e(co)(ramp) 0.423 0.25 
Other poles —16 —10.93 
Zero None None 
Comments Second-order approx. OK Simulate 
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FIGURE 9.58 Step response simulation for Example 9.8 


Skill-Assessment Exercise 9.4 


PROBLEM: For the system of Figure 9.59, design minor-loop rate feedback com- 
pensation to yield a damping ratio of 0.7 for the minor loop’s dominant poles and a 
damping ratio of 0.5 for the closed-loop system’s dominant poles. 








FIGURE 9.59 System for Skill-Assessment Exercise 9.4 


ANSWER: The system is configured similar to Figure 9.55(b) with Ky = 77.42 and 
K = 626.3. 


The complete solution is at www.wiley.com/college/nise. 


Our discussion of compensation methods is now complete. We studied both 
cascade and feedback compensation and compared and contrasted them. We are now 
ready to show how to physically realize the controllers and compensators we designed. 


9.6 Physical Realization of 
Compensation 


In this chapter, we derived compensation to improve transient response and steady- 
state error in feedback control systems. Transfer functions of compensators used in 
cascade with the plant or in the feedback path were derived. These compensators 
were defined by their pole-zero configurations. They were either active PI, PD, or 
PID controllers or passive lag, lead, or lag-lead compensators. In this section, we 
show how to implement the active controllers and the passive compensators. 
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Active-Circuit Realization 
In Chapter 2, we derived 
Zs) 
AN Vols) __Z2(s) 
=—1(s) Vi(s) Zi (8) 
vo © lvo l 
is : vis) as the transfer function of an inverting operational amplifier whose 


FIGURE 9.60 Operational amplifier 
configured for transfer function realization 


configuration is repeated here in Figure 9.60. By judicious choice of Z4(s) 


and Z,(s), this circuit can be used as a building block to implement the 
compensators and controllers, such as PID controllers, discussed in this 
chapter. Table 9.10 summarizes the realization of PI, PD, and PID 


Chapter 2 to find the impedances. 


TABLE 9.10 Active realization of controllers and compensators, using an operational amplifier 


controllers as well as lag, lead, and lag-lead compensators using opera- 
tional amplifiers. You can verify the table by using the methods of 
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FIGURE 9.61 Lag-lead compensator implemented with operational amplifiers 


Other compensators can be realized by cascading compensators shown in the 
table. For example, a lag-lead compensator can be formed by cascading the lag 
compensator with the lead compensator, as shown in Figure 9.61. As an example, let 
us implement one of the controllers we designed earlier in the chapter. 


Example 9.9 


Implementing a PID Controller 
PROBLEM: Implement the PID controller of Example 9.5. 


SOLUTION: The transfer functio APAS 4 Dh Enhancer 


(s + 55.92)(s + 0.5) 


G-(s) = (9.45) 





which can be put in the form 


G(s) = s + 56.42 + a (9.46) 


Comparing the PID controller in Table 9.10 with Eq. (9.46), we obtain the following 
three relationships: 
R Ci 


—2 Z = 56.42 4 
w (9.47) 


RC =1 (9.48) 





1 
RıC2 


Since there are four unknowns and three equations, we 
arbitrarily select a practical value for one of the elements. Selecting 
C = 0.1 uF, the remaining values are found to be R; = 357.65 KQO, 
R = 178,891 KQ, and C; = 5.59 uF. 

The complete circuit is shown in Figure 9.62, where the - 
circuit element values have been rounded off. FIGURE 9.62 PID controller 


= 27.96 (9.49) 
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Passive-Circuit Realization 
Lag, lead, and lag-lead compensators can also be implemented with passive net- 
works. Table 9.11 summarizes the networks and their transfer functions. The transfer 
functions can be derived with the methods of Chapter 2. 

The lag-lead transfer function can be put in the following form: 





(9.50) 


where a < 1. Thus, the terms with T; form the lead compensator, and the terms with T> 
form the lag compensator. Equation (9.50) shows a restriction inherent in using this 
passive realization. We see that the ratio of the lead compensator zero to the lead 
compensator pole must be the same as the ratio of the lag compensator pole to the lag 
compensator zero. In Chapter 11 we design a lag-lead compensator with this restriction. 

A lag-lead compensator without this restriction can be realized with an active 
network as previously shown or with passive networks by cascading the lead and lag 
networks shown in Table 9.11. Remember, though, that the two networks must be 
isolated to ensure that one network does not load the other. If the networks load 
each other, the transfer function will not be the product of the individual transfer 
functions. A possible realization using the passive networks uses an operational 
amplifier to provide isolation. The circuit is shown in Figure 9.63. Example 9.10 
demonstrates the design of a passive compensator. 


TABLE 9.11 Passive realization of compensators 


Apago PDF Enhancer V.(s) 
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FIGURE 9.63 Lag-lead 

= compensator implemented 

Lag Isolation Lead with cascaded lag and lead 
gain =-1 networks with isolation 


Example 9.10 


Realizing a Lead Compensator 
PROBLEM: Realize the lead compensator designed in Example 9.4 (Compensator b). 


SOLUTION: The transfer function of the lead compensator is 


s+4 
Gel) = 70.09 


Comparing the transfer function of a lead network shown in Table 9.11 with 
Eq. (9.51), we obtain the following two relationships: 


(9.51) 


1 
Apagó PDF Enhancer” 


1 1 
— += = 20.0 5 
Ric + RC 0.09 (9.53) 
Hence, RıC = 0.25, and R2C = 0.0622. Since there are three network elements and 
two equations, we may select one of the element values arbitrarily. Letting 
C = 1 uF, then R; = 250 kQ and R, = 62.2 KQ. 





Skill-Assessment Exercise 9.5 














PROBLEM: Implement the compensators shown in a. and b. below. Choose a WileyPLUS 
passive realization if possible. 
a. Ge(s) = bodies) Control Solutions 
(s + 0.1)(s + 2) 
b. = 
Gels) = pons +20) 
ANSWERS: 


a. G(s) is a PID controller and thus requires active realization. Use Figure 9.60 
with the PID controller circuits shown in Table 9.10. One possible set of 
approximate component values is 


Ci =10uF, Cy=100uF, R;=20k9, Ry =100kO 
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b. G,(s) is a lag-lead compensator that can be implemented with a passive 
network because the ratio of the lead pole to zero is the inverse of the ratio of 
the lag pole to zero. Use the lag-lead compensator circuit shown in Table 9.11. 
One possible set of approximate component values is 


Ci =100uF, C.=900uF, R, =100kO, R =5600 


The complete solution is at www.wiley.com.college/nise. 





Case Studies 





Antenna Control: Lag-Lead Compensation 


Design 


For the antenna azimuth position control system case study in Chapter 8, we 
obtained a 25% overshoot using a simple gain adjustment. Once this percent 
overshoot was obtained, the settling time was determined. If we try to improve the 
settling time by increasing the gain, the percent overshoot also increases. In this 
section, we continue with the antenna azimuth position control by designing a 
cascade compensator that yields 25% overshoot at a reduced settling time. Further, 
we effect an improvement in the steady-state error performance of the system. 


PROBLEM: Given the antenna azimuth position control system shown on the front 
endpapers, Configuration 1, design cascade compensation to meet the following 
requirements: (1) 25% overshoot, (2) 2-second settling time, and (3) K, = 20. 


SOLUTION: For the case study in Chapter 8, a preamplifier gain of 64.21 yielded 25% 
overshoot, with the dominant, second-order poles at —0.833 + j1.888. The settling 
time is thus 4/¢w, = 4/.833 = 4.8 seconds. The open-loop function for the system as 
derived in the case study in Chapter 5 is G(s) = 6.63K/|s(s + 1.71)(s + 100)]. Hence 
K, = 6.63K/(1.71 x 100) = 2.49. Comparing these values to this example’s problem 
statement, we want to improve the settling time by a factor of 2.4, and we want 
approximately an eightfold improvement in K,. 





Lead compensator design to improve transient response: First locate the 
dominant second-order pole. To obtain a settling time, 7,, of 2 seconds and a 
percent overshoot of 25%, the real part of the dominant second-order pole should 
be at —4/T, = —2. Locating the pole on the 113.83° line (¢ = 0.404, corresponding 
to 25% overshoot) yields an imaginary part of 4.529 (see Figure 9.64). 

Second, assume a lead compensator zero and find the compensator pole. 
Assuming a compensator zero at —2, along with the uncompensated system’s 
open-loop poles and zeros, use the root locus program in Appendix H.2 at www 
.wiley.com/college/nise to find that there is an angular contribution of —120.14° at 
the design point of —2 + j4.529. Therefore, the compensator’s pole must contribute 
120.14° — 180° = —59.86° for the design point to be on the compensated system’s 
root locus. The geometry is shown in Figure 9.64. To calculate the compensator 
pole, we use 4.529/(p, — 2) = tan 59.86° or p, = 4.63. 
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Now determine the gain. Using the lead-compensated system’s open-loop 
function, 


B 6.63K(s + 2) 
G(s) = s(s + 1.71)(s + 100)(s + 4.63) 


and the design point —2 + j4.529 as the test point in the root locus program, the 
gain, 6.63K, is found to be 2549. 





(9.54) 


Lag compensator design to improve the steady-state error: K, for the lead- 
compensated system is found using Eq. (9.54). Hence, 
2549(2) 


A Oe (9.55) 





Since we want K, = 20, the amount of improvement required over the lead- 
compensated system is 20/6.44 = 3.1. Choose p, = —0.01 and calculate ze = 0.031, 
which is 3.1 times larger. 


Determine gain: The complete lag-lead-compensated open-loop function, 
Gixc(s), is 


6.63K(s + 2)(s + 0.031) 
(s + .01)(s + 1.71)(s + 4.63)(s + 100) 





Gitc(s) = x (9.56) 


Using the root locus program in Appendix H.2 at www.wiley.com/college/nise and 
the poles and zeros of Eq. (9.56), search along the 25% overshoot line (113.83°) for 
the design point. This point has moved slightly with the addition of the lag 
compensator to —1.99 + j4.51. The gain at this point equals 2533, which is 
6.63K. Solving for K yields K = 382.1. 





Realization of the compensator: A realization of the lag-lead compensator is 
shown in Figure 9.63. From Table 9.11 the lag portion has the following transfer 
function: 


o k ST E __ R _ (s+0.031) 
Rit Ro 1 Rı + R (s + 0.01) 





Giag(s) (9.57) 
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10 MQ 











FIGURE 9.65 Realization of lag-lead compensator 


Selecting C = 10 uF, we find R: = 3.2 MQ and R; = 6.8 MQ. 


From Table 9.11 the lead compensator portion has the following transfer 
function: 





1 
ote 
2 RIC E) 
T TO 64) C 
RiC | RoC 


Selecting C = 10 uF, we find Ry = 50 kQ and R? = 38 KQ. 
The total loop gain required by the system is 2533. Hence, 


R2 
6.63K — 55 9.59 
Ri + R2 ( ) 





where K is the gain of the preamplifier, and R2/(Rı + R2) is the gain of the lag 
portion. Using the values of R and R, found during the realization of the lag 
portion, we find K = 1194. 

The final circuit is shown in Figure 9.65, where the preamplifier is implemented 
with an operational amplifier whose feedback and input resistor ratio approxi- 
mately equals 1194, the required preamplifier gain. The preamplifier isolates the 
lag and lead portions of the compensator. 


Summary of the design results: Using Eq. (9.56) along with K = 382.1 yields the 
compensated value of K,. Thus, 


2533(2) (0.031) 


(0.01) (1.71)(4.63)(100) 1784 (9.60) 





Ge lim sGiic(s) = 


which is an improvement over the gain-compensated system in the case study of 
Chapter 8, where K, = 2.49. This value is calculated from the uncompensated G(s) 
by letting K = 64.21, as found in the Case Study of Chapter 8. 

Finally, checking the second-order approximation via simulation, we see in 
Figure 9.66 the actual transient response. Compare this to the gain-compensated 
system response of Figure 8.29 to see the improvement effected by cascade 
compensation over simple gain adjustment. The gain-compensated system yielded 
25%, with a settling time of about 4 seconds. The lag-lead-compensated system 
yields 28% overshoot, with a settling time of about 2 seconds. If the results are not 
adequate for the application, the system should be redesigned to reduce the 
percent overshoot. 


Case Studies 


c(t) 











Time (seconds) 


FIGURE 9.66 Step response of lag-lead-compensated antenna control 


CHALLENGE: You are now given a problem to test your knowledge of this chapter’s 
objectives. You are given the antenna azimuth position control system shown on 
the front endpapers, Configuration 2. In the challenge in Chapter 8, you were asked 
to design, via gain adjustment, an 8-second settling time. 


a. For your solution to the challenge in Chapter 8, evaluate the percent overshoot 
and the value of the appropriate static error constant. 


b. Design a cascade compensator to reduce the percent overshoot by a factor of 4 
and the settling time by a factor of 2. Also, improve the appropriate static error 
constant by a factor of 2. 


c. Repeat Part b using MATLAB. 


UFSS Vehicle: Lead and Feedback Compensation 


As a final look at this case study, we redesign the pitch control loop for the UFSS 
vehicle. For the case study in Chapter 8, we saw that rate feedback improved the 
transient response. In this chapter’s case study, we replace the rate feedback with a 
cascade compensator. 


PROBLEM: Given the pitch control loop without rate feedback (Kz = 0) for the 
UFSS vehicle shown on the back endpapers, design a compensator to yield 20% 
overshoot and a settling time of 4 seconds (Johnson, 1980). 


SOLUTION: First determine the location of the dominant closed-loop poles. Using 
the required 20% overshoot and a 4-second settling time, a second-order approxi- 
mation shows the dominant closed-loop poles are located at —1 + j1.951. From the 
uncompensated system analyzed in the Chapter 8 case study, the estimated settling 
time was 19.8 seconds for dominant closed-loop poles of —0.202 + j0.394. Hence, a 
lead compensator is required to speed up the system. 

Arbitrarily assume a lead compensator zero at —1. Using the root locus program in 
Appendix H.2 at www.wiley.com/college/nise, we find that this compensator zero, 
along with the open-loop poles and zeros of the system, yields an angular contribu- 
tion at the design point, —1 + /1.951, of —178.92°. The difference between this angle 
and 180°, or —1.08°, is the angular contribution required from the compensator pole. 
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Using the geometry shown in Figure 9.67, where —p, is the 
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FIGURE 9.67 Locating compensator oo Is) 


pole Using all poles and zeros shown in Eq. (9.62), the root locus program shows that 
a gain of 516.5 is required at the design point, —1 + j1.951. The root locus of the 
compensated system is shown in Figure 9.68. 

A test of the second-order approximation shows three more closed-loop poles at 
—0.5, —0.9, and —104.5. Since the open-loop zeros are at —0.435 and —1, simulation 
is required to see if there is effectively closed-loop pole-zero cancellation with the 
closed-loop poles at —0.5 and —0.9, respectively. Further, the closed-loop pole at 
—104.5 is more than five times the real part of the dominant closed-loop pole, 
—1 + 1.951, and its effect on the transient response is therefore negligible. 

The step response of the closed-loop system is shown in Figure 9.69, where we 
see a 26% overshoot and a settling time of about 4.5 seconds. Comparing this 
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FIGURE 9.69 Step response of lead-compensated UFSS 
FIGURE 9.68 Root locus for lead-compensated system vehicle 


Summary 


response with Figure 8.31, the response of the uncompensated system, we see 
considerable improvement in the settling time and steady-state error. However, 
the transient response performance does not meet the design requirements. Thus, 
a redesign of the system to reduce the percent overshoot is suggested if required 
by the application. 


CHALLENGE: You are now given a problem to test your knowledge of this chapter’s 
objectives. The heading control system for the UFSS vehicle is shown on the back 
endpapers. The minor loop contains the rudder and vehicle dynamics, and the 
major loop relates output and input heading (Johnson, 1980). 


a. Find the values of K, and K, so that the minor-loop dominant poles have a 
damping ratio of 0.6 and the major-loop dominant poles have a damping ratio 
of 0.5. 


b. Repeat, using MATLAB. 
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@ summary 9 


In this chapter, we learned how to design a system to meet transient and steady-state 
specifications. These design techniques overcame limitations in the design method- 
ology covered in Chapter 8, whereby a transient response could be created only if the 
poles generating that response we tl b 1 ea yont 
yielded the desired response. Sinci age: er Sinan B eady- 
state error in the response, a trade-off was required between the desired transient 
response and the desired steady-state error. 

Cascade or feedback compensation is used to overcome the disadvantages of 
gain adjustment as a compensating technique. In this chapter, we saw that the 
transient response and the steady-state error can be designed separately from each 
other. No longer was a trade-off between these two specifications required. Further, 
we were able to design for a transient response that was not represented on the 
original root locus. 

The transient response design technique covered in this chapter is based upon 
reshaping the root locus to go through a desired transient response point, followed 
by a gain adjustment. Typically, the resulting gain is much higher than the original if 
the compensated system response is faster than the uncompensated response. 

The root locus is reshaped by adding additional poles and zeros via a cascade or 
feedback compensator. The additional poles and zeros must be checked to see that 
any second-order approximations used in the design are valid. All poles besides the 
dominant second-order pair must yield a response that is much faster than the 
designed response. Thus, nondominant poles must be at least five times as far from 
the imaginary axis as the dominant pair. Further, any zeros of the system must be 
close to a nondominant pole for pole-zero cancellation, or far from the dominant 
pole pair. The resulting system can then be approximated by two dominant poles. 

The steady-state response design technique is based upon placing a pole on or 
near the origin in order to increase or nearly increase the system type, and then 
placing a zero near this pole so that the effect upon the transient response is 
negligible. However, final reduction of steady-state error occurs with a long-time 
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constant. The same arguments about other poles yielding fast responses and about 
zeros being cancelled in order to validate a second-order approximation also hold 
true for this technique. If the second-order approximations cannot be justified, then 
a simulation is required to make sure the design is within tolerance. 

Steady-state design compensators are implemented via PI controllers or lag 
compensators. PI controllers add a pole at the origin, thereby increasing the system 
type. Lag compensators, usually implemented with passive networks, place the pole 
off the origin but near it. Both methods add a zero very close to the pole in order not 
to affect the transient response. 

The transient response design compensators are implemented through PD 
controllers or lead compensators. PD controllers add a zero to compensate the 
transient response; they are considered ideal. Lead compensators, on the other hand, 
are not ideal since they add a pole along with the zero. Lead compensators are 
usually passive networks. 

We can correct both transient response and steady-state error with a PID or 
lag-lead compensator. Both of these are simply combinations of the previously 
described compensators. Table 9.7 summarized the types of cascade compensators. 

Feedback compensation can also be used to improve the transient response. 
Here the compensator is placed in the feedback path. The feedback gain is used to 
change the compensator zero or the system’s open-loop poles, giving the designer a 
wide choice of various root loci. The system gain is then varied to move along the 
selected root locus to the design point. An advantage of feedback compensation is 
the ability to design a fast response into a subsystem independently of the system’s 
total response. 

In the next chapter, we look at another method of design, frequency response, 


whigh pago ppr enhancer 


@ Review questions D 


1. Briefly distinguish between the design techniques in Chapter 8 and Chapter 9. 

2. Name two major advantages of the design techniques of Chapter 9 over the 
design techniques of Chapter 8. 

3. What kind of compensation improves the steady-state error? 

4. What kind of compensation improves transient response? 

5. What kind of compensation improves both steady-state error and transient 
response? 

6. Cascade compensation to improve the steady-state error is based upon what 
pole-zero placement of the compensator? Also, state the reasons for this 
placement. 

7. Cascade compensation to improve the transient response is based upon what 
pole-zero placement of the compensator? Also, state the reasons for this 
placement. 

8. What difference on the s-plane is noted between using a PD controller or using a 
lead network to improve the transient response? 

9. In order to speed up a system without changing the percent overshoot, where 


must the compensated system’s poles on the s-plane be located in comparison to 
the uncompensated system’s poles? 


10. 


11. 


12. 


13. 


14. 


Problems 515 
Why is there more improvement in steady-state error if a PI controller is used 
instead of a lag network? 


When compensating for steady-state error, what effect is sometimes noted in the 
transient response? 


A lag compensator with the zero 25 times as far from the imaginary axis as the 
compensator pole will yield approximately how much improvement in steady- 
state error? 


If the zero of a feedback compensator is at —3 and a closed-loop system pole is at 
—3.001, can you say there will be pole-zero cancellation? Why? 


Name two advantages of feedback compensation. 


GEE oe D 


1. 


Design a PI controller to drive the 
step response error to zero for 
the unity feedback system shown 
in Figure P9.1, where 


WileyPLUS 


Control Solutions 


K 
(s + 1)(s + 3)(s + 10) 
The system operates with a damping ratio of 0.5. 


Compare the specifications of the uncompensated 
and compensated systems. [Section: 9.2] 


G(s) = 











a. What is the value of the appropriate static error 
constant? 


b. Find the transfer function of a lag network so that 
the appropriate static error constant equals 4 
without appreciably changing the dominant 
poles of the uncompensated system. 


c. Use MATLAB or any other computer _MATLAB 


program to simulate the system 
to see the effect of your compensator. 





Apago PDF Enhancer K 
R Els 4. Repeat Problem 3 for G(s) =———_W.. 
eh ol g o, an 9.2] SCF IEF 
p . Consider the unity feedback system shown in Figure 
P9.1 with 
FIGURE P9.1 K 
G = 
o= oTr] 


. Consider the unity feedback system shown in Figure 


P9.1, where 


K 
Gis) s(s +3)(s + 6) 


a. Design a PI controller to drive the ramp response 
error to zero for any K that yields stability. 
[Section: 9.2] 


b. Use MATLAB to simulate your MATLAB 


design for K=1. Show both 
the input ramp and the out- 
put response on the same plot. 


. The unity feedback system shown in Figure P9.1 with 


K 
(s + 2)(s + 3)(s +7) 





G(s) = 


is operating with 10% overshoot. [Section: 9.2] 


. The unity feedback system shown Figure 


a. Design a compensator that will yield K, = 20 
without appreciably changing the dominant pole 
location that yields a 10% overshoot for the 
uncompensated system. [Section: 9.2] 


b. Use MATLAB or any other computer _MATLAB 
program to simulate the un- 


compensated and compensated systems. 


c. Use MATLAB or any other computer _MATLAB 

program to determine how much 

time it takes the slow response of the 
lag compensator to bring the output to 
within2%sofits final compensatedvalue. 
WileyPLUS 


Control Solutions 








P9.1 with 
K(s + 6) 
(s+ 2)(s+3)(s+5) 





G(s) = 
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is operating with a dominant-pole damping ratio 
of 0.707. Design a PD controller so that the 
settling time is reduced by a factor of 2. Compare 
the transient and steady-state performance of 
the uncompensated and compensated systems. 
Describe any problems with your design. 
[Section: 9.3] 


. Redo Problem 6 using MATLAB in MATLAB 


the following way: CID 


a. MATLAB will generate the root locus 
for the uncompensated system along 
with the 0.707 damping ratio line. 
You will interactively select the op- 
erating point. MATLAB will then in- 
form you of the coordinates of the 
operating point,the gain at the oper- 
ating point, as well as the estimated 
305, Ts, Tp, C6, Wn, and Kp represented by 
a second-order approximation at the 
operating point. 

b. MATLAB will display the step respons 
of the uncompensated system. 


ec Without further input,MATLAB will 
calculate the compensated design 




















a value for the PD co tor zero 
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R(s) + Ri K C(s) = 
x s(s + 10)(s + 20) 


FIGURE P9.2 








9. Consider the unity feedback system shown in Figure 


P9.1 with [Section: 9.3] 
= 
(s+4)° 


a. Find the location of the dominant poles to yield a 
1.6 second settling time and an overshoot of 25%. 


b. If a compensator with a zero at —1 is used to 
achieve the conditions of Part a, what must the 
angular contribution of the compensator pole be? 


c. Find the location of the compensator pole. 


d. Find the gain required to meet the requirements 
stated in Part a. 


e. Find the location of other closed-loop poles for 
the compensated system. 


f. Discuss the validity of your second-order 
approximation. 


imulate the compen- 


, i MATLAB 
point and will then F ippr Enhancer: any other computer 
ago D 





from the keyboard. MATLAB will re- 
spond with a plot of the root locus 
showing the compensated design point. 
MATLAB will then allow you to keep 
changing the PD compensator value 
from the keyboard until a root locus 
is plotted that goes through the de- 
sign point. 

d. For the compensated system, MATLAB will 
inform you of the coordinates of the 
operating point, the gainat the operat- 
ing point,as well as the estimated 
30S, Ts, Tp,6, ®n,and Kp represented by 
a second-order approximation at the 
operating point. 

e. MATLAB will then display the step 
response of the compensated system. 














. Design a PD controller for the system shown in 
Figure P9.2 to reduce the settling time by a factor of 
4 while continuing to operate the system with 20% 
overshoot. Compare your performance to that ob- 
tained in Example 9.7. 


10. The unity feedback system shown in 


sated system to check your design. 


WileyPLUS 


Control Solutions 


Figure P9.1 with 


is to be designed for a settling time of 1.667 seconds 
and a 16.3% overshoot. If the compensator zero is 
placed at —1, do the following: [Section: 9.3] 


a. Find the coordinates of the dominant poles. 
b. Find the compensator pole. 

c. Find the system gain. 

d. Find the location of all nondominant poles. 


e. Estimate the accuracy of your second-order 
approximation. 


f. Evaluate the steady-state error characteristics. 


g. Use MATLAB or any other computer _MATLAB 
program to simulate the system 
and evaluate the actual tran- 
sient response characteristics for a 
step input. 





11. Given the unity feedback system of Figure P9.1, 
with 


12. 





4)(s4 





do the following: [Section: 9.3] 


a. 
b. 


e. 


Redo Problem 11 using MATLAB in 


Sketch the root locus. 


Find the coordinates of the dominant poles for 
which ¢ = 0.8. 


Find the gain for which ¢ = 0.8. 


If the system is to be cascade-compensated so 
that T, = 1 second and ¢ = 0.8, find the compen- 
sator pole if the compensator zero is at —4.5. 


Discuss the validity of your second-order 
approximation. 


Use MATLAB or any other computer _ MATLAB 
program to simulate the compen- 
sated and uncompensated systems and 


compare the results to those expected. 


MATLAB 


the following way: 


a. 


MATLAB will generate the root locus for 
the uncompensated “YS Ap itppFr 
0.8 damping ratio line. Tou wtfll inter- 
actively select the operating point. 
MATLAB will then inform you of the coor- 
dinates of the operating point, the gain 
at the operating point,as well as the 
estimated 0S,T;,Tp,¢,@n,and K, repre- 
sented bya second-order approximation 
at the operating point. 

MATLAB will display the step respons 
of the uncompensated system. 

Without further input, MATLAB will 
calculate the compensated design 
point and will then ask you to input a 
value for the lead compensator pole 
fromthe keyboard. MATLAB will respond 
with a plot of the root locus showing 
the compensated design point. MATLAB 
willthenallowyouto keep changing the 
lead compensator pole value from the 
keyboard until a root locus is plotted 
that goes through the design point. 


For the compensated system, MATLAB 
will inform you of the coordinates 
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of the operating point,the gain at 
the operating point,as well as the 
estimated 30S, Ts, Tp, r Wn, and Kp rep- 
resented by a second-order approxima- 
tion at the operating point. 


MATLAB will then display the step re- 
sponse of the compensated system. 








Change the compensator’s zero location 
a few times and collect data on the com- 
pensated system to see if any other 
choices of compensator zero yield 
advantages over the original design. 





Consider the unity feedback system of Figure P9.1 
with 


K 
Gl) = Fer 


The system is operating at 20% overshoot. Design a 
compensator to decrease the settling time by a 
factor of 2 without affecting the percent overshoot 
and do the following: [Section: 9.3] 


a. 


b. 


C. 


d. 


Evaluate the uncompensated system’s dominant 
poles, gain, and settling time. 


Evaluate the compensated system’s dominant 
Tiling time. 

Evaluate the compensator’s pole and zero. Find 
the required gain. 


Use MATLAB or any other computer _ MATLAB 
program to simulate the compen- 
sated and uncompensated 


systems’ step response. 


The unity feedback system shown in Figure P9.1 with 


K 
(s + 15)(s? + 6s + 13) 





G(s) = 


is operating with 30% overshoot. [Section: 9.3] 


a. 


Find the transfer function of a cascade compen- 
sator, the system gain, and the dominant pole 
location that will cut the settling time in half if 
the compensator zero is at —7. 


Find other poles and zeros and discuss your 
second-order approximation. 


Use MATLAB or any other computer _MATLAB 
program to simulate both the un- 
compensated and compensated systems to 


see the effect of your compensator. 
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15. 


16. 


17. 





18. 


Consider the unity feedback system of Figure P9.1, 
with 


K 


Chapter 9 Design via Root Locus 
For the unity feedback system of Figure P9.1 with 
K 
G = 
(s) s(s + 1)(s? + 10s + 26) 


do the following: [Section: 9.3] 


a. Find the settling time for the system if it is 
operating with 15% overshoot. 


b. Find the zero of a compensator and the gain, K, 
so that the settling time is 7 seconds. Assume that 


the pole of the compensator is located at —15. 


Use MATLAB or any other computer _ MATLAB 


program to simulate the systems 
step response to test the compensator. 





A unity feedback control system has 
the following forward transfer func- 
tion: [Section: 9.3] 


G(s) 


WileyPLUS 


Control Solutions 


B K 

~ s2(s +4)(s + 12) 

a. Design a lead compensator to yield a closed-loop 
step response with 20.5% overshoot and a set- 


tling time of 3 seconds. Be sure to specify the 
value of K. 


Use MATLAB or any other computer _MATLAB 
program to simulate and compare 

the transient response of the compen- 
satedsystemtothe predictedtransient 


response. 
For the unity feedback system of Figure P9.1, with 


K 
G(s) = (s2 + 20s + 101)(s + 20) 





the damping ratio for the dominant poles is to be 
0.4, and the settling time is to be 0.5 second. [Sec- 
tion: 9.3] 

a. Find the coordinates of the dominant poles. 


b. Find the location of the compensator zero if the 


compensator pole is at —15. 
Find the required system gain. 


Compare the performance of the uncompensated 
and compensated systems. 


Use MATLAB or any other computer _MATLAB 


program to simulate the system 
to check your design. Redesign 
if necessary. 


19. 


Is your second-order approšimation Blidp 
pago DF of 


G(s) = — 
(9) (s +3)(s +5) 

a. Show that the system cannot operate with a 
settling time of 2/3 second and a percent over- 
shoot of 1.5 % with a simple gain adjustment. 
Design a lead compensator so that the system 
meets the transient response characteristics of 
Part a. Specify the compensator’s pole, zero, and 
the required gain. 


Given the unity feedback system of Figure P9.1 with 








Find the transfer function of a lag-lead compensator 
that will yield a settling time 0.5 second shorter than 
that of the uncompensated system, with a damping 
ratio of 0.5, and improve the steady-state error by a 
factor of 30. The compensator zero is at —5. Also, 
find the compensated system’s gain. Justify any 
second-order approximations or verify the design 
through simulation. [Section: 9.4] 


GCEFis using a lag-lead _MATLAB 
compensator and MATLAB in the 
following way: 
a. MATLAB will generate the root locus for 
the uncompensated system along with the 
0.5 damping-ratio line. Youwill inter- 
actively select the operating point. 
MATLAB will then proceed to inform you 
of the coordinates of the operating 
point,the gain at the operating point, 
as wellasthe estimated 60S,Ts,Tp,C, On, 
and K, represented by a second-order ap- 
proximation at the operating point. 


MATLAB will display the step respons 
of the uncompensated system. 


ec. Without further input, MATLAB will 
calculate the compensated design point 
andwillthenask youto input avalue for 
the lead compensator pole fromthe key- 
board. MATLAB will respond with a plot 
of the root locus showing the compen- 
sated design point. MATLAB will then 
allow youto keep changing the lead com- 
pensator pole value from the keyboard 






































21. 


until a root locus is plotted that goes 
through the design point. 


d. For the compensated system, MATLAB 
will inform you of the coordinates of 
the operating point, the gain at the op- 
erating point,as well as the estimated 
3O0S,T5,Tp,6,@n,and Kp represented by a 
second-order approximation at the op- 
erating point. 

e. MATLAB will then display the step re- 
sponse of the compensated system. 

















f. Change the compensator’s zero location 
a few times and collect data on the com- 
pensated system to see if any other 
choices of the compensator zero yield 
advantages over the original design. 





g. Using the steady-state error of the un- 
compensated system, adda lag compensa- 
tor to yield an improvement of 30 times 
over the uncompensated systems steady- 
state error, withminimal effect on the 
designed transient response. Have MAT- 
LAB plot the step response. Try several 
values forthe lag compensator’s poleand 














22. 


23. 
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For the unity feedback system given in _WileyPLUs 


Figure P9.1 with 


G(s) 


Control Solutions 


E K 
~ s(s+5)(s +11) 


do the following: [Section: 9.4] 


a. Find the gain, K, for the uncompensated system 
to operate with 30% overshoot. 


b. Find the peak time and K, for the uncompensated 
system. 


c. Design a lag-lead compensator to decrease the 
peak time by a factor of 2, decrease the percent 
overshoot by a factor of 2, and improve the 
steady-state error by a factor of 30. Specify all 
poles, zeros, and gains. 





The unity feedback system shown in Figure P9.1 
with 
K 
CS) =a 8G 0) 


is to be designed to meet the following specifications: 


Overshoot: Less than 25% 


Settling time: Less than 1 second 


see the effect on the page PDF Enhancer 


Given the uncompensated unity feedback system of 
Figure P9.1, with 


K 


GU) aes) 


do the following: [Section: 9.4] 


a. Design a compensator to yield the following 
specifications: settling time = 2.86 seconds; per- 
cent overshoot = 4.32%; the steady-state error is 
to be improved by a factor of 2 over the un- 
compensated system. 


b. Compare the transient and steady-state error 
specifications of the uncompensated and com- 
pensated systems. 


c. Compare the gains of the uncompensated and 
compensated systems. 


d. Discuss the validity of your second-order 
approximation. 


e. Use MATLAB or any other computer _ MATLAB 
program to simulate the un- 
compensated and compensated systems 
and verify the specifications. 





24. 


Do the following: [Section: 9.4] 


a. Evaluate the performance of the uncompensated 
system operating at 10% overshoot. 


b. Design a passive compensator to meet the de- 
sired specifications. 

c. Use MATLAB to simulate the 
compensated system. Com- 
pare the response with the desired 
specifications. 


MATLAB 





Consider the unity feedback system in Figure P9.1, 
with 
K 
G(s) = —..—_~ 
= GTD7eTa 


The system is operated with 4.32% overshoot. In 
order to improve the steady-state error, K, is to be 
increased by at least a factor of 5. A lag compensa- 
tor of the form 

(s+ 0.5) 


Gels) = G91) 





is to be used. [Section: 9.4] 
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25. 


26. 


27. 


Chapter 9 


a. Find the gain required for both the compensated 
and the uncompensated systems. 


Find the value of K, for both the compensated 
and the uncompensated systems. 


Estimate the percent overshoot and settling time 
for both the compensated and the uncompensated 
systems. 


d. Discuss the validity of the second-order approxi- 
mation used for your results in Part c. 

e. Use MATLAB or anyother computer _ MATLAB 
program to simulate the step 
response for the uncompensated and 
compensated systems. What do you no- 
tice about the compensated system's 
response? 





Design a lead compensator that will correct the 
objection you notice in Part e. 


For the unity feedback system in Figure P9.1, with 
K 
G(s) = —..—_~ 
= GrDers 


design a PID controller that will yield a peak time of 
1.047 seconds and a damping ratio of 0.8, with zero 


error for a step input. [SectioAPAG o PDF Enhancer 





For the unity feedback system in Figure P9.1, with 
G K WileyPLUS 
As 
(s) (s + 4)(s + 6)(s + 10) WPCS 
Control Solutions 
do the following: 

a. Design a controller that will yield no more than 
25% overshoot and no more than a 2-second 
settling time for a step input and zero steady- 
state error for step and ramp inputs. 

b. Use MATLAB and verify your MATLAB 
design. 

Redo Problem 26 using MATLAB in MATLAB 

the following way: 

a. MATLAB will ask for the desired per- 
cent over shoot, settling time, and PI 
compensator zero. 

b. MATLAB will design the PD controller's 
zero. 

c. MATLAB will display the root locus of 








the PID-compensated system with the 
desired percent overshoot line. 


d. The user will interactively select 
the intersection of the root locus 


28. 


Design via Root Locus 


and the desired percent over shoot 





























line. 

e. MATLAB will display the gain and tran- 
sient response characteristics of the 
PID-compensated system. 

f. MATLAB will display the step respons 
of the PID-compensated system. 

g. MATLAB will display the ramp response 
of the PID-compensated system. 








If the system of Figure P9.3 operates with a damp- 
ing ratio of 0.517 for the dominant second-order 
poles, find the location of all closed-loop poles and 


Zeros. 
K 
D (s2 + 2s + 0.25) 
(s + 3) 
(s + 2) 


FIGURE P9.3 


R(s) + Cw) 











29. For the unity feedback system in Figure P9.1, with 


K 
s(s + 2)(s + 4)(s + 6) 





do the following: [Section: 9.5] 


a. Design rate feedback to yield a step response 
with no more than 15% overshoot and no 
more than 3 seconds settling time. Use 
Approach 1. 

b. Use MATLAB and simulate your 
compensated system. 


MATLAB 


30. Given the system of Figure P9.4: [Section: 9.5] 











R(s) + + K, C(s) 
"K s 7 ss + 4\(s + 9) . 








FIGURE P9.4 


a. Design the value of K4, as well as ain the feedback 
path of the minor loop, to yield a settling time of 1 
second with 5% overshoot for the step response. 


b. Design the value of K to yield a major-loop 
response with 10% overshoot for a step input. 


31. 


32. 


33. 





c. Use MATLAB or any other computer _MATLAB 
program to simulate the step re- 
sponse to th ntire closed- 
loop system. 

MATLAB 


d. Adda PI compensator to reduce 
the major-loop steady-state 
error to zero and simulate the step 
response using MATLAB or any other 
computer program. 





Identify and realize the following controllers with 
operational amplifiers. [Section: 9.6] 

s+0.01 

s 

b. s+2 


a. 
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Control Solutions 


Identify and realize the following 
compensators with passive net- 
works. [Section: 9.6] 





s+ 0.1 
a OOl 

s+2 
b. 

s+5 








s+0.1 s+1 
s + 0.01/ \s+10 


35. 


Problems 521 
compensator in a position where the closed- 
loop poles of the uncompensated root locus 
will not be affected significantly.) 


Use Simulink to simulate the Simulink 


systems of Partsbandcandto 
verify the correctness of your design 
in Part c. 


Figure P9.5 shows a two-tank system. The liquid inflow 
to the upper tank can be controlled using a valve and is 
represented by Fo. The upper tank’s outflow equals the 
lower tank’s inflow and is represented by Fı. The 
outflow of the lower tank is F>». The objective of 
the design is to control the liquid level, y(£), in the 
lower tank. The open-loop transmission for this system 
Y(s) ana3 . 

PI ea ae (Romagnoli, 2006). 
The system will be controlled in a loop analogous to 
that of Figure P9.1, where the lower liquid level will be 
measured and compared to a set point. The resulting 
error will be fed to a controller, which in turn will open 
or close the valve feeding the upper tank. 





is 


a. Assuminga; = 0.04, az = 0.0187,a3 = 1,anda4 = 
0.227, design a lag compensator to obtain a step- 
response steady-state error of 10% without affecting 


DF EnHanee # sn response appreciably. 


Repeat Problem 32 using ARAI np Tfiers. 
[Section: 9.6] 


DESIGN PROBLEMS 


34. 


G(s) 


The room temperature of an 11 m? room is to be 
controlled by varying the power of an indoor radia- 
tor. For this specific room the open-loop transfer 
function from radiator power, O(s), to temperature, 
T(s), is (Thomas, 2005) 
T(s) (1 x 10~®)s? + (1.314 x 107°)s + (2.66 x 107") 
O(s) s + 0.00163s? + (5.272 x 107’)s + (3.538 x 10°!) 


The system is assumed to be in the closed-loop 
configuration shown in Figure P9.1. 











a. For a unit step input, calculate the steady-state 
error of the system. 


b. Try using the procedure of Section 9.2 to design a PI 
controller to obtain zero steady-state error for step 
inputs without appreciably changing the transient 


response. Then explain why it is not possible to do so. 


c. Design a PI controller of the form G;,(s) = 


K ; 
Keta that will reduce the step-response error 


s 
to zero while not changing significantly the tran- 
sient response. (Hint: Place the zero of the 


MATLAB 


b. Verify your design through 
MATLAB simulations. 


Fo 


FIGURE P9.5 


36. Figure P9.6(a) shows a heat-exchanger process 


whose purpose is to maintain the temperature of 
a liquid at a prescribed temperature. 

The temperature is measured using a sensor and a 
transmitter, TT 22, that sends the measurement to a 
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SP 
TE Je— 
Steam 
Process 
fluid hE E 
[e 
TO | LY TO 
T 
v 
Condensate 
return 
(a) 
Compensator Valve Heat exchanger 
Tsp(s) + T(s) 
GAs) G(s) G,(s) 


Sensor 


(b) 
FIGURE P9.6 a. Heat-exchnge ARA GOERA pm RHanGeTxs, & Sons, Inc.); b. block diagram 








corresponding controller, TC 22, that compares the Torque 
actual temperature with a desired temperature set A 
point, SP. The controller automatically opens or closes 
a valve to allow or prevent the flow of steam to change 
the temperature in the tank. The corresponding block 
diagram for this system is shown in Figure P9.6(b) 
(Smith 2002). Assume the following transfer functions: 


0.5 N-m 


5V 





0.02 o vO | o 1 0 = RPM 
vs) =T (8) = 347) H(s) = 557° 0 60,000 











a. Assuming G,(s) = K, find the value of K that will 
result in a dominant pole with ¢ = 0.7. Obtain the mer 1 
corresponding Ts. 

b. Design a PD controller to obtain the same damping 4 4 
factor as Part a but with a settling time 20% smaller. 


& Verify your results through MATLAB F ate 
MATLAB simulation. qa» 10 5kg-m fi ee 



































37. Repeat Problem 36, Parts b and ec, using a lead 1 N-m-s/rad 
compensator. FIGURE P9.7 
38. a. Find the transfer function of a motor whose torque- b. Design a tachometer compensator to yield a 


speed curve and load are given in Figure P9.7. damping ratio of 0.5 for a position control 


39. You are given the motor whose transfer 


employing a power amplifier of gain 1 and a 
preamplifier of gain 5000. 

c. Compare the transient and steady-state charac- 
teristics of the uncompensated system and the 
compensated system. 

WileyPLUS 


function is shown in Figure P9.8(a). 
Control Solutions 


E,(s) 25 8,(s) 
s(s + 1) 


(a) 





Amplifier Motor 






25 
s(s + 1) 





C(s) 
e 











(b) 
FIGURE P9.8 


a. Ifthis motor were the forward transfer function of a 
unity feedback system, calcyf\ 
shoot and settling time that could be expected. 


b. You want to improve the closed-loop response. 
Since the motor constants cannot be changed and 
you cannot use a different motor, an amplifier 
and tachometer are inserted into the loop as 
shown in Figure P9.8(b). Find the values of Kı 
and K,to yield a percent overshoot of 25% anda 
settling time of 0.2 second. 


c. Evaluate the steady-state error specifications for 
both the uncompensated and the compensated 
systems. 


Amplifier 





PDE Enhane 





FIGURE P9.9 
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40. A position control is to be designed with a 20% 


overshoot and a settling time of 2 seconds. You 
have on hand an amplifier and a power amplifier 
whose cascaded transfer function is K1/(s +20) 
with which to drive the motor. Two 10-turn pots 
are available to convert shaft position into volt- 
age. A voltage of +5z volts is placed across the 
pots. A dc motor whose transfer function is of the 
form 





6o(s) K 


Els) s(s +a) 





is also available. The transfer function of the 
motor is found experimentally as follows. The 
motor and geared load are driven open-loop by 
applying a large, short, rectangular pulse to the 
armature. An oscillo-gram of the response shows 
that the motor reached 63% of its final output 
value at 1/2 second after the application of the 
pulse. Further, with a constant 10 volts dc applied 
to the armature, the constant output speed was 
100 rad/s. 


a. Draw a complete block diagram of the system, 
ak transfer function of each compo- 
nent when the system is operating with 20% 
overshoot. 


b. What will the steady-state error be for a unit 
ramp input? 

c. Determine the transient response characteristics. 

d. If tachometer feedback is used around the motor, 
as shown in Figure P9.9, find the tachometer and 
the amplifier gain to meet the original specifica- 
tions. Summarize the transient and steady-state 
characteristics. 


C(s) 
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41. 


42. 


Chapter 9 


A position control is to be designed with a 10% over- 
shoot, a settling time of 1 second, and K, = 1000. You 
have on hand an amplifier and a power amplifier 
whose cascaded transfer function is K,/(s + 40) 
with which to drive the motor. Two 10-turn pots are 
available to convert shaft position into voltage. A 
voltage of +20z volts is placed across the pots. A dc 
motor whose transfer function is of the form 

8o (s) K 

Ea(s) s(s+a) 
is also available. The following data are observed from 
a dynamometer test at 50 V. At 25 N-m of torque, the 
motor turns at 1433 rpm. At 75 N-m of torque, the 
motor turns at 478 rpm. The speed measured at the load 
is 0.1 that of the motor. The equivalent inertia, includ- 
ing the load, at the motor armature is 100 kg-m7, and 
the equivalent viscous damping, including the load, at 
the motor armature is 50 N-m-s/rad. 








a. Draw a complete block diagram of the system, 
specifying the transfer function of each 
component. 

b. Design a passive compensator to meet the re- 
quirements in the problem statement. 


c. Draw the schematic of the compensator showing 


all component values. Use Apagoa:l PDF E 


fier for isolation where necessary. 


d. Use MATLAB or any other computer _ MATLAB 


program to simulate your system 
and show that all requirements have been 
met. 





Given the system shown in Figure P9.10, find the 
values of K and K;so that the closed-loop dominant 
poles will have a damping ratio of 0.5 and the under- 
damped poles of the minor loop will have a damping 
ratio of 0.8. 


Power amplifier 
and 
plant 


Amplifier 












FIGURE P9.10 





45. Consider the temperature control system 


46. Steam-driven power 


1 Cs) 
5 > 
(s + 1)(s +5) 


Design via Root Locus 


43. Given the system in Figure P9.11, find the values of 


K and K;so that the closed-loop system will have a 
4.32% overshoot and the minor loop will have 
a damping ratio of 0.8. Compare the expected 
performance of the system without tachometer 
compensation to the expected performance with 
tachometer compensation. 


Power amplifier 
and 
Amplifier plant 


1 C(s) 
(s+ 1)(s + 5)(s + 10) 


Tachometer 















FIGURE P9.11 


44. In Problem 57 of Chapter 8, a head-position con- 


trol system for a floppy disk drive was designed to 
yield a settling time of 0.1 second through gain 
adjustment alone. Design a lead compensator to 
decrease the settling time to 0.05 second without 


changing the percent overshoot. Also, find the 
ARANGE Kin 


WileyPLUS 


Control Solutions 


for a chemical process shown in Figure 
P9.12. The uncompensated system is op- 
erating with a rise time approximately the same as a 
second-order system with a peak time of 16 seconds and 
5% overshoot. There is also considerable steady-state 
error. Design a PID controller so that the compensated 
system will have a rise time approximately equivalent 
to a second-order system with a peak time of 8 seconds 
and 5% overshoot, and zero steady-state error for a 
step input. 

generators rotate at a 
constant speed via a governor that maintains con- 
stant steam pressure in the turbine. In addition, 
automatic generation control (AGC) or load 
frequency control (LFC) is added to ensure reli- 
ability and consistency despite load variations 
or other disturbances that can affect the distribu- 
tion line frequency output. A specific turbine- 
governor system can be described only using 
the block diagram of Figure P9.1 in which 
G(s) = G.(s)Gg(s)G;(s)Gm(s), where (Khoda- 
bakhshian, 2005) 
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Actuator Chemical 
: PID and heat 
Desired controller > valve process 
temperature Actual 
set point temperature 
p + aw | wA pi 2 
E wA 
0.5 
E 
s+0.5 
Temperature sensor 
FIGURE P9.12 Chemical process temperature control system 
G,(s) = 02s 41 is the governor’s transfer function where x(t) = radial pickup position and v(t) = the 
' i coil input voltage (Bittanti, 2002). 
G(s) = ossi is the turbine transfer function a. Assume that the system will be controlled in a 
PSST closed-loop configuration, such as the one shown 
1 ; ae ; : 
Gm(s) = NEAT represents the machine and load in Figure P9.1. Assuming that the plant, P(s), is 
s +0. 


transfer functions 

G(s) is the LFC compensation to be designed 
Assuming G(s) = K, find the value of K that will 
result in a dominant pole with ¢ = 0.7. Obtain the 
corresponding T7,. 

Design a PID controller seio": PDF 
damping factor as in Part a h a settling 
time of 2 seconds and zero a error to 
step input commands. 


a. 


MATLAB 


Repeat Problem 46 using a lag-lead compensator 
instead of a PID controller. Design for a steady- 
state error of 1% for a step input command. 


Verify your results usinga 
MATLAB simuation. 


47. 


48. Digital versatile disc (DVD) players incorporate 
several control systems for their operations. The 
control tasks include (1) keeping the laser beam 
focused on the disc surface, (2) fast track selection, 
(3) disc rotation speed control, and (4) following a 
track accurately. In order to follow a track, the 
pickup-head radial position is controlled via a volt- 
age that operates a voice coil embedded in a magnet 
configuration. For a specific DVD player, the trans- 
fer function is given by 

X(s) 


(13 








0.63 
a 


1+ 
ae) ( 


s2 


0.36 ) 
248.2? 


3054° T 


0.04 
248.2 





S+ 
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49. 


cascaded with a proportional compensator, 
G.(s) = K, plot the root locus of the system. 
Repeat Part a using MATLAB if _MATLAB 
your root locus plot was cre- 

ated by any other tool. 


c. Find the ee, of K for closed-loop stability, the 
ping factor range, and the smallest 
settling time. 


d. Design a notch filter compensator so that the sys- 
tem’s dominant poles have a damping factor of ¢ = 
0.7 with a closed-loop settling time of 0.1 second. 
Simulate the systems step MATLAB 


response for Part c using qa» 
MATLAB. 


Add a PI compensator to the system to achieve 
zero steady-state error for a step input without 
appreciably affecting the transient response 
achieved in Part b. 

Simulate the system's step 
response for Part e using 
MATLAB. 





MATLAB 





A coordinate measuring machine (CMM) measures 
coordinates on three-dimensional objects. The ac- 
curacy of CMMs is affected by temperature changes 
as well as by mechanical resonances due to joint 
elasticity. These resonances are more pronounced 
when the machine has to go over abrupt changes of 
dimension, such as sharp corners at high speed. 
Each of the machine links can be controlled in a 
closed-loop configuration, such as the one shown in 
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Compensator 









0.0466 s(s2 + 1.15 s + 0.33) 
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Plant 


574.98 X(s) 





s(s* + 14.24 s +3447.91) 





Tachometer generator 








FIGURE P9.13 


Figure P9.13 for a specific machine with prismatic 
(sliding) links. In the figure, X;yer(s) is the com- 
manded position and X(s) is the actual position. 
The minor loop uses a tachometer generator to 
obtain the joint speed, while the main loop controls 
the joint’s position (Ozel, 2003). 

a. Find the value of K that will result in a minor 

loop with ¢ = 0.5. 
b. Use a notch filter compensator, G,(s), for the 


external loop so that it results in a OO DF 


APAQ Oe, 


MATLAB 


damping factor of ¢ = 0.7 


c. Use MATLAB to simulate the 
compensated systems closed- 
loop step response. 


Magnetic levitation systems are now used to elevate 
and propel trains along tracks. A diagram of a 


Amplifier 
circuit 


Electromagnet 


Photo 
emitter 





Datum line 


FIGURE P9.14 








5 Ping-Pong ball 


demonstration magnetic levitation system is shown 
in Figure P9.14(a). Action between a permanent 
magnet attached to the Ping-Pong ball, the object to 
be levitated, and an electromagnet provides the lift. 
The amount of elevation can be controlled through 
V, applied to the electromagnet as shown in Figure 
P9.14(a). The elevation is controlled by using a 
photo-detector pair to detect the elevation of the 
Ping-Pong ball. Assume that the elevation control 
system is represented by Figure P9.14(b) and do the 


Enhan cer”): 


a. Design a compensator, G,(s), to yield a settling 
time of 0.1 second or less if the step response is to 
have no more than 1% overshoot. Specify the 
compensator’s poles, zeros, and gain. 


b. Cascade another compensator to minimize the 
steady-state error and have the total settling time 


Control 


computer 


x 
x 
` Permanent magnet 


a. Magnetic levitation system (© 1993 IEEE); (figure continues) 
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Compensator Plant 
Zaesired (s) + Ç> Vs) 10° Zactual(S) 
10 
go re 
| VAS) 
10 
Photocell 
(b) 
FIGURE P9.14 (Continued) b. block diagram 
not exceed 0.5 second. This compensator should d. Use MATLAB or any other computer _MATLAB 


not appreciably affect the transient response 
designed in Part a. Specify the poles and zeros 
of this compensator. 


Use MATLAB or any other computer _MATLAB 
program to simulate the system 


to check your design. 


51. The transfer function for an AFTI/F-16 aircraft 
relating angle of attack, a(t), to elevator deflection, 
ôe(t), is given by 





ai= Apago PDF. 
— 0.072 — ST 23)(s" + 0.055 + 0.04) 





(s — 0.7)(s + 1.7)(s? + 0.08s + 0.04) 


Assume the block diagram shown in Figure P9.15 
for controlling the angle of attack, a, and do the 
following (Monahemi, 1992): 


a. Find the range of K for stability. 

b. Plot or sketch a root locus. 

c. Design a cascade compensator to yield zero 
steady-state error, a settling time of about 0.05 


second, and a percent overshoot not greater than 
20%. 


Desired Controller 





program to simulate the system 
to check your design. 





Commanded Actual 
angle of angle of 
attack Controller Aircraft attack 
a(s) 


as) + 
—_— SS 








FIGURĘ P9.15 Simplified block diagram for angle of attack 
ancer 


52. Figure P9.16 is a simplified block diagram of a self- 
guiding vehicle’s bearing angle control. Design a 
lead compensator to yield a closed-loop step re- 
sponse with 10% overshoot and a settling time of 1.5 
seconds. 


53. An X-4 quadrotor flyer is designed as a small-sized 
unmanned autonomous vehicle (UAV) that flies 
mainly indoors and can help in search and recogni- 
zance missions. To minimize mechanical problems 
and for simplicity, this aircraft uses fixed pitch rotors 
with specially designed blades. Therefore, for thrust 
it is necessary to add a fifth propeller. A simplified 
design of the thrust control design can be modeled 


Vehicle 
dynamics 


Steering eis 


bearing angle 





bearing angle $ 50 
K 
È s? + 10s +50 











FIGURE P9.16 Simplified block diagram of a self-guiding vehicle’s bearing angle control 
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as in Figure 9.1 with G(s) = G,(s)P(s) where 


s 
1.90978 ( 043 + 1) 





represents the dynamics of the thruster rotor gain, 

the motor, and the battery dynamics. Initially, the 

system is designed using a proportional compensa- 

tor given by G,(s) = 3 (Pounds, 2009). 

a. Calculate the resulting steady-state error for a 
unit step input. 

b. Design a lag compensator to yield half the 
steady-state error of the proportional compensa- 
tor, without appreciably affecting the system’s 
transient response. 

c. Use MATLAB to simulate the MATLAB 
original design and the 
lag compensated design. Verify your 
results. 


54. Problem 8.56 described an ac/dc conversion and 


power distribution system for which droop control 
is implemented through the use of a proportional 


controller to stabilize the o Apdgon PDF E 


plification, a system with only ont soufte converter 
and one load converter was considered. The param- 
eters and design considerations presented in that 
problem, along with some solution results, allow us 
to represent the block-diagram of that system as 
shown in the Figure P9.17. 


Gp (s) 








V, (s) 





Vde-ref (8) + E\(s) > 


Isr) 125(s2+ 1225s + 2530000) 
+1225s2 + 5030000s + 62500000) 





é G(s) z 








te 














H (s) 


200 
s +200 


FIGURE P9.17 





Vs_ip(S) 














Here G,(s) is the transfer function of the controller, 
G,(s) represents the forward path of the controlled 
plant (a conversion and power distribution unit), 
and H(s) is the transfer function of the feedback 
low-pass filter (Karlsson, 2003). 

Prepare a table, such as Table 9.5, where the 
first column, headed Uncompensated, is filled in 
with your results from the proportional design of 
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Problem 8.56, assuming an 
Vac—ref (t) = 750 u(t). 

Follow Steps 2-8 as described in Section 9.4 
(Example 9.5), to design a _ proportional-plus- 
integral-plus-derivative (PID) controller so that the 
system can operate with a percent overshoot <4.4 %, 
a peak time 20% smaller than that of the un- 
compensated system, and zero steady-state error, 
€vstep(0o) = 0. Fill in the remaining two columns of 
your table, PD-compensated and PID-compensated. 


input step, 


PROGRESSIVE ANALYSIS AND DESIGN PROBLEMS 
55. High-speed rail pantograph. Problem 21 in Chap- 


ter 1 discusses the active control of a pantograph 
mechanism for high-speed rail systems. In Problem 
79(b), Chapter 5, you found the block diagram for 
the active pantograph control system. In Chapter 8, 
Problem 72, you designed the gain to yield a closed- 
loop step response with 38% overshoot. A plot of 
the step response should have shown a settling time 
greater than 0.5 second as well as a high-frequency 
oscillation superimposed over the step response 
(O’Conner, 1997). We want to reduce the settling 
time to about 0.3 second, reduce the step response 
steady-state error to zero, and eliminate the high- 
AACA Rion, Away of eliminating the high- 
frequency oscillation is to cascade a notch filter with 
the plant. Using the notch filter, 


E s? + 16s + 9200 


Ga = eo? 


do the following: 


a. Design a PD controller to yield a settling time of 
approximately 0.3 second with no more then 
60% overshoot. 

b. Add a PI controller to yield zero steady-state 
error for step inputs. 

c. Use MATLAB to plot the PID/ 
notch-compensated closed- 
loop step response. 


MATLAB 


56. Control of HIV/AIDS. It was shown in Chapter 6, 


Problem 68, that when the virus levels in an HIV/ 
AIDS patient are controlled using RTIs the linear- 
ized plant model is 


o ¥(s) —520s — 10.3844 
~ Uy(s) s+ 2.681782 + 0.11s + 0.0126 





P(s) 


57. 


Assume that the system is embedded in a configu- 
ration, such as the one shown in Figure P9.1, where 
G(s) = G,(s) P(s). Here, G,(s) is a cascade compen- 
sator. For simplicity in this problem, choose the dc 
gain of G,(s) less than zero to obtain a negative- 
feedback system (the negative signs of G(s) and 
P(s) cancel out) (Craig, I. K., 2004). 


a. 


Consider the uncompensated system with 
Ge(s) = —K. Find the value of K that will place 
all closed-loop poles on the real axis. 
Use MATLAB to simulate the unit 
step response of the gain-com- 
pensated system. Note the 30S and the T, 
from the simulation. 


MATLAB 








Design a PI compensator so that the steady-state 
error for step inputs is zero. Choose a gain value 
to make all poles real. 


. Use MATLAB to simulate the design MATLAB 


in Part c for a unit step input. 
Compare the simulation to Part b. 


Hybrid vehicle. In the previous chapter, we used 
the root locus to design a proportional controller 
for the speed control of an HEV. We rearranged 
the block diagram to be a unity feedback system, 


as shown in the block diagr 


(Preitl, 2007). The plant and compensator re- 
sulted in 


K(s + 0.60) 
Gl) = G5 0.5858)(s + 0.0163) 





and we found that K =0.78 resulted in a critically 
damped system. 


a. 


Use this design to itemize the performance 
specifications by filling in a table, similar to 
Table 9.5, under the column Uncompensated. 
Take advantage of the results from Chapter 8 
or use MATLAB to find the entries. Plot c(t) 
for r(t) =4 u(t) volts. 


Now assume that the system MATLAB 
specifications require r ML 
zero steady-state error for step 


inputs,a steady-state error for ramp 
inputs <2%,a%S0S<4.32%,andasettling 
time <4 sec. It should be evident 
that this isnot accomplishedwithapro- 
portional controller. Thus, start by 
designing a PI controller to meet th 
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requirements. If necessary add a PD 
mode to get a PID controller. Simulate 
your final design using MATLAB. Fill in 
the results of this design in the second 
column of your table with the heading 
Compensated. 








. Now note the following limitations of linear 


control system modeling: 


(1) No limit is set on system variables. For 
example, vehicle acceleration as well as mo- 
tor and power amplifier current, torque or 
power do not have upper limits. 


(2) It is assumed that to improve the speed of 
response in Part b, we could place the PI 
controller’s zero on top of the pole closest 
to the origin. Realistically, such pole-zero 
cancellation is not always possible to 
maintain. 


If you do not expand your Simulink 


model beyond the described 

limitations if required for accu- 
racy, unrealistic response charac- 
teristics, suchas rise and settling 
times could result. Look at your 
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curves. Are they realistic? If not, 
revise your Simulink model,which 
you developed for Problem 5.81,as 
follows: 





i. Represent the motor armature as a 
first-order system with a unity 
steady-state gain and a time con- 
stant of 50 ms,which avoids the 
creation of internal algebraic 
closed-loops and shouldhavenegli- 
gible effect on system response; 





li, Adda saturation element at the out- 
put of the motor armature and set it 
to an upper limit of 250 A; 


ii. Use the following PI settings. The 

PI settings of the speed controller 

are P=61 and I=0.795. The PI set- 

tings of the torque controller are 

P=10 andI=6; 

iv. Run the modified model and comment 
on the graphs obtained for motor 
current, car acceleration, and 
speed. 
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—_— ee Exploration Laboratory M 


Experiment 9.1 


Objectives To perform a trade-off study for lead compensation. To design a PI 
controller and see its effect upon steady-state error. 


Minimum Required Software Packages MATLAB, and the Control Sys- 
tem Toolbox 


Prelab 


1. 


How many lead compensator designs will meet the transient response specifica- 
tions of a system? 


2. What differences do the lead compensators of Prelab 1 make? 


. Design a lead compensator for a unity negative feedback system with a forward 


transfer function of G(s) = to meet the following specifications: 


s(s +3)(s + 6) 
percent overshoot = 20%; settling time = 2 seconds. Specify the required gain, 
K. Estimate the validity of the second-order approximation. 


. What is the total angular contribution of the lead compensator of Prelab 3? 
. Determine the pole and zero of two more lead compensators that will meet the 


requirements of Prelab 3. 


. What is the expected steady-state error for a step input for each of the lead- 


compensated systems? 


. Apa PDE Arihia ége ramp input for each of the lead- 
e 


nsated systems? 


. Select one of the lead compensator designs and specify a PI controller that can be 


cascaded with the lead compensator that will produce a system with zero steady- 
state error for both step and ramp inputs. 


Lab 


. Using the SISO Design Tool, create the design in Prelab 3 and plot the root locus, 


step response, and ramp response. Take data to determine the percent overshoot, 
settling time, and step and ramp steady-state errors. Record the gain, K. 


2. Repeat Lab 1 for each of the designs in Prelab 5. 
3. For the design selected in Prelab 8, use the SISO Design Tool and insert the PI 


4. 


controller. Plot the step response and measure the percent overshoot, settling 
time, and steady-state error. Also, plot the ramp response for the design and 
measure the steady-state error. 


Plot the step and ramp responses for two more values of the PI controller zero. 


Postlab 


1. 


Make a table showing calculated and actual values for percent overshoot, settling 
time, gain, K, steady-state error for step inputs, and steady-state error for ramp 
inputs. Use the three systems without the PI controller and the single system with 
the PI controller from Lab 3. 


2. Itemize the benefits of each system without the PI controller. 


3. Choose a final design and discuss the reasons for your choice. 


Bibliography 


Experiment 9.2 
Objective To design a PID controller via LabVIEW 


Minimum Required Software Packages LabVIEW with the Control De- 
sign and Simulation Module 


Prelab 


1. Perform Cyber Exploration Laboratory Experiment 8.3. 


2. Use the system described in Cyber Exploration Laboratory Experiment 8.3 and 
replace the controller described there, G,(s) = Kps + Kp, with a PID controller. 

3. Design the controller to meet the following requirements: (1) shorten the settling 
time found in the design of Cyber Exploration Laboratory Experiment 8.3 to less 
than 1 sec., and (2) limit the percent overshoot to no more than 5%. 

4. Design a LabVIEW VI to test your design. The front panel inputs will be the PID 
gains and the numerator and denominator of the plant. The indicators will be the 
transfer functions of the plant, PID controller, and closed-loop system. Finally, 
provide an indicator for the step-response graph. 


Lab Run your LabVIEW VI and obtain the step response of the closed-loop 
system. 


Postlab Compare the transient and steady-state error performance between the 
closed-loop step responses of Cyber Exploration Laboratory Experiment 8.3 and 
this experiment. 
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@ chapter Learning Outcomes $ 
After completing this chapter the ARAGR BPE Enhancer 


@ Define and plot the frequency response of a system (Section 10.1) 

Plot asymptotic approximations to the frequency response of a system (Section 10.2) 
Sketch a Nyquist diagram (Section 10.3-10.4) 

Use the Nyquist criterion to determine the stability of a system (Section 10.5) 


Find stability and gain and phase margins using Nyquist diagrams and Bode plots 
(Sections 10.6-10.7) 


e Find the bandwidth, peak magnitude, and peak frequency of a closed-loop fre- 
quency response given the closed-loop time response parameters of peak time, 
settling time, and percent overshoot (Section 10.8) 


@ Find the closed-loop frequency response given the open-loop frequency response 
(Section 10.9) 


e Find the closed-loop time response parameters of peak time, settling time, and 
percent overshoot given the open-loop frequency response (Section 10.10) 


E Case Study Learning Outcomes D 


You will be able to demonstrate your knowledge of the chapter objectives with a case 
study as follows: 


@ Given the antenna azimuth position control system shown on the front endpapers 
and using frequency response methods, you will be able to find the range of gain, K, 
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for stability. You will also be able to find percent overshoot, settling time, peak time, 
and rise time, given K. 


@ 10.1 Introduction 


The root locus method for transient design, steady-state design, and stability was 
covered in Chapters 8 and 9. In Chapter 8, we covered the simple case of design 
through gain adjustment, where a trade-off was made between a desired transient 
response and a desired steady-state error. In Chapter 9, the need for this trade-off 
was eliminated by using compensation networks so that transient and steady-state 
errors could be separately specified and designed. Further, a desired transient 
response no longer had to be on the original system’s root locus. 

This chapter and Chapter 11 present the design of feedback control systems 
through gain adjustment and compensation networks from another perspective — 
that of frequency response. The results of frequency response compensation tech- 
niques are not new or different from the results of root locus techniques. 

Frequency response methods, developed by Nyquist and Bode in the 1930s, are 
older than the root locus method, which was discovered by Evans in 1948 (Nyquist, 
1932; Bode, 1945). The older method, which is covered in this chapter, is not as 
intuitive as the root locus. However, frequency response yields a new vantage point 
from which to view feedback control systems. This technique has distinct advantages 
in the following situations: 


1. Ap agornP pr Mripate es yical data, as shown in Figure 10.1 


2. When designing lead compensators to meet a steady-state error requirement and 
a transient response requirement 


3. When finding the stability of nonlinear systems 
4. In settling ambiguities when sketching a root locus 


FIGURE 10.1 National 
Instruments PXI, Compact 
RIO, Compact DAQ, and USB 
hardware plantforms (shown 
from left to right) couple with 
NI LabVIEW software to 
provide stimulus and acquire 
signals from physical systems. 
NI LabVIEW can then be used 
to analyze data, determine the 
mathematical model, and 
prototype and deploy a 
controller for the 

physical system (Courtesy National 
Instruments © 2010). 





10.1 Introduction 


We first discuss the concept of frequency response, define frequency response, 
derive analytical expressions for the frequency response, plot the frequency re- 
sponse, develop ways of sketching the frequency response, and then apply the 
concept to control system analysis and design. 


The Concept of Frequency Response 

In the steady state, sinusoidal inputs to a linear system generate sinusoidal responses 
of the same frequency. Even though these responses are of the same frequency as the 
input, they differ in amplitude and phase angle from the input. These differences are 
functions of frequency. 

Before defining frequency response, let us look at a convenient representation 
of sinusoids. Sinusoids can be represented as complex numbers called phasors. The 
magnitude of the complex number is the amplitude of the sinusoid, and the angle of 
the complex number is the phase angle of the sinusoid. Thus, M; cos (wt + ¢,) can be 
represented as M,7¢, where the frequency, œw, is implicit. 

Since a system causes both the amplitude and phase angle of the input to be 
changed, we can think of the system itself as represented by a complex number, 
defined so that the product of the input phasor and the system function yields the 
phasor representation of the output. 

Consider the mechanical system of Figure 10.2(a). If the input force, f(t), is 
sinusoidal, the steady-state output response, x(t), of the system is also sinusoidal and at 
the same frequency as the input. In Figure 10.2(b) the input and output sinusoids are 
represented by complex numbers, or phasors, M;(w)7@;(@) and M,(w)2¢,(w), respec- 
tively. Here the M’s are the amplitudes of the sinusoids, and the ¢’s are the phase angles 
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x (f) =M, cos(@ + ĝo) 

















A(t) = M; cos(@t+ ġ;) 
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FIGURE 10.2 Sinusoidal 
frequency response: a. system; 
b. transfer function; c. input and 
output waveforms 
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As + Bo 


R(s) = 
As) s2 + @2 | a | Cs) 


FIGURE 10.3 System with 
sinusoidal input 
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of the sinusoids as shown in Figure 10.2(c). Assume that the system is represented by the 
complex number, M (w) (w). The output steady-state sinusoid is found by multiplying 
the complex number representation of the input by the complex number representation 
of the system. Thus, the steady-state output sinusoid is 


M,(o)2$,(@) = Mi(o)M(o)219,(@) + o(@)] (10.1) 


From Eq. (10.1) we see that the system function is given by 





Mlo) = we (10.2) 
and 
$() = p(w) — pilo) (10.3) 


Equations (10.2) and (10.3) form our definition of frequency response. We call M(w) 
the magnitude frequency response and ¢(@) the phase frequency response. The 
combination of the magnitude and phase frequency responses is called the frequency 
response and is M(w)Z¢(@). 

In other words, we define the magnitude frequency response to be the ratio of 
the output sinusoid’s magnitude to the input sinusoid’s magnitude. We define the 
phase response to be the difference in phase angle between the output and the input 
sinusoids. Both responses are a function of frequency and apply only to the steady- 
state sinusoidal response of the system. 


Apago PDF Enhancer 
Analytical Expressions for Frequency Response 


Now that we have defined frequency response, let us obtain the analytical expression 
for it (Nilsson, 1990). Later in the chapter, we will use this analytical expression to 
determine stability, transient response, and steady-state error. Figure 10.3 shows a 


system, G(s), with the Laplace transform of a general sinusoid, r(t) = A cos wt + 
B sin wt = V A? + B? cos [wt — tan~ !(B/A)] as the input. We can represent the input 
as a phasor in three ways: (1) in polar form, M;Z¢;, where M; = VA? + B? 
and ¢; = — tan“ !(B/A); (2) in rectangular form, A — jB; and (3) using Euler’s 
formula, M;e*:. 

We now solve for the forced response portion of C(s), from which we evaluate 
the frequency response. From Figure 10.3, 


ae Fe ars (10.4) 


(P+ 0) 





We separate the forced solution from the transient solution by performing a partial- 
fraction expansion on Eq. (10.4). Thus, 











S+tjo s—Jo 


As+B 
C(s) = — Gis) 
(s + jo)(s — jo) (10.5) 
ky Kə . š f 
= + + Partial fraction terms from G(s) 


10.1 Introduction 











where 
As +B 1 1 , ; 
to hiy =5(4 + jB)G(—jo) = 5 Mie Me" 
ae ae ay (10.6a) 
ee cae e (Git ¥o) 
2 
= les 2 ? G(s) = IA — jB)G(jo) = 5 Mie Modo 
STJO E (10.6b) 
wet G pilgitda) = K* 
2 1 
For Eqs. (10.6), Kj is the complex conjugate of K4, 
Mg = |G(jo)| (10.7) 
and 
$g = angle of G(ja) (10.8) 


The steady-state response is that portion of the partial-fraction expansion that 
comes from the input waveform’s poles, or just the first two terms of Eq. (10.5). 
Hence, the sinusoidal steady-state output, C,,(s), is 








(10.9) 


Substituting Eqs. (10.6) into Eq. APAGO DE Enhancer 








MiMc e (git dc) MiMc el(¢it dc) 
Cs) =— 2 — — (10.10) 
S+ Jo S— Jo 
Taking the inverse Laplace transformation, we obtain 
—j(ot+¢;+¢e) ji(ot+9;+¢a) 
c(t) = MiMc (< a ) 
2 (10.11) 


= M;Mg cos (wt + 6; + dG) 


which can be represented in phasor form as M,2¢, = (M,2¢,)(McGZ@¢g), where 
MegZġg is the frequency response function. But from Eqs. (10.7) and (10.8), 
McZ¢G = G(jw). In other words, the frequency response of a system whose transfer 
function is G(s) is 





G( jo) = G(S)|, 400 (10.12) 


Plotting Frequency Response 

G(jw) = Mglw) < ¢g(@) can be plotted in several ways; two of them are (1) as a 
function of frequency, with separate magnitude and phase plots; and (2) asa polar plot, 
where the phasor length is the magnitude and the phasor angle is the phase. When 
plotting separate magnitude and phase plots, the magnitude curve can be plotted in 
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decibels (dB) vs. log w, where dB = 20 log M.' The phase curve is plotted as phase 
angle vs. log w. The motivation for these plots is shown in Section 10.2. 

Using the concepts covered in Section 8.1, data for the plots also can be 
obtained using vectors on the s-plane drawn from the poles and zeros of G(s) to the 
imaginary axis. Here the magnitude response at a particular frequency is the product 
of the vector lengths from the zeros of G(s) divided by the product of the vector 
lengths from the poles of G(s) drawn to points on the imaginary axis. The phase 
response is the sum of the angles from the zeros of G(s) minus the sum of the angles 
from the poles of G(s) drawn to points on the imaginary axis. Performing this 
operation for successive points along the imaginary axis yields the data for the 
frequency response. Remember, each point is equivalent to substituting that point, 
s = ja, into G(s) and evaluating its value. 

The plots also can be made from acomputer program that calculates the frequency 
response. For example, the root locus program discussed in Appendix H at www.wiley. 
com/college/nise can be used with test points that are on the imaginary axis. The 
calculated K value at each frequency is the reciprocal of the scaled magnitude response, 
and the calculated angle is, directly, the phase angle response at that frequency. 

The following example demonstrates how to obtain an analytical expression 
for frequency response and make a plot of the result. 


Example 10.1 





Frequency Response from The Transfer Function 


PRO På e. Rok pr ancer for po magnitude frequency response 
and jn) = 1/(s + 2). Also, plot both the 
separate ie and ae ss eae the ies plot. 
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FIGURE 10.4 Frequency response plots for G(s) = 1/(s + 2): separate magnitude and phase 
diagrams. 


1 Throughout this book, “log” is used to mean logo, or logarithm to the base 10. 


10.1 Introduction 


SOLUTION: First substitute s=jw in the system function and obtain 
G(jw) = 1/(jo + 2) = (2 — jw) /(@? + 4). The magnitude of this complex number, 
|G(jw)| = M(w) = 1/y (@ + 4), is the magnitude frequency response. The phase 
angle of G(jw), ¢(w) = —tan~ '(w/2), is the phase frequency response. 

G(jw) can be plotted in two ways: (1) in separate magnitude and phase plots 
and (2) in a polar plot. Figure 10.4 shows separate magnitude and phase diagrams, 
where the magnitude diagram is 20log M(w) = 20 log (1/V@? +4) vs. logo, 
and the phase diagram is ¢(w) = —tan~ '(w/2) vs. log w. The polar plot, shown in 
Figure 10.5, is a plot of M(w) < ¢(@) = 1/V@* +4 < —tan™ '(w/2) for different œ. 

Re G 


1 | 
0 jeor/s 0.05 0.1 0.15 0.2 0.25 0.3 0.35 0.4 0.45 0.5 





—0.20 








=0.25 = 


Note: r/s = rad/s 


FIGURE 10.5 Frequency response Apago PDE. Anhan cer 
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In the previous example, we plotted the separate magnitude and phase re- 
sponses, as well as the polar plot, using the mathematical expression for the frequency 
response. Either of these frequency response presentations can also be obtained from 
the other. You should practice this conversion by looking at Figure 10.4 and obtaining 
Figure 10.5 using successive points. For example, at a frequency of 1 rad/s in Fig- 
ure 10.4, the magnitude is approximately —7 dB, or 1077% = 0.447. The phase plot at 
1 rad/s tells us that the phase is about —26°. Thus, on the polar plot a point of radius 
0.447 at an angle of —26° is plotted and identified as 1 rad/s. Continuing in like manner 
for other frequencies in Figure 10.4, you can obtain Figure 10.5. 

Similarly, Figure 10.4 can be obtained from Figure 10.5 by selecting a sequence 
of points in Figure 10.5 and translating them to separate magnitude and phase values. 
For example, drawing a vector from the origin to the point at 2 rad/s in Figure 10.5, 
we see that the magnitude is 20 log 0.35 = —9.12 dB and the phase angle is about 
—45°. The magnitude and phase angle are then plotted at 2 rad/s in Figure 10.4 on the 
separate magnitude and phase curves. 


Skill-Assessment Exercise 10.1 





PROBLEM: 


a. Find analytical expressions for the magnitude and phase responses of 


1 
CO = OFAGA 
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b. Make plots of the log-magnitude and the phase, using log-frequency in rad/s 
as the ordinate. 


c. Make a polar plot of the frequency response. 


ANSWERS: 
1 


6w 
a. M(œ) = T ae a for w < V8: ¢(@) = —arctan (5 a 3). for 


o> V8: ġo) =— |z + arctan (s Ee) 


b. See the answer at www.wiley.com/college/nise. 














c. See the answer at www.wiley.com/college/nise. 


The complete solution is at www.wiley.com/college/nise. 





In this section, we defined frequency response and saw how to obtain an 
analytical expression for the frequency response of a system simply by substituting 
s = jw into G(s). We also saw how to make a plot of G(jw). The next section shows 
how to approximate the magnitude and phase plots in order to sketch them 
rapidly. 


C 10.2 Asymptotic Approximations: Bode Plots 
apago FUE ANNAINCEr 
The log-magnitude and phase frequency response curves as functions of log w are 
called Bode plots or Bode diagrams. Sketching Bode plots can be simplified because 
they can be approximated as a sequence of straight lines. Straight-line approxima- 
tions simplify the evaluation of the magnitude and phase frequency response. 
Consider the following transfer function: 


_ K(s+zi)(s +22): (8 + 2x) 
G(s) E T GEn oe ep) (10.13) 








The magnitude frequency response is the product of the magnitude frequency 
responses of each term, or 


Kile tzilllls +20) Is + 20) 
lego = aerer Pal [OF Palle oy 





Thus, if we know the magnitude response of each pole and zero term, we can find the 
total magnitude response. The process can be simplified by working with the 
logarithm of the magnitude since the zero terms’ magnitude responses would be 
added and the pole terms’ magnitude responses subtracted, rather than, respectively, 
multiplied or divided, to yield the logarithm of the total magnitude response. 
Converting the magnitude response into dB, we obtain 


20 log |G(jw)| = 20 log K + 20 log |(s + z1)| + 20 log |(s + z2)| 


10.15 
+- — 20 log |s’"| — 20 log |(s + pi) — ( ) 


haia 


10.2 Asymptotic Approximations: Bode Plots 


Thus, if we knew the response of each term, the algebraic sum would yield the total 
response in dB. Further, if we could make an approximation of each term that would 
consist only of straight lines, graphical addition of terms would be greatly simplified. 

Before proceeding, let us look at the phase response. From Eq. (10.13), the 
phase frequency response is the sum of the phase frequency response curves of the 
zero terms minus the sum of the phase frequency response curves of the pole terms. 
Again, since the phase response is the sum of individual terms, straight-line 
approximations to these individual responses simplify graphical addition. 

Let us now show how to approximate the frequency response of simple pole 
and zero terms by straight-line approximations. Later we show how to combine these 
responses to sketch the frequency response of more complicated functions. In 
subsequent sections, after a discussion of the Nyquist stability criterion, we learn 
how to use the Bode plots for the analysis and design of stability and transient 
response. 


Bode Plots for G(s) = (s + a) 


Consider a function, G(s) = (s + a), for which we want to sketch separate logarith- 
mic magnitude and phase response plots. Letting s = jw, we have 


G( jw) = (jo + a) = a(j2+ 1) (10.16) 
a 
At low frequencies when w approaches zero, 


G(jw) ~a (10.17) 


The magnitude response in dB is Apago PDF Enhancer 
20 log M = 20 log a (10.18) 


where M = |G(jw)| and is a constant. Eq. (10.18) is shown plotted in Figure 10.6(a) 
from w = 0.01a to a. 
At high frequencies where w > a, Eq. (10.16) becomes 


wal) a) r= e200 
G(jw) ~a( 2) =a(=)2 90° = w 290 (10.19) 
The magnitude response in dB is 
20 log M = 20 log a + 20 log 2-20 log w (10.20) 
a 


where a < œw < oo. Notice from the middle term that the high-frequency approxi- 
mation is equal to the low-frequency approximation when w = a, and increases 
for w >a. 

If we plot dB, 20 log M, against log œw, Eq. (10.20) becomes a straight line: 


= 20x 10.21 
y 


where y = 20 log M, and x = log œ. The line has a slope of 20 when plotted as dB vs. 
log w. 

Since each doubling of frequency causes 20 log œw to increase by 6 dB, the line 
rises at an equivalent slope of 6 dB/octave, where an octave is a doubling of 
frequency. This rise begins at w = a, where the low-frequency approximation equals 
the high-frequency approximation. 
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(b) 


ARAFO. p PE, „Enhancer b. phase plot 


We call the straight-line approximations asymptotes. The low-frequency ap- 
proximation is called the low-frequency asymptote, and the high-frequency approxi- 
mation is called the high-frequency asymptote. The frequency, a, is called the break 
frequency because it is the break between the low- and the high-frequency 
asymptotes. 

Many times it is convenient to draw the line over a decade rather than an 
octave, where a decade is 10 times the initial frequency. Over one decade, 20 log w 
increases by 20 dB. Thus, a slope of 6 dB/octave is equivalent to a slope of 20 dB/ 
decade. The plot is shown in Figure 10.6(a) from w = 0.01a to 100a. 

Let us now turn to the phase response, which can be drawn as follows. At the 
break frequency, a, Eq. (10.16) shows the phase to be 45°. At low frequencies, 
Eq. (10.17) shows that the phase is 0°. At high frequencies, Eq. (10.19) shows that the 
phase is 90°. To draw the curve, start one decade (1/10) below the break frequency, 
0.1a, with 0° phase, and draw a line of slope +45° /decade passing through 45° at the 
break frequency and continuing to 90° one decade above the break frequency, 10a. 
The resulting phase diagram is shown in Figure 10.6(b). 

It is often convenient to normalize the magnitude and scale the frequency so 
that the log-magnitude plot will be 0 dB at a break frequency of unity. Normalizing 
and scaling helps in the following applications: 


1. When comparing different first- or second-order frequency response plots, each 
plot will have the same low-frequency asymptote after normalization and the 
same break frequency after scaling. 


10.2 Asymptotic Approximations: Bode Plots 


2. When sketching the frequency response of a function such as Eq. (10.13), each 
factor in the numerator and denominator will have the same low-frequency 
asymptote after normalization. This common low-frequency asymptote makes it 
easier to add components to obtain the Bode plot. 


To normalize (s+ a), we factor out the quantity a and form al(s/a)+ 1]. The 
frequency is scaled by defining a new frequency variable, sı = s/a. Then 
the magnitude is divided by the quantity a to yield 0 dB at the break frequency. 
Hence, the normalized and scaled function is (sı +1). To obtain the original 
frequency response, the magnitude and frequency are multiplied by the quantity a. 

We now use the concepts of normalization and scaling to compare the asymptotic 
approximation to the actual magnitude and phase plot for (s + a). Table 10.1 shows the 
comparison for the normalized and scaled frequency response of (s + a). Notice that 
the actual magnitude curve is never greater than 3.01 dB from the asymptotes. This 
maximum difference occurs at the break frequency. The maximum difference for the 
phase curve is 5.71°, which occurs at the decades above and below the break frequency. 
For convenience, the data in Table 10.1 is plotted in Figures 10.7 and 10.8. 

We now find the Bode plots for other common transfer functions. 


TABLE 10.1 Asymptotic and actual normalized and scaled frequency response data 














for (s + a) 
Frequency 20 log M aB) Phase (degrees) 
(rad/s) Asymptotic D ige PDFP pctual 
0.01 0 .00 0.00 0.57 
0.02 0 0.00 0.00 1.15 
0.04 0 0.01 0.00 2.29 
0.06 0 0.02 0.00 3.43 
0.08 0 0.03 0.00 4.57 
0.1 0 0.04 0.00 5.71 
0.2 0 0.17 13.55 11.31 
0.4 0 0.64 27.09 21.80 
0.6 0 1.34 35.02 30.96 
0.8 0 2.15 40.64 38.66 
1 0 3.01 45.00 45.00 
2 6 6.99 58.55 63.43 
4 12 12.30 72.09 75.96 
6 15.56 15.68 80.02 80.54 
8 18 18.13 85.64 82.87 
10 20 20.04 90.00 84.29 
20 26.02 26.03 90.00 87.14 
40 32.04 32.04 90.00 88.57 
60 35.56 35.56 90.00 89.05 
80 38.06 38.06 90.00 89.28 


100 40 40.00 90.00 89.43 
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FIGURE 10.7 Asymptotic and actual normalized and scaled magnitude response of (s + a) 
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FIGURE 10.8 Asymptotic and actual normalized and scaled phase response of (s + a) 


Bode Plots for G(s) = 1/(s+a) 


Let us find the Bode plots for the transfer function 


1 


1 





G(s) = = 


Ramen) 


(10.22) 


10.2 Asymptotic Approximations: Bode Plots 


This function has a low-frequency asymptote of 20 log (1/a), which is found by 
letting the frequency, s, approach zero. The Bode plot is constant until the break 
frequency, a rad/s, is reached. The plot is then approximated by the high-frequency 
asymptote found by letting s approach oo. Thus, at high frequencies 














1 
; 1 1 a o_ l o 
G(jw) = —; —— =% Z -90° =—2Z- 90 (10.23) 
2N | jæ a w 
a(*) Sa jo a(£) P 
a 
or, in dB, 
1 
20 log M = 20 log - 20 log — = 20 log w (10.24) 


Notice from the middle term that the high-frequency approximation equals the low- 
frequency approximation when w = a, and decreases for w > a. This result is similar 
to Eq. (10.20), except the slope is negative rather than positive. The Bode log- 
magnitude diagram will decrease at a rate of 20 dB/decade rather than increase at a 
rate of 20 dB/decade after the break frequency. 

The phase plot is the negative of the previous example since the function is the 
inverse. The phase begins at 0° and reaches —90° at high frequencies, going through 
—45° at the break frequency. Both the Bode normalized and scaled log-magnitude 
and phase plot are shown in Figure 10.9(d). 


Bode Plots for G(s) =s 


Our next function, G(s) = s, has only a high-frequency asymptote. Letting s = jæ, 
the magnitude is 20 logw, which is the same as Eq. (10.20). Hence, the Bode 
magnitude plot is a straight line drAypDet ea ee 
zero dB when w = 1. The phase plot, which is a constant +90°, is shown with the 
magnitude plot in Figure 10.9(a). 


Bode Plots for G(s) = 1/5 

The frequency response of the inverse of the preceding function, G(s) = 1/s, is 
shown in Figure 10.9(b) and is a straight line with a —20 dB/decade slope passing 
through zero dB at w = 1. The Bode phase plot is equal to a constant —90°. 


We have covered four functions that have first-order polynomials in s in the 
numerator or denominator. Before proceeding to second-order polynomials, let us 
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FIGURE 10.9 Normalized and 


scaled Bode plots for 
a. G(s) = $; 
b. G(s) = 1/s; 


(figure continues) 
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look at an example of drawing the Bode plots for a function that consists of the 
product of first-order polynomials in the numerator and denominator. The plots will 
be made by adding together the individual frequency response curves. 








Example 10.2 


BARRE Rr Hohe of ARBARE rs 


E(s) c(s) PROBLEM: Draw the Bode plots for the system shown in Figure 10.10, where 
S m 
G(s) = K(s + 3)/[s(s + 1)(s + 2)]. 














FIGURE 10.10 Closed-loop SOLUTION: We will make a Bode plot for the open-loop function 
G(s) = K(s + 3)/[s(s + 1)(s + 2)]. The Bode plot is the sum of the Bode plots for 
each first-order term. Thus, it is convenient to use the normalized plot for each of 
these terms so that the low-frequency asymptote of each term, except the pole at the 
origin, is at 0 dB, making it easier to add the components of the Bode plot. We rewrite 
G(s) showing each term normalized to a low-frequency gain of unity. Hence, 


ow = 26+) 
s(s + (5+ 1) 

















unity feedback system 


(10.25) 


Now determine that the break frequencies are at 1, 2, and 3. The magnitude plot 
should begin a decade below the lowest break frequency and extend a decade above 
the highest break frequency. Hence, we choose 0.1 radian to 100 radians, or three 
decades, as the extent of our plot. 

Atw = 0.1 the low-frequency value of the function is found from Eq. (10.25) using 
the low-frequency values for all of the [(s/a) + 1] terms, (that is, s = 0) and the actual 
value for the s term in the denominator. Thus, G(j0.1) ~ 3K/0.1 = 15 K. The effect of 
K is to move the magnitude curve up (increasing K) or down (decreasing K) by the 
amount of 20 log K. K has no effect upon the phase curve. If we choose K = 1, the 
magnitude plot can be denormalized later for any value of K that is calculated or known. 


10.2 Asymptotic Approximations: Bode Plots 
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Figure 10.11 (a) shows each RpagO' PB Enpander 
response. Summing the componerts yields the DP E plot shown in Fig. 


ure 10.11(b). The results are summarized in Table 10.2, which can be used to 
obtain the slopes. Each pole and zero is itemized in the first column. Reading across 
the table shows its contribution at each frequency. The last row is the sum of the 
slopes and correlates with Figure 10.11(b). The Bode magnitude plot for K = 1 
starts at wœ = 0.1 with a value of 20 log 15 = 23.52 dB, and decreases immediately at a 
rate of —20 dB/decade, due to the s term in the denominator. At w = 1, the (s + 1) 
term in the denominator begins its 20 dB/decade downward slope and causes an 
additional 20 dB/decade negative slope, or a total of —40 dB/decade. At w = 2, the 
term [(s/2) + 1] begins its —20 dB /decade slope, adding yet another —20 dB/decade 
to the resultant plot, or a total of —60 dB/decade slope that continues until w = 3. 
At this frequency, the [(s/3)+1] term in the numerator begins its positive 


TABLE 10.2 Bode magnitude plot: slope contribution from each pole and zero in 
Example 10.2 











Frequency (rad/s) 
0.1 (Start: 1 (Start: 2 (Start: 3 (Start: 
Description Pole at 0) Pole at —1) Pole at —2) Zero at —3) 
Pole at 0 —20 —20 —20 —20 
Pole at —1 0 —20 —20 —20 
Pole at —2 0 0 —20 —20 
Zero at —3 0 0 0 20 


Total slope (dB/dec) —20 —40 —60 —40 
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FIGURE 10.11 

Bode log-magnitude plot for 
Example 10.2: 

a. components; 

b. composite 
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20 dB /decade slope. The resultant magnitude plot, therefore, changes from a slope 
of —60 dB/decade to —40 dB/decade at w = 3, and continues at that slope since 
there are no other break frequencies. 
The slopes are easily drawn by sketching straight-line segments decreasing by 
20 dB over a decade. For example, the initial -20 dB/decade slope is drawn from 
23.52 dB atw = 0.1, to 3.52 dB (a20 dB decrease) at w = 1. The —40 dB/decade slope 
starting at œ = 1 is drawn by sketching a line segment from 3.52 dB at w = 1, to 
—36.48 dB (a 40 dB decrease) at w = 10, and using only the portion from w = 1 to 
w = 2. The next slope of —60 dB/decade is drawn by first sketching a line segment 
from w = 2 to w = 20 (1 decade) that drops down by 60 dB, and using only that 
portion of the line from w = 2 to w = 3. The final slope is drawn by sketching a line 
segment from w = 3 tow = 30 (1 decade) that drops by 40 dB. This slope continues to 
the end of the plot. 
Phase is handled similarly. However, the existence of breaks a decade below 
and a decade above the break frequency requires a little more bookkeeping. 
Table 10.3 shows the starting and stopping frequencies of the 45° /decade slope for 


TABLE 10.3 Bode phase plot: slope contribution from each pole and zero in Example 10.2 











Frequency (rad/s) 
0.1 (Start: 0.2 (Start: 0.3 (Start: 0 (End: 20 (End: 30 (End: 
Description Pole at —1) Pole at —2) Pole at —3) Pole at —1) Pole at —2) Zero at —3) 
Pole at —1 —45 —45 —45 0 
Pole at —2 —45 —45 —45 0 


Zero at —3 


45 45 
Total slope (deg/dec) —45 —90 z745 0 45 0 
Apago PDF Enhancer 
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each of the poles and zeros. For example, reading across for the pole at —2, we see 
that the —45° slope starts at a frequency of 0.2 and ends at 20. Filling in the rows for 
each pole and then summing the columns yields the slope portrait of the resulting 
phase plot. Looking at the row marked Total slope, we see that the phase plot will 
have a slope of —45° /decade from a frequency of 0.1 to 0.2. The slope will then 
increase to —90° /decade from 0.2 to 0.3. The slope will return to —45° /decade from 
0.3 to 10 rad/s. A slope of 0 ensues from 10 to 20 rad/s, followed by a slope of 
+45° /decade from 20 to 30 rad/s. Finally, from 30 rad/s to infinity, the slope is 
0° /decade. 

The resulting component and composite phase plots are shown in Fig- 
ure 10.12. Since the pole at the origin yields a constant —90° phase shift, the 
plot begins at —90° and follows the slope portrait just described. 
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Bode Plots for G(s) = $? + 2¢ns + œ? 

Now that we have covered Bode plots for first-order systems, we turn to the Bode 
log-magnitude and phase plots for second-order polynomials in s. The second-order 
polynomial is of the form 


2 
G(s) = 8? + 2608 + 2 = o2 (z + 2z > + 1) (10.26) 


n 


Unlike the first-order frequency response approximation, the difference between 

the asymptotic approximation and the actual frequency response can be great for 

some values of ¢. A correction v Apagós PDE" Enkarimeær the 

accuracy. We first derive the asymptotic approximation and then show the difference 

between the asymptotic approximation and the actual frequency response curves. 
At low frequencies, Eq. (10.26) becomes 

G(s) = a? = w2Z0° (10.27) 


on 


The magnitude, M, in dB at low frequencies therefore is 


20 log M = 20 log |G(jw)| = 20 log o? (10.28) 
At high frequencies, 
G(s) x s? (10.29) 
or 
G(jo) + =% = w*Z180° (10.30) 
The log-magnitude is 
20 log M = 20 log |G(jw)| = 20 log w? = 40 log w (10.31) 


Equation (10.31) is a straight line with twice the slope of a first-order term (Eq. 
(10.20)). Its slope is 12 dB/octave, or 40 dB/decade. 
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FIGURE 10.13 
Bode asymptotes for 
normalized and scaled 


G(s) = s* + 2¢@,8 + o7: 


a. magnitude; b. phase 
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(b) 


SIPPE EAH mear and the high-frequency asymptote 
(Eq. (9. gi 


re equal when w = @,. Thus, @, 18 the break frequency for the second- 
order polynomial. 

For convenience in representing systems with different w,, we normalize and 
scale our findings before drawing the asymptotes. Using the normalized and scaled 
term of Eq. (10.26), we normalize the magnitude, dividing by w?, and scale the 
frequency, dividing by œn. Thus, we plot G(s;)/w? =s? +2ċsı +1, where 
51 = S/@n. G(s) has a low-frequency asymptote at 0 dB and a break frequency of 
1 rad/s. Figure 10.13(a) shows the asymptotes for the normalized and scaled magnitude 
plot. 

We now draw the phase plot. It is 0° at low frequencies (Eq. (10.27)) and 180° at 
high frequencies (Eq. (10.30)). To find the phase at the natural frequency, first 


evaluate G(jw): 


G(jw) = $ + 2¢a,s + @ | = (@% — a°) + j2tonw (10.32) 


s—>jw 
Then find the function value at the natural frequency by substituting w = w,. Since 
the result is /2¢w?, the phase at the natural frequency is +90°. Figure 10.13(b) shows 
the phase plotted with frequency scaled by w,. The phase plot increases at a rate of 
90° /decade from 0.1 to 10 and passes through 90° at 1. 


Corrections to Second-Order Bode Plots 

Let us now examine the error between the actual response and the asymptotic 
approximation of the second-order polynomial. Whereas the first-order polynomial 
has a disparity of no more than 3.01 dB magnitude and 5.71° phase, the second-order 
function may have a greater disparity, which depends upon the value of ¢. 
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From Eq. (10.32), the actual magnitude and phase for G(s) = s* + 2¢ans + o? 
are, respectively, 








M= Ve — a) + (2tonw)” (10.33) 














Sil 26@n@ 


Phase = tan z 


o (10.34) 











These relationships are tabulated in Table 10.4 for a range of values of ¢ and plotted in 
Figures 10.14 and 10.15 along with the asymptotic approximations for normalized 


TABLE 10.4 Data for normalized and scaled log-magnitude and phase plots for (s* + 2¢@,s + w%). Mag = 20 log(M/w*) 








“Se Mag (dB) Phase (deg) Mag (dB) Phase (deg) Mag (dB) Phase (deg) 
On c=01 ¢=01 ¢=0.2 ¢=02 c¢=03 c=03 
0.10 —0.09 1.16 —0.08 2.31 —0.07 3.47 
0.20 —0.35 2.39 —0.32 4.76 —0.29 7.13 
0.30 —0.80 3.77 —0.74 7.51 —0.65 11.19 
0.40 —1.48 5.44 —1.36 10.78 —1.17 15.95 
0.50 —2.42 7.59 —2.20 14.93 —1.85 21.80 
0.60 —3.73 10.62 —3.30 20.56 —2.68 29.36 
0.70 —5.53 Apago PDP Enhancer —3.60 39.47 
0.80 —8.09 23.96 —6.35 41.63 —4.44 53.13 
0.90 —11.64 43.45 —7.81 62.18 —4.85 70.62 
1.00 —13.98 90.00 —7.96 90.00 —4.44 90.00 
1.10 —10.34 133.67 —6.24 115.51 —3.19 107.65 
1.20 —6.00 151.39 —3.73 132.51 —1.48 121.43 
1.30 —2.65 159.35 —1.27 143.00 0.35 131.50 
1.40 0.00 163.74 0.92 149.74 2.11 138.81 
1.50 2.18 166.50 2.84 154.36 3.75 144.25 
1.60 4.04 168.41 4.54 157.69 5.26 148.39 
1.70 5.67 169.80 6.06 160.21 6.64 151.65 
1.80 7:12 170.87 7.43 162.18 7.91 154.26 
1.90 8.42 171.72 8.69 163.77 9.09 156.41 
2.00 9.62 172.41 9.84 165.07 10.19 158.20 
3.00 18.09 175.71 18.16 171.47 18.28 167.32 
4.00 23.53 176.95 23.57 173.91 23.63 170.91 
5.00 27.61 177.61 27.63 175.24 27.67 172.87 
6.00 30.89 178.04 30.90 176.08 30.93 174.13 
7.00 33.63 178.33 33.64 176.66 33.66 175.00 
8.00 35.99 178.55 36.00 177.09 36.01 175.64 
9.00 38.06 178.71 38.07 177.42 38.08 176.14 

10.00 39.91 178.84 39.92 177.69 39.93 176.53 





(table continues) 
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TABLE 10.4 Data for normalized and scaled log-magnitude and phase plots for (s? + 2¢w,s + œZ). Mag = 20 log(M/a2) 
(Continued) 








n Mag (dB) Phase (deg) Mag (dB) Phase (deg) Mag (dB) Phase (deg) 
On c=05 c=05 ¢=0.7 ¢=0.7 ¢=01 c=01 
0.10 —0.04 5.77 0.00 8.05 0.09 11.42 
0.20 —0.17 11.77 0.00 16.26 0.34 22.62 
0.30 —0.37 18.25 0.02 24.78 0.75 33.40 
0.40 —0.63 25.46 0.08 33.69 1.29 43.60 
0.50 —0.90 33.69 0.22 43.03 1.94 53.13 
0.60 —1.14 43.15 0.47 52.70 2.67 61.93 
0.70 —1.25 53.92 0.87 62.51 3.46 69.98 
0.80 —1.14 65.77 1.41 72.18 4.30 77.32 
0.90 —0.73 78.08 2.11 81.42 5.15 83.97 
1.00 0.00 90.00 2.92 90.00 6.02 90.00 
1.10 0.98 100.81 3.83 97.77 6.89 95.45 
1.20 2.13 110.14 4.79 104.68 7.75 100.39 
1.30 3.36 117.96 5.78 110.76 8.60 104.86 
1.40 4.60 124.44 6.78 116.10 9.43 108.92 
1.50 5.81 129.81 7.76 120.76 10.24 112.62 
1.60 6.98 134.27 8.72 124.85 11.03 115.99 
1.70 8.10 138.03 9.66 128.45 11.80 119.07 
1.80 9.17 Apago PRE Enhancer 12.55 121.89 
1.90 10.18 143.95 11.43 134.46 13.27 124.48 
2.00 11.14 146.31 12.26 136.97 13.98 126.87 
3.00 18.63 159.44 19.12 152.30 20.00 143.13 
4.00 23.82 165.07 24.09 159.53 24.61 151.93 
5.00 27.79 168.23 27.96 163.74 28.30 157.38 
6.00 31.01 170.27 31.12 166.50 31.36 161.08 
7.00 33.72 171.70 33.80 168.46 33.98 163.74 
8.00 36.06 172.76 36.12 169.92 36.26 165.75 
9.00 38.12 173.58 38.17 171.05 38.28 167.32 


10.00 39.96 174.23 40.00 171.95 40.09 168.58 


magnitude and scaled frequency. In Figure 10.14, which is normalized to the square of the 
natural frequency, the normalized log-magnitude at the scaled natural frequency is 
+20 log 2¢. The student should verify that the actual magnitude at the unscaled natural 
frequency is +20 log 2¢w2. Table 10.4 and Figures 10.14 and 10.15 can be used to improve 
accuracy when drawing Bode plots. For example, a magnitude correction of +20 log 2¢ 
can be made at the natural, or break, frequency on the Bode asymptotic plot. 


Bode Plots for G(s) = 1/(s? + 2¢wps + w?) 

Bode plots for G(s) = 1/(s* + 2¢@,s + m2) can be derived similarly to those for 
G(s) = $ + 2tœns + w2. We find that the magnitude curve breaks at the natural 
frequency and decreases at a rate of —40 dB/decade. The phase plot is 0° at low 
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FIGURE 10.14 Normalized and scaled log-magnitude response for (s* + 2tons + œZ) 
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FIGURE 10.15 Scaled phase response for ($° + 2¢a,5 + w2) 


frequencies. At 0.1la, it begins a decrease of —90°/decade and continues until 
w = 10w,, where it levels off at —180°. 

The exact frequency response also follows the same derivation as that of 
G(s) = $ + 2¢@,s + w2. The results are summarized in Table 10.5, as well as Fig- 
ures 10.16 and 10.17. The exact magnitude is the reciprocal of Eq. (10.33), and the 
exact phase is the negative of Eq. (10.34). The normalized magnitude at the scaled 
natural frequency is —20 log 2¢, which can be used as a correction at the break 


frequency on the Bode asymptotic plot. 
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TABLE 10.5 Data for normalized and scaled log-magnitude and phase plots for 1/(s? + 2twns + w%). Mag = 20 log(M/w) 








Freq. 
G Mag (dB) Phase (deg) Mag (dB) Phase (deg) Mag (dB) Phase (deg) 
On ¢=01 ¢=01 ¢=02 ¢=0.2 ¢=03 ¢=03 
0.10 0.09 —1.16 0.08 —2.31 0.07 —3.47 
0.20 0.35 —2.39 0.32 —4.76 0.29 —7.13 
0.30 0.80 —3.77 0.74 —7.51 0.65 —11.19 
0.40 1.48 —5.44 1.36 —10.78 1.17 —15.95 
0.50 2.42 —7.59 2.20 —14.93 1.85 —21.80 
0.60 3.73 —10.62 3.30 —20.56 2.68 —29.36 
0.70 5.53 —15.35 4.70 —28.77 3.60 —39.47 
0.80 8.09 —23.96 6.35 —41.63 4.44 —53.13 
0.90 11.64 —43.45 7.81 —62.18 4.85 —70.62 
1.00 13.98 —90.00 7.96 —90.00 4.44 —90.00 
1.10 10.34 —133.67 6.24 —115.51 3.19 —107.65 
1.20 6.00 —151.39 3.73 —132.51 1.48 —121.43 
1.30 2.65 —159.35 1.27 —143.00 —0.35 —131.50 
1.40 0.00 —163.74 —0.92 —149.74 —2.11 —138.81 
1.50 —2.18 —166.50 —2.84 —154.36 —3.75 —144.25 
1.60 —4.04 —168.41 —4.54 —157.69 —5.26 —148.39 
1.70 —5.67 —169.80 —6.06 —160.21 —6.64 —151.65 
1.80 —7.12 —120.87 = —162.18 —7.91 —154.26 
1.90 —8.42 A ago POE Enhancer —9.09 —156.41 
2.00 —9.62 —172.41 —9.84 —165.07 —10.19 —158.20 
3.00 —18.09 —175.71 —18.16 —171.47 —18.28 —167.32 
4.00 —23.53 —176.95 —23.57 —173.91 —23.63 —170.91 
5.00 —27.61 —177.61 —27.63 —175.24 —27.67 —172.87 
6.00 —30.89 —178.04 —30.90 —176.08 —30.93 —174.13 
7.00 —33.63 —178.33 —33.64 —176.66 —33.66 —175.00 
8.00 —35.99 —178.55 —36.00 —177.09 —36.01 —175.64 
9.00 —38.06 —178.71 —38.07 —177.42 —38.08 —176.14 

10.00 —39.91 —178.84 —39.92 —177.69 —39.93 —176.53 





(table continues) 
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TABLE 10.5 Data for normalized and scaled log-magnitude and phase plots for 1/(s” + 2twns + w%). Mag = 20 log(M/w) 
(Continued) 








Freq. 
H Mag (dB) Phase (deg) Mag (dB) Phase (deg) Mag (dB) Phase (deg) 
On c=05 c=05 ¢=0.7 ¢=0.7 ¢=01 c¢=01 
0.10 0.04 —5.77 0.00 —8.05 —0.09 —11.42 
0.20 0.17 —11.77 0.00 —16.26 —0.34 —22.62 
0.30 0.37 —18.25 —0.02 —24.78 —0.75 —33.40 
0.40 0.63 —25.46 —0.08 —33.69 —1.29 —43.60 
0.50 0.90 —33.69 —0.22 —43.03 —1.94 —53.13 
0.60 1.14 —43.15 —0.47 —52.70 —2.67 —61.93 
0.70 1.25 —53.92 —0.87 —62.51 —3.46 —69.98 
0.80 1.14 —65.77 —1.41 —72.18 —4.30 —77.32 
0.90 0.73 —78.08 —2.11 —81.42 —5.15 —83.97 
1.00 0.00 —90.00 —2.92 —90.00 —6.02 —90.00 
1.10 —0.98 —100.81 —3.93 —97.77 —6.89 —95.45 
1.20 —2.13 —110.14 —4.79 —104.68 —7.75 —100.39 
1.30 —3.36 —117.96 —5.78 —110.76 —8.60 —104.86 
1.40 —4.60 —124.44 —6.78 —116.10 —9.43 —108.92 
1.50 —5.81 —129.81 —7.16 —120.76 —10.24 —112.62 
1.60 —6.98 —134.27 —8.72 —124.85 —11.03 —115.99 
1.70 —8.10 —138.03 —9.66 —128.45 —11.80 —119.07 
1.80 9.17 _Apago PRE Enhancer —12.55 —121.89 
1.90 —10.18 —143.95 —11.43 —134.46 —13.27 —124.48 
2.00 —11.14 —146.31 —12.26 —136.97 —13.98 —126.87 
3.00 —18.63 —159.44 —19.12 —152.30 —20.00 —143.13 
4.00 —23.82 —165.07 —24.09 —159.53 —24.61 —151.93 
5.00 —27.79 —168.23 —27.96 —163.74 —28.30 —157.38 
6.00 —31.01 —170.27 —31.12 —166.50 —31.36 —161.08 
7.00 —33.72 —171.70 —33.80 —168.46 —33.98 —163.74 
8.00 —36.06 —172.76 —36.12 —169.92 —36.26 —165.75 
9.00 —38.12 —173.58 —38.17 —171.05 —38.28 —167.32 


10.00 —39.96 —174.23 —40.00 —171.95 —40.09 —168.58 
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FIGURE 10.16 Normalized and scaled log-magnitude response for 1/(s? + 2¢a@,5 + œZ) 
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FIGURE 10.17 Scaled phase response for 1/(s* + 2tœns + w2) 


Let us now look at an example of drawing Bode plots for transfer functions that 


contain second-order factors. 


Example 10.3 


Bode Plots for Ratio of First- and Second- 





Order Factors 


PROBLEM: Draw the Bode log-magnitude and phase plots of G(s) for the unity 
feedback system shown in Figure 10.10, where G(s) = (s + 3)/[(s + 2)(s? + 2s + 25)]. 
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SOLUTION: We first convert G(s) to show the normalized components that have 


unity low-frequency gain. The SM eK- e (oaa a S) aa -H 9) c EES ool- wo, 


forming 2 o2 
eo ea ll (10.35) 
Thus, On On 
s s 
3 G+) 3 (+1) 





G(s) = (10.36) 


(2)(25) 7s 2 ~ 50 73 r 
G+) (5ta) G+ (tas) 


The Bode log-magnitude diagram is shown in Figure 10.18(b) and is the sum 
of the individual first- and second-order terms of G(s) shown in Figure 10.18(a). We 
solve this problem by adding the slopes of these component parts, beginning and 
ending at the appropriate frequencies. The results are summarized in Table 10.6, 
which can be used to obtain the slopes. The low-frequency value for G(s), found by 


TABLE 10.6 Magnitude diagram slopes for Example 10.3 











Frequency (rad/s) 
0.01 2 3 5 

(Start: (Start: (Start: (Start: 
Description Plot) Pole at —2) Zero at —3) @n = 5) 
Pole at —2 0 —20 —20 —20 
Zero at —3 0 0 20 20 
On = 5 0 0 0 —40 
Total slope (dB/dec) 0 —20 0 —40 


FIGURE 10.18 

Bode magnitude plot for 
G(s) = (s +3)/ 

[(s + 2)(s* + 2s + 25): 

a. components; 

b. composite 
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letting s = 0, is 3/50, or —24.44 dB. The Bode magnitude plot starts out at this 
value and continues until the first break frequency at 2 rad/s. Here the pole at —2 
yields a —20 dB/decade slope downward until the next break at 3 rad/s. The zero 
at —3 causes an upward slope of +20dB/decade, which, when added to the 
previous —20 dB/decade curve, gives a net slope of 0. At a frequency of 5 rad/s, 
the second-order term initiates a —40 dB/decade downward slope, which con- 
tinues to infinity. 

The correction to the log-magnitude curve due to the underdamped second- 
order term can be found by plotting a point —20 log 2¢ above the asymptotes at the 
natural frequency. Since ¢ = 0.2 for the second-order term in the denominator of 
G(s), the correction is 7.96 dB. Points close to the natural frequency can be 
corrected by taking the values from the curves of Figure 10.16. 


TABLE 10.7 Phase diagram slopes for Example 10.3 











Frequency (rad/s) 
0.2 0.3 0.5 20 30 50 
(Start: (Start: (Start: (End: (End: (End: 

Description Pole at —2) Zero at —3) @n at —5) Pole at —2) Zero at —3) @n = 5) 
Pole at —2 —45 —45 —45 0 
Zero at —3 45 45 45 0 
On =5 —90 —90 —90 0 
Total slope (dB/dec) —45 0 —90 —45 —90 0 
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FIGURE 10.19 Bode phase ee 
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10.3 Introduction to the Nyquist Criterion 


We now turn to the phase plot. Table 10.7 is formed to determine the 
progression of slopes on the phase diagram. The first-order pole at —2 yields a 
phase angle that starts at 0° and ends at —90° via a —45°/decade slope starting a 
decade below its break frequency and ending a decade above its break frequency. 
The first-order zero yields a phase angle that starts at 0° and ends at +90° via a 
+45° /decade slope starting a decade below its break frequency and ending a 
decade above its break frequency. The second-order poles yield a phase angle that 
starts at 0° and ends at —180° via a —90° /decade slope starting a decade below their 
natural frequency (wn = 5) and ending a decade above their natural frequency. The 
slopes, shown in Figure 10.19(a), are summed over each frequency range, and the 
final Bode phase plot is shown in Figure 10.19(b). 


Students who are using MATLAB should now run chl0pl1 in AppendixB. 
You will learn how to use MATLAB to make Bode plots and list the 
pointsontheplots. ThisexercisesolvesExamplel10.3usingMATLAB. 











Skill-Assessment Exercise 10.2 


PROBLEM: Draw the Bode log-magnitude and phase plots for the system shown in 
Figure 10.10, where 


(s a 20) WileyPLUS 








GS) = BS DGL (E+ 50) 
Apago PDF Enhancer 


ANSWER: The complete solution is at www.wiley.com/college/nise. 


Control Solutions 


In this section, we learned how to construct Bode log-magnitude and Bode 
phase plots. The Bode plots are separate magnitude and phase frequency response 
curves for a system, G(s). In the next section, we develop the Nyquist criterion for 
stability, which makes use of the frequency response of a system. The Bode plots can 
then be used to determine the stability of a system. 


10.3 Introduction to the Nyquist 
Criterion 


The Nyquist criterion relates the stability of a closed-loop system to the open-loop 
frequency response and open-loop pole location. Thus, knowledge of the open- 
loop system’s frequency response yields information about the stability of the 
closed-loop system. This concept is similar to the root locus, where we began 
with information about the open-loop system, its poles and zeros, and developed 
transient and stability information about the closed-loop system. 
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MATLAB 


Trylt 10.1 


Use MATLAB, the Control 
System Toolbox, and the fol- 
lowing statements to obtain the 
Bode plots for the system of 
Skill-Assessment Exercise 10.2 


G=zpk (—20],[-1,-—7,... 
=5(0l| 5 i) 
bode (G); grid on 


After the Bode plots appear, 
click on the curve and drag to 
read the coordinates. 
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Cc s) 











FIGURE 10.20 Closed-loop 
control system 


Chapter 10 Frequency Response Techniques 


Although the Nyquist criterion will yield stability information at first, we will 
extend the concept to transient response and steady-state errors. Thus, frequency 
response techniques are an alternate approach to the root locus. 


Derivation of the Nyquist Criterion 

Consider the system of Figure 10.20. The Nyquist criterion can tell us how many closed- 
loop poles are in the right half-plane. Before deriving the criterion, let us establish four 
important concepts that will be used during the derivation: (1) the relationship between 
the poles of 1 + G(s)H(s) and the poles of G(s)H(s); (2) the relationship between the 
zeros of 1 + G(s)H(s) and the poles of the closed-loop transfer function, T(s); (3) the 
concept of mapping points; and (4) the concept of mapping contours. 








Letting 
N 
G(s) = D- (10.37a) 
N 
H(s) = T (10.37b) 
we find 
G(s)H(s) = a (10.38a) 
NGNy DoGDxy+NcGNu 
1+ G(s)H(s) =1+ = 10.38b 
(s)H(s) DoDu DGD; ( ) 
T(s) as) NoDu (10.38c) 


~14+G(s)H(s) DoDu +NoNu 


FARA), PORnu&nhancexot 1+ G(s)H(s) are the same as the 
poles of G(s)H(s), the open-loop system, and (2) the zeros of 1 + G(s)H(s)are the 
same as the poles of T(s), the closed-loop system. 

Next, let us define the term mapping. If we take a complex number on the s-plane 
and substitute it into a function, F(s), another complex number results. This process is 
called mapping. For example, substituting s = 4 + j3 into the function (s? + 2s + 1) 
yields 16 + j30. We say that 4 + j3 mapsinto 16 + j30through the function (s? + 2s + 1). 

Finally, we discuss the concept of mapping contours. Consider the collection of 
points, called a contour, shown in Figure 10.21 as contour A. Also, assume that 

F(s) 2 (s — z1)(S — z2)... (10.39) 
(s — p1)(8 — p2)--. 





Contour A can be mapped through F(s) into contour B by substituting each point 
of contour A into the function F(s) and plotting the resulting complex numbers. 
For example, point Q in Figure 10.21 maps into point Q through the function F(s). 
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FIGURE 10.21 Mapping contour A through function F(s) to contour B 
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(e) contour mapping 








The vector approach to performing the calculation, covered in Section 8.1, can 
be used as an alternative. Some examples of contour mapping are shown in Fig- 
ure 10.22 for some simple F(s). The mapping of each point is defined by complex 
arithmetic, where the resulting complex numter, R, is evaluated from the complex 
numbers represented by V, as shown in the last column of Figure 10.22. You should 
verify that if we assume a clockwise direction for mapping the points on contour A, 
then contour B maps in a clockwise direction if F(s) in Figure 10.22 has just zeros or 
has just poles that are not encircled by the contour. The contour B maps in a 
counterclockwise direction if F(s) has just poles that are encircled by the contour. 
Also, you should verify that if the pole or zero of F(s) is enclosed by contour A, the 
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FIGURE 10.23 Vector 
representation of mapping 
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mapping encircles the origin. In the last case of Figure 10.22, the pole and zero 
rotation cancel, and the mapping does not encircle the origin. 

Let us now begin the derivation of the Nyquist criterion for stability. We show 
that a unique relationship exists between the number of poles of F(s) contained 
inside contour A, the number of zeros of F(s) contained inside contour A, and the 
number of counterclockwise encirclements of the origin for the mapping of contour 
B. We then show how this interrelationship can be used to determine the stability of 
closed-loop systems. This method of determining stability is called the Nyquist 
criterion. 

Let us first assume that F(s) = 1 + G(s)H(s), with the picture of the poles and 
zeros of 1+ G(s)H(s) as shown in Figure 10.23 near contour A. Hence, 
R = (ViV2)/(V3V4Vs). As each point Q of the contour A is substituted into 
1+ G(s)H(s), a mapped point results on contour B. Assuming that F(s) = 1+ 
G(s)H(s) has two zeros and three poles, each parenthetical term of Eq. (10.39) is a 
vector in Figure 10.23. As we move around contour A in a clockwise direction, each 
vect 0.3 liegiysi ill appear to undergo a complete 
Ap ago PDE. Ennaneetr hand, each vector drawn from the 
poles and zeros of 1 + G(s)H (s) that exist outside contour A will appear to oscillate 
and return to its previous position, undergoing a net angular change of 0°. 

Each pole or zero factor of 1 + G(s)H(s) whose vector undergoes a complete 
rotation around contour A must yield a change of 360° in the resultant, R, or a 
complete rotation of the mapping of contour B. If we move in a clockwise direction 
along contour A, each zero inside contour A yields a rotation in the clockwise 
direction, while each pole inside contour A yields a rotation in the counterclockwise 
direction since poles are in the denominator of Eq. (10.39). 

Thus, N = P — Z, where N equals the number of counterclockwise rotations of 
contour B about the origin; P equals the number of poles of 1 + G(s)H(s) inside 
contour A, and Z equals the number of zeros of 1 + G(s)H(s) inside contour A. 

Since the poles shown in Figure 10.23 are poles of 1 + G(s) H(s), we know from 
Eqs. (10.38) that they are also the poles of G(s)H(s) and are known. But since the zeros 
shown in Figure 10.23 are the zeros of 1+ G(s)H(s), we know from Eqs. (10.38) 
that they are also the poles of the closed-loop system and are not known. Thus, P equals 
the number of enclosed open-loop poles, and Z equals the number of enclosed closed- 
loop poles. Hence, N = P — Z, or alternately, Z = P — N, tells us that the number of 
closed-loop poles inside the contour (which is the same as the zeros inside the contour) 
equals the number of open-loop poles of G(s)H(s) inside the contour minus the 
number of counterclockwise rotations of the mapping about the origin. 

If we extend the contour to include the entire right half-plane, as shown in 
Figure 10.24, we can count the number of right—-half-plane, closed-loop poles inside 
contour A and determine a system’s stability. Since we can count the number of open- 
loop poles, P, inside the contour, which are the same as the right—-half-plane poles of 
G(s)H(s), the only problem remaining is how to obtain the mapping and find N. 


10.3 Introduction to the Nyquist Criterion 563 


Since all of the poles and zeros of G(s)H(s) are known, what if we map through 
G(s)H(s) instead of 1 + G(s)H(s)? The resulting contour is the same as a mapping 
through 1 + G(s)H(s), except that it is translated one unit to the left; thus, we count 
rotations about —1 instead of rotations about the origin. Hence, the final statement 
of the Nyquist stability criterion is as follows: 

If a contour, A, that encircles the entire right half-plane is mapped through 
G(s)H(s), then the number of closed-loop poles, Z, in the right half-plane equals 
the number of open-loop poles, P, that are in the right half-plane minus the number 
of counterclockwise revolutions, N, around —1 of the mapping; that is, Z = P — N. 
The mapping is called the Nyquist diagram, or Nyquist plot, of G(s)H(s). 

We can now see why this method is classified as a frequency response technique. 
Around contour A in Figure 10.24, the mapping of the points on the jw-axis through the 
function G(s)H(s) is the same as substituting s = jæ into G(s)H(s) to form the 
frequency response function G(jw) H (jw). We are thus finding the frequency response 
of G(s)H(s) over that part of contour A on the positive jw-axis. In other words, part of 
the Nyquist diagram is the polar plot of the frequency response of G(s)H(s). 


Applying the Nyquist Criterion to Determine Stability 

Before describing how to sketch a Nyquist diagram, let us look at some typical 
examples that use the Nyquist criterion to determine the stability of a system. These 
examples give us a perspective prior to engaging in the details of mapping. Fig- 
ure 10.25(a) shows a contour A that does not enclose closed-loop poles, that is, the 
zeros of 1+ G(s)H(s). The contour thus maps through G(s)H(s) into a Nyquist 
diagram that does not encircle —1. Hence, P = 0, N = 0, and Z = P — N = 0. Since 
Z is the number of closed-loop poles inside contour A, which encircles the right 


half-plane, this system has no ris Tej Popp’ i Hh 
On the other hand, Figure 10. pa 5, a contour P at, AnGR not 


enclose open-loop poles, does generate two clockwise encirclements of —1. Thus, 
P = 0, N = —2, and the system is unstable; it has two closed-loop poles in the right 
half-plane since Z = P — N = 2. The two closed-loop poles are shown inside contour 
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A in Figure 10.25(b) as zeros of 1 + G(s)H(s). You should keep in mind that the 
existence of these poles is not known a priori. 

In this example, notice that clockwise encirclements imply a negative value for N. 
The number of encirclements can be determined by drawing a test radius from —1 in 
any convenient direction and counting the number of times the Nyquist diagram 
crosses the test radius. Counterclockwise crossings are positive, and clockwise cross- 
ings are negative. For example, in Figure 10.25(b), contour B crosses the test radius 
twice in a clockwise direction. Hence, there are —2 encirclements of the point —1. 

Before applying the Nyquist criterion to other examples in order to determine 
a system’s stability, we must first gain experience in sketching Nyquist diagrams. The 
next section covers the development of this skill. 
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FIGURE 10.26 

a. Turbine and generator; 
b. block diagram of 
speed control system 

for Example 10.4 


The contour that encloses the right half-plane can be mapped through the function 
G(s)H(s) by substituting points along the contour into G(s)H(s). The points along 
the positive extension of the imaginary axis yield the polar frequency response of 
G(s)H(s). Approximations can be made to G(s)H(s) for points around the infinite 
semicircle by assuming that the vectors originate at the origin. Thus, their length is 
infinite, and their angles are easily evaluated. 

However, most of the time a simple sketch of the Nyquist diagram is all that is 
needed. A sketch can be obtained rapidly by looking at the vectors of G(s)H(s) and 
their motion along the contour. In the examples that follow, we stress this rapid 
method for sketching the a diagram. However, the examples also include 


analytical ressi H( ang each er of the contour to aid you in 
dct RAR sh er 


Example 10.4 





Sketching a Nyquist Diagram 


PROBLEM: Speed controls find wide application throughout industry and the 
home. Figure 10.26(a) shows one application: output frequency control of electrical 
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power from a turbine and generator pair. By regulating the speed, the control 
system ensures that the generated frequency remains within tolerance. Deviations 
from the desired speed are sensed, and a steam valve is changed to compensate for 
the speed error. The system block diagram is shown in Figure 10.26(b). Sketch the 
Nyquist diagram for the system of Figure 10.26. 


SOLUTION: Conceptually, the Nyquist diagram is plotted by substituting the points 
of the contour shown in Figure 10.27(a) into G(s) = 500/[(s + 1)(s + 3)(s + 10)]. 
This process is equivalent to performing complex arithmetic using the vectors of 
G(s) drawn to the points of the contour as shown in Figure 10.27(a) and (b). Each 
pole and zero term of G(s) shown in Figure 10.26(b) is a vector in Figure 10.27(a) 
and (b). The resultant vector, R, found at any point along the contour is in general 
the product of the zero vectors divided by the product of the pole vectors (see 
Figure 10.27(c)). Thus, the magnitude of the resultant is the product of the zero 
lengths divided by the product of the pole lengths, and the angle of the resultant is 
the sum of the zero angles minus the sum of the pole angles. 

As we move in a clockwise direction around the contour from point A to 
point C in Figure 10.27(a), the resultant angle goes from 0° to —3 x 90° = —270°, or 
from A’toC’ in Figure 10.27(c). Since the angles emanate from poles in the 
denominator of G(s), the rotation or increase in angle is really a decrease in angle 
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FIGURE 10.27 Vector 
evaluation of the Nyquist 
diagram for Example 10.4: 
a. vectors on contour at low 
frequency; 

b. vectors on contour 
around infinity; 

c. Nyquist diagram 
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of the function G(s); the poles gain 270° in a counterclockwise direction, which 
explains why the function loses 270°. 

While the resultant moves from A toC in Figure 10.27(c), its magnitude 
changes as the product of the zero lengths divided by the product of the pole lengths. 
Thus, the resultant goes from a finite value at zero frequency (at point A of Figure 
10.27(a), there are three finite pole lengths) to zero magnitude at infinite frequency at 
point C (at point C of Figure 10.27(a), there are three infinite pole lengths). 

The mapping from point A to point C can also be explained analytically. From 
A to C the collection of points along the contour is imaginary. Hence, from A to C, 
G(s) = G(jw), or from Figure 10.26(d), 

; 500 500 
Gio = (s + 1)(s + 3)(s + 10) ~ (-1402 + 30) + j(43@ — 3) co) 
Multiplying the numerator and denominator by the complex conjugate of the 
denominator, we obtain 











s—>jw 


(144? + 30) — j(43% — w3) 
(—140? + 30)? + (43w — œ)? 





G(jæ) = 500 (10.41) 


At zero frequency, G(jw) = 500/30 = 50/3. Thus, the Nyquist diagram starts at 
50/3 at an angle of 0°. As œ increases the real part remains positive, and the 
imaginary part remains negative. At w = ,/30/14, the real part becomes negative. 
At œw = 43, the Nyquist diagram crosses the negative real axis since the imaginary 
term goes to zero. The real value at the axis crossing, point Q' in Figure 10.27(c), 
found by substituting into Eq. (10.41), is —0.874. Continuing toward w = oo, the 
real part is negative, and the imaginary part is positive. At infinite frequency 
cjApago, PPExiEnhancer 

Around the infinite semicircle from point C to point D shown in Figure 10.27(b), 
the vectors rotate clockwise, each by 180°. Hence, the resultant undergoes a counter- 
clockwise rotation of 3 x 180°, starting at point C’ and ending at point D’ of 
Figure 10.27(c). Analytically, we can see this by assuming that around the infinite 
semicircle, the vectors originate approximately at the origin and have infinite length. 
For any point on the s-plane, the value of G(s) can be found by representing each 
complex number in polar form, as follows: 


500 


G(s) = (R_1e/9-1)(R_3e!9-3)(R_jqe/410) 


(10.42) 





where R_; is the magnitude of the complex number (s + 1), and 6_; is the angle of 
the complex number (s + i). Around the infinite semicircle, all R_; are infinite, and 
we can use our assumption to approximate the angles as if the vectors originated at 
the origin. Thus, around the infinite semicircle, 


500 


G = 
(s) ooZ(6_1 + 0-3 + 6—10) 





=0 (0 1 +603 +0 10) (10.43) 





At point C in Figure 10.27(b), the angles are all 90°. Hence, the resultant is 04 — 270°, 
shown as point C’ in Figure 10.27(c). Similarly, at point D, G(s) = 04 + 270° and 
maps into point D’. You can select intermediate points to verify the spiral whose 
radius vector approaches zero at the origin, as shown in Figure 10.27(c). 

The negative imaginary axis can be mapped by realizing that the real part of 
G(jw)H (ja) is always an even function, whereas the imaginary part of G(jw) H(ja) 
is an odd function. That is, the real part will not change sign when negative values of 
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w are used, whereas the imaginary part will change sign. Thus, the mapping of the 
negative imaginary axis is a mirror image of the mapping of the positive imaginary 
axis. The mapping of the section of the contour from points D to A is drawn as a 
mirror image about the real axis of the mapping of points A to C. 





In the previous example, there were no open-loop poles situated along the 
contour enclosing the right half-plane. If such poles exist, then a detour around the 
poles on the contour is required; otherwise, the mapping would go to infinity in an 
undetermined way, without angular information. Subsequently, a complete sketch of 
the Nyquist diagram could not be made, and the number of encirclements of —1 
could not be found. 

Let us assume a G(s)H(s) = N(s)/sD(s) where D(s) has imaginary roots. The s 
term in the denominator and the imaginary roots of D(s) are poles of G(s)H(s) that 
lie on the contour, as shown in Figure 10.28(a). To sketch the Nyquist diagram, the 
contour must detour around each open-loop pole lying on its path. The detour can be 
to the right of the pole, as shown in Figure 10.28(b), which makes it clear that each 
pole’s vector rotates through +180° as we move around the contour near that pole. 
This knowledge of the angular rotation of the poles on the contour permits us to 
complete the Nyquist diagram. Of course, our detour must carry us only an infini- 
tesimal distance into the right half-plane, or else some closed-loop, right—half-plane 
poles will be excluded in the count. 

We can also detour to the left of the open-loop poles. In this case, each pole 
rotates through an angle of —180° as we detour around it. Again, the detour must be 
infinitesimally small, or else we might include some left—half-plane poles in the 
count. Let us look at an example. 


Apago PDF Enhancer 
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g o © FIGURE 10.28 Detouring 
around open-loop poles: 
a. poles on contour; 
b. detour right; 
(a) (b) (c) c. detour left 
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Nyquist Diagram for Open-Loop Function with Poles on Contour 


PROBLEM: Sketch the Nyquist diagram of the unity feedback system of Fig- 
ure 10.10, where G(s) = (s +2)/s?. 


SOLUTION: The system’s two poles at the origin are on the contour and must be 
bypassed, as shown in Figure 10.29(a). The mapping starts at point A and continues 
in a clockwise direction. Points A, B, C, D, E, and F of Figure 10.29(a) map 
respectively into points A,B, Cc, D,E,andF of Figure 10.29(b). 

At point A, the two open-loop poles at the origin contribute 2 x 90° = 180°, 
and the zero contributes 0°. The total angle at point A is thus —180°. Close to the 
origin, the function is infinite in magnitude because of the close proximity to the 


568 


Chapter 10 Frequency Response Techniques 


Test radius 4 GH-plane 











Two poles 





(a) (b) 
FIGURE 10.29 a. Contour for Example 10.5; b. Nyquist diagram for Example 10.5 


two open-loop poles. Thus, point A maps into point A’, located at infinity at an 
angle of —180°. 

Moving from point A to point B along the contour yields a net change in angle 
of +90° from the zero alone. The angles of the poles remain the same. Thus, the 
mapping changes by +90° in the counterclockwise direction. The mapped vector 
goes from —180° at A to — 90° at B'. At the same time, the magnitude changes 
from infinity to zero since at point B there is one infinite length from the zero 
divided by two infinite lengths from the poles. 

Alternately, the frequency response can be determined analytically from 
G(j a (2+ jo) /(—o”), considering w going from 0 to oo. At low frequencies, 
G( jæ) = 2/(—a*), or co 2180°. At high frequencies, G( jw) ~ j/(—@), or 0Z — 90°. 


ABABA Xe foe PDF EHH: hanye peine 
ravel along the contou e function magnitude stays at zero 


(one infinite zero length divided by two infinite pole lengths). As the vectors move 
through BCD, the zero’s vector and the two poles’ vectors undergo changes of 
—180° each. Thus, the mapped vector undergoes a net change of +180°, which is the 
angular change of the zero minus the sum of the angular changes of the poles 
{—180 — [2(—180)] = +180}. The mapping is shown as B’ C’ D’, where the resultant 
vector changes by +180° with a magnitude of e that approaches zero. 

From the analytical point of view, 


R2202 


p= (RoZ0o)(RoZ60) 


(10.44) 
anywhere on the s-plane where R_2/6_2 is the vector from the zero at —2 to any 
point on the s-plane, and Ro Zp is the vector from a pole at the origin to any point 
on the s-plane. Around the infinite semicircle, all R_; = oo, and all angles can be 
approximated as if the vectors originated at the origin. Thus at point B, G(s) = 
02 — 90° since all 6_; = 90° in Eq. (10.44). At point C, all R_; = oo, and all 6_; = 0° 
in Eq. (10.44). Thus, G(s) = 020°. At point D, all R_; = œo, and all 6_; = —90° in 
Eq. (10.44). Thus, G(s) = 0290°. 

The mapping of the section of the contour from D to E is a mirror image of 
the mapping of A to B. The result is D’ to F’. 

Finally, over the section EFA, the resultant magnitude approaches infinity. 
The angle of the zero does not change, but each pole changes by +180°. This 
change yields a change in the function of —2 x 180° = —360°. Thus, the mapping 
from E’to A’ is shown as infinite in length and rotating —360°. Analytically, 
we can use Eq. (10.44) for the points along the contour EFA. At E, 
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G(s) = (220°)/[(eZ — 90°)(eZ — 90°)] = 00 2180°. At F, G(s) = (220°)/[(e 20°) 
(e Z0°)| = 00 20°. At A, G(s) = (220°) /[(e 290°) (€ 290° )] = œ< — 180°. 

The Nyquist diagram is now complete, and a test radius drawn from —1 in 
Figure 10.29(b) shows one counterclockwise revolution, and one clockwise revo- 
lution, yielding zero encirclements. 





Students who are using MATLAB should now run chl0p2 in AppendixB. 
Youwill learn howto use MATLAB to make aNyquist plot and list the 
points onthe plot. Youwill also learn how to specify a range for 
frequency. This exercise solves Example 10.5 using MATLAB. 











Skill-Assessment Exercise 10.3 


PROBLEM: Sketch the Nyquist diagram for the system shown in Figure 10.10 where 


1 
G= (s+2)(s+4) 


Compare your sketch with the polar plot in Skill-Assessment Exercise 10.1(c). 


ANSWER: The complete solution is located at www.wiley.com/college/nise. 





In this section, we learned how to sketch a Nyquist diagram. We saw how to 
calculate the value of the intersection of the Nyquist diagram with the negative real 
axis. This intersection is importanApag@minPDEuninhancens of 
—1. Also, we showed how to sketch the Nyquist diagram when open-loop poles exist 
on the contour; this case required detours around the poles. In the next section, we 
apply the Nyquist criterion to determine the stability of feedback control systems. 
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We now use the Nyquist diagram to determine a system’s stability, using the simple 
equation Z = P — N. The values of P, the number of open-loop poles of G(s)H(s) 
enclosed by the contour, and N, the number of encirclements the Nyquist diagram 
makes about —1, are used to determine Z, the number of right—half-plane poles of 
the closed-loop system. 

If the closed-loop system has a variable gain in the loop, one question we would 
like to ask is, “For what range of gain is the system stable?” This question, previously 
answered by the root locus method and the Routh-Hurwitz criterion, is now answered 
via the Nyquist criterion. The general approach is to set the loop gain equal to unity 
and draw the Nyquist diagram. Since gain is simply a multiplying factor, the effect of 
the gain is to multiply the resultant by a constant anywhere along the Nyquist diagram. 

For example, consider Figure 10.30, which summarizes the Nyquist approach 
for a system with variable gain, K. As the gain is varied, we can visualize the Nyquist 
diagram in Figure 10.30(c) expanding (increased gain) or shrinking (decreased gain) 
like a balloon. This motion could move the Nyquist diagram past the —1 point, 
changing the stability picture. For this system, since P = 2, the critical point must be 
encircled by the Nyquist diagram to yield N = 2 and a stable system. A reduction in 


MATLAB 


569 


570 


FIGURE 10.30 Demonstrating 
Nyquist stability: a. system; 
b. contour; c. Nyquist diagram 


Trylt 10.2 


Use MATLAB, the Control 
System Toolbox, and the fol- 
lowing statements to plot the 
Nyquist diagram of the system 
shown in Figure 10.30(a). 


G=zpk(-3,—5],... 
[2,4],1) 
nyquist(G) 


After the Nyquist diagram 
appears, click on the curve and 
drag to read the coordinates. 
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gain would place the critical point outside the Nyquist diagram where N = 0, 
yielding Z = 2, an unstable system. 

From another perspective we can think of the Nyquist diagram as remaining 
stationary and the —1 point moving along the real axis. In order to do this, we set the 
gain to unity and position the critical point at —1/K rather than —1. Thus, the critical 
point appears to move closer to the origin as K increases. 

Apaga. RPDE dd NHaARCSF real axis at —1, then G(jw)H (jw) = 
—1. From root locus concepts, when G(s)H(s) = —1, the variable s is a closed-loop 
pole of the system. Thus, the frequency at which the Nyquist diagram intersects —1 is 
the same frequency at which the root locus crosses the jw-axis. Hence, the system is 
marginally stable if the Nyquist diagram intersects the real axis at —1. 

In summary, then, if the open-loop system contains a variable gain, K, set K = 
1 and sketch the Nyquist diagram. Consider the critical point to be at —1/K rather 
than at —1. Adjust the value of K to yield stability, based upon the Nyquist criterion. 


Example 10.6 





Range of Gain for Stability via The Nyquist Criterion 


PROBLEM: For the unity feedback system of Figure where 


10.10, 
G(s) = K/|s(s + 3)(s +5)], find the range of gain, K, for stability, instability, and 
the value of gain for marginal stability. For marginal stability also find the 
frequency of oscillation. Use the Nyquist criterion. 


SOLUTION: First set K = 1 and sketch the Nyquist diagram for the system, using 
the contour shown in Figure 10.31(a). For all points on the imaginary axis, 


K _ —8e? — j(15@ — œ’) 
s(s + 3)(s+5)|K=1 6404 + w?(15 — o2? 


s=jw 





G(jo)H(jo) = (10.45) 


At w = 0, G(jw)H(jw) = —0.0356 — joo. 
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s-plane 


ovi 


—1 -0.0083 








Next find the point where the Nyquist diagram intersects the negative real 
axis. Setting the imaginary part of Eq. (10.45) equal to zero, we find w = v15. 
Substituting this value of w back into Eq. (10.45) yields the real part of —0.0083. 
Finally, at œ = 00, G( jw)H(jo) = G(s)H(s)|,_¥j0 = 1/(joo)? = 02 — 270°. 

From the contour of Figure 10.31(a), P = 0; for stability N must then be 
equal to zero. From Figure 10.31(b), the system is stable if the critical point lies 
outside the contour (N = 0), so that Z = P — N = 0. Thus, K can be increased by 
1/0.0083 = 120.5 before the Nyquist diagram encircles —1. Hence, for stability, 
K < 120.5. For marginal stability K = 120.5. At this gain the Nyquist diagram 
intersects —1, and the frequency of oscillation is v15 rad/s. 


Now that we have used the Nyquist diagram to determine stability, we can 
develop a simplified approach that uses only the mapping of the positive jw-axis. 


Stability via Mapping Only the Positive jw-Axis 

Once the stability of a system is determined by the Nyquist criterion, continued 

evaluation of the system can be simplified by using just the mapping of the positive 

jw-axis. This concept plays a major role in the next two sections, where we discuss 

stability margin and the implementation of the Nyquist criterion with Bode plots. 
Consider the system shown in Figure 10.32, which is stable at low values of gain 

and unstable at high values of gain. Since the contour does not encircle open-loop 


jo 
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Contour 
Root locus 








(a) 
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FIGURE 10.31 
a. Contour for Example 10.6; 
b. Nyquist diagram 





FIGURE 10.32 

a. Contour and root locus of 
system that is stable for small 
gain and unstable for large gain; 
b. Nyquist diagram 
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jo Im 





Contour GH-plane 











(a) (b) 
FIGURE 10.33 a. Contour and root locus of system that is unstable for small gain and stable for 
large gain; b. Nyquist diagram 


poles, the Nyquist criterion tells us that we must have no encirclements of —1 for the 
system to be stable. We can see from the Nyquist diagram that the encirclements of 
the critical point can be determined from the mapping of the positive jw-axis alone. If 
the gain is small, the mapping will pass to the right of —1, and the system will be 
stable. If the gain is high, the mapping will pass to the left of —1, and the system will 
be unstable. Thus, this system is stable for the range of loop gain, K, that ensures that 
the open-loop magnitude is less than unity at that frequency where the phase angle is 
180° (or, equivalently, —180°). This statement is thus an alternative to the Nyquist 
criterion for this system. 

Apso PDF Eanes .33, which is unstable at low values 
of gairand stable at high values of gain. Since the contour encloses two open-loop 
poles, two counterclockwise encirclements of the critical point are required for 
stability. Thus, for this case the system is stable if the open-loop magnitude is greater 
than unity at that frequency where the phase angle is 180° (or, equivalently, —180°). 

In summary, first determine stability from the Nyquist criterion and the 
Nyquist diagram. Next interpret the Nyquist criterion and determine whether the 
mapping of just the positive imaginary axis should have a gain of less than or greater 
than unity at 180°. If the Nyquist diagram crosses +180° at multiple frequencies, 
determine the interpretation from the Nyquist criterion. 





Example 10.7 





Stability Design via Mapping Positive jw-Axis 


PROBLEM: Find the range of gain for stability and instability, and the gain for 
marginal stability, for the unity feedback system shown in Figure 10.10, where 
G(s) = K/[(s* + 2s + 2)(s + 2)]. For marginal stability find the radian frequency of 
oscillation. Use the Nyquist criterion and the mapping of only the positive 
imaginary axis. 


SOLUTION: Since the open-loop poles are only in the left—half-plane, the Nyquist 
criterion tells us that we want no encirclements of —1 for stability. Hence, a gain 
less than unity at +180° is required. Begin by letting K = 1 and draw the portion 
of the contour along the positive imaginary axis as shown in Figure 10.34(a). In 
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(a) (b) 
FIGURE 10.34 a. Portion of contour to be mapped for Example 10.7; b. Nyquist diagram of 
mapping of positive imaginary axis 


Figure 10.34(b), the intersection with the negative real axis is found by letting 
s = jin G(s)H(s), setting the imaginary part equal to zero to find the frequency, 
and then substituting the frequency into the real part of G( jw) H (jw). Thus, for 
any point on the positive imaginary axis, 
1 
(8? + 2s + 2)(5 + 2) |e sie 
— 41- a?) — ja(6 — a?) 
16(1 — w?)* + w2(6 — oY 





G(jo)H( jo) = 





(10.46) 





Setting the imaginary part equal to zero, we find w = V6. Substituting this value 
back into Eq. (10.46) yields the Apagol PDP Pnhancer 

This closed-loop system is stable if the magnitude of the frequency response is 
less than unity at 180°. Hence, the system is stable for K < 20, unstable for K > 20, 
and marginally stable for K = 20. When the system is marginally stable, the radian 
frequency of oscillation is V6. 


Skill-Assessment Exercise 10.4 


PROBLEM: For the system shown in Figure 10.10, where 


K 
co) = (s + 2)(s + 4)(s + 6) 





do the following: 

a. Plot the Nyquist diagram. 

b. Use your Nyquist diagram to find the range of gain, K, for stability. 
ANSWERS: 


a. See the answer at www.wiley.com/college/nise. 
b. Stable for K < 480 


The complete solution is at www.wiley.com/college/nise. 
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10.6 Gain Margin and Phase Margin via 
the Nyquist Diagram 


Now that we know how to sketch and interpret a Nyquist diagram to determine a 
closed-loop system’s stability, let us extend our discussion to concepts that will 
eventually lead us to the design of transient response characteristics via frequency 
response techniques. 

Using the Nyquist diagram, we define two quantitative measures of how stable 
a system is. These quantities are called gain margin and phase margin. Systems with 
greater gain and phase margins can withstand greater changes in system parameters 
before becoming unstable. In a sense, gain and phase margins can be qualitatively 
related to the root locus, in that systems whose poles are farther from the imaginary 
axis have a greater degree of stability. 

In the last section, we discussed stability from the point of view of gain at 180° 
phase shift. This concept leads to the following definitions of gain margin and phase 
margin: 


Gain margin, Gy. The gain margin is the change in open-loop gain, expressed in 
decibels (dB), required at 180° of phase shift to make the closed-loop system 
unstable. 


Phase margin, By. The phase margin is the change in open-loop phase shift required 
at unity gain to make the closed-loop system unstable. 


These two definitions are shown graphically on the Nyquist diagram in Figure 10.35. 

Assume a sy at ds, stable if there are no encirclements of —1. Using 
FARAJA HDE on Enhance Kin margin. Here a gain difference 
between the Nyquist diagram’s crossing of the real axis at —1/a and the —1 critical 
point determines the proximity of the system to instability. Thus, if the gain of the 
system were multiplied by a units, the Nyquist diagram would intersect the critical 


point. We then say that the gain margin is a units, or, expressed in dB, Gy = 20 log a. 
Notice that the gain margin is the reciprocal of the real-axis crossing expressed in dB. 


Im 


A 


GH-plane Unit circle 


Nyquist 
diagram 


=> Re 








Gain difference Phase difference 
before instability before instability 





Gain margin = Gy=20loga Phase margin=®y= a 


FIGURE 10.35 Nyquist diagram showing gain and phase margins 
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In Figure 10.35, we also see the phase margin graphically displayed. At point 
Q', where the gain is unity, a represents the system’s proximity to instability. That is, 
at unity gain, if a phase shift of a degrees occurs, the system becomes unstable. 
Hence, the amount of phase margin is a. Later in the chapter, we show that phase 
margin can be related to the damping ratio. Thus, we will be able to relate 
frequency response characteristics to transient response characteristics as well 
as stability. We will also show that the calculations of gain and phase margins are 
more convenient if Bode plots are used rather than a Nyquist diagram, such as that 
shown in Figure 10.35. 

For now let us look at an example that shows the calculation of the gain and 
phase margins. 


Example 10.8 


Finding Gain and Phase Margins 


PROBLEM: Find the gain and phase margin for the system of Example 10.7 if 
K=6. 


SOLUTION: ‘To find the gain margin, first find the frequency where the Nyquist 
diagram crosses the negative real axis. Finding G(jw)H(jw), we have 


6 
(s? + 2s + 2)(s +2) 
Apago.” PDB -Enhan cet” 


~ 16(1 — o2? + w2(6 — w)” 





G(jo)H (jo) = 


s—>jw 





The Nyquist diagram crosses the real axis at a frequency of V6 rad/s. The real part 
is calculated to be —0.3. Thus, the gain can be increased by (1/0.3) = 3.33 before 
the real part becomes —1. Hence, the gain margin is 

Gm = 20 log 3.33 = 10.45 dB (10.48) 


To find the phase margin, find the frequency in Eq. (10.47) for which the 
magnitude is unity. As the problem stands, this calculation requires computational 
tools, such as a function solver or the program described in Appendix H.2. Later in 
the chapter we will simplify the process by using Bode plots. Eq. (10.47) has unity gain 
at a frequency of 1.253 rad/s. At this frequency, the phase angle is —112.3°. The 
difference between this angle and —180° is 67.7°, which is the phase margin. 


Students who are using MATLAB shouldnow run ch1l0p3 inAppendixB. 
You will learn how to use MATLAB to find gain margin, phase 
margin, zero dB frequency, and 180° frequency. This exercise 
solves Example 10.8 using MATLAB. 











MATLAB’s LTI Viewer, with the Nyquist diagram selected, is an- 
other method that may be used to find gain margin, phase margin, 
zero dB frequency, and 180° frequency. You are encouraged to 
study Appendix E, at www.wiley.com/college/nise, which con- 
tains a tutorial on the LTI Viewer as well as some examples. 
Example E.2 solves Example 10.8 using the LTI Viewer. 
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Skill-Assessment Exercise 10.5 


Trvit 10.3 PROBLEM: Find the gain margin and the 180° frequency for the ll 
EK problem in Skill-Assessment Exercise 10.4 if K = 100. 
Use MATLAB, the Control 


System Toolbox, and the fo- ANSWERS: Gain margin = 13.62 dB; 180° frequency = 6.63 rad/s 


lowing statements to find the 3 p è A 
auuland plate saangiay of The complete solution is at www.wiley.com/college/nise. 


G(s)H(s) = 100/[(s+2) 
(s+4)(s+6)] using the Nyquist 
diagram. 


Control Solutions 


G=zpk ([ ],[ -2,—4,—6], 100) 
nyquist(G) 


After the Nyquist diagram 
appears: 


. Right-click in the graph 
area. 

. Select Characteristics. 

. Select All Stability 
Margins. 

. Let the mouse rest on the 
margin points to read the 
gain and phase margins. 





In this section, we defined gain margin and phase margin and calculated them 
via ApagoaiiaPDEn tHhHnhan@eBhow how to use Bode diagrams to 
implement the stability calculations performed in Sections 10.5 and 10.6 using the 
Nyquist diagram. We will see that the Bode plots reduce the time and simplify the 
calculations required to obtain results. 


10.7 Leta Gain Margin, and Phase Margin via 
Bode Plots 


In this section, we determine stability, gain and phase margins, and the range of gain 
required for stability. All of these topics were covered previously in this chapter, using 
Nyquist diagrams as the tool. Now we use Bode plots to determine these character- 
istics. Bode plots are subsets of the complete Nyquist diagram but in another form. 
They are a viable alternative to Nyquist plots, since they are easily drawn without the 
aid of the computational devices or long calculations required for the Nyquist diagram 
and root locus. You should remember that all calculations applied to stability were 
derived from and based upon the Nyquist stability criterion. The Bode plots are an 
alternate way of visualizing and implementing the theoretical concepts. 


Determining Stability 

Let us look at an example and determine the stability of a system, implementing the 
Nyquist stability criterion using Bode plots. We will draw a Bode log-magnitude plot 
and then determine the value of gain that ensures that the magnitude is less than 
0 dB (unity gain) at that frequency where the phase is +180°. 
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Example 10.9 





Range of Gain for Stability via Bode Plots 


PROBLEM: Use Bode plots to determine the range of K within which the unity 
feedback system shown in Figure 10.10 is stable. Let G(s) = K/|(s + 2)(s + 4)(s + 5)]. 


SOLUTION: Since this system has all of its open-loop poles in the left—half-plane, 
the open-loop system is stable. Hence, from the discussion of Section 10.5, the 
closed-loop system will be stable if the frequency response has a gain less than unity 
when the phase is 180°. 

Begin by sketching the Bode magnitude and phase diagrams shown in Figure 
10.36. In Section 10.2, we summed normalized plots of each factor of G(s) to create 
the Bode plot. We saw that at each break frequency, the slope of the resultant Bode 
plot changed by an amount equal to the new slope that was added. Table 10.6 
demonstrates this observation. In this example, we use this fact to draw the Bode 
plots faster by avoiding the sketching of the response of each term. 

The low-frequency gain of G(s)H(s) is found by setting s to zero. Thus, the 
Bode magnitude plot starts at K/40. For convenience, let K = 40 so that the log- 
magnitude plot starts at 0 dB. At each break frequency, 2, 4, and 5, a 20 dB/decade 
increase in negative slope is drawn, yielding the log-magnitude plot shown in 
Figure 10.36. 

The phase diagram begins at 0° until a decade below the first break frequency 
of 2 rad/s. At 0.2 rad/s the curve decreases at a rate of —45°/decade, decreasing an 
additional 45°/decade at each subsequent frequency (0.4 and 0.5 rad/s) a decade 


below each break. At a decade APAGo" PDF" EHNEAE eeguced 
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FIGURE 10.36 Bode log-magnitude and phase diagrams for the system of Example 10.9 
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The Nyquist criterion for this example tells us that we want zero encir- 
clements of —1 for stability. Thus, we recognize that the Bode log-magnitude 
plot must be less than unity when the Bode phase plot is 180°. Accordingly, 
we see that at a frequency of 7 rad/s, when the phase plot is —180°, the 
magnitude plot is —20 dB. Therefore, an increase in gain of +20 dB is possible 
before the system becomes unstable. Since the gain plot was scaled for a gain of 
40, +20 dB (a gain of 10) represents the required increase in gain above 40. 
Hence, the gain for instability is 40 x 10 = 400. The final result is 0 < K < 400 
for stability. 

This result, obtained by approximating the frequency response by Bode 
asymptotes, can be compared to the result obtained from the actual frequency 
response, which yields a gain of 378 at a frequency of 6.16 rad/s. 


Students who are using MATLAB shouldnow runchl0p4 inAppendixB. 
You will learn how to use MATLAB to find the range of gain for 
stability via frequency response methods. This exercise solves 
Example 10.9 using MATLAB. 




















Evaluating Gain and Phase Margins 
Next we show how to evaluate the gain and phase margins by using Bode plots 
(Figure 10.37). The gain margin is found by using the phase plot to find the 
frequency, wc,,, where the phase angle is 180°. At this frequency, we look at 
the magnitude plot_to determine the gain margin, Gy, which is the gain required 
to TAP AGOniP DE wvEIWMNAMGEMFate, in the previous example with 
K = 40, the gain margin was found to be 20 dB. 

The phase margin is found by using the magnitude curve to find the frequency, 
@@,, Where the gain is 0 dB. On the phase curve at that frequency, the phase margin, 
gy, is the difference between the phase value and 180°. 














M (dB) 
Gain 
plot 
0 dB i > log a 
ia 
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FIGURE 10.37 Gain and phase margins on the Bode diagrams 
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Example 10.10 


Gain and Phase Margins from Bode Plots 


PROBLEM: If K = 200 in the system of Example 10.9, find the gain margin and the 
phase margin. 


SOLUTION: The Bode plot in Figure 10.36 is scaled to a gain of 40. If K = 200 (five 
times as great), the magnitude plot would be 20 log 5 = 13.98 dB higher. 

To find the gain margin, look at the phase plot and find the frequency where the 
phase is 180°. At this frequency, determine from the magnitude plot how much the gain 
can be increased before reaching 0 dB. In Figure 10.36, the phase angle is 180° at 
approximately 7 rad/s. On the magnitude plot, the gain is —20 + 13.98 = —6.02 dB. 
Thus, the gain margin is 6.02 dB. 

To find the phase margin, we look on the magnitude plot for the frequency 
where the gain is 0 dB. At this frequency, we look on the phase plot to find the 
difference between the phase and 180°. This difference is the phase margin. Again, 
remembering that the magnitude plot of Figure 10.36 is 13.98 dB lower than the 
actual plot, the 0 dB crossing (—13.98 dB for the normalized plot shown in Fig- 
ure 10.36) occurs at 5.5 rad/s. At this frequency the phase angle is —165°. Thus, the 
phase margin is —165° — (—180°) = 15°. 


MATLAB’s LTI Viewer, with Bode plots selected, is another method 
that may be used to find gain margin, phase margin, zero dB 
frequency, and 180° frequency. You are encouraged to study 
Appendix E at www.wiley.com/college/nise, which containsat 








torial on the LTI Viewer Apago: PREF:caBnhancexr: 3 


solves Example 10.10 using the LTI Viewer. 








Skill-Assessment Exercise 10.6 
PROBLEM: For the system shown in Figure 10.10, where 


K 
lS) = G54 20) +50) 





do the following: 
a. Draw the Bode log-magnitude and phase plots. 


b. Find the range of K for stability from your Bode plots. 
c. Evaluate gain margin, phase margin, zero dB frequency, and 180° frequency 


from your Bode plots for K = 10, 000. 
ANSWERS: 


a. See the answer at www.wiley.com/college/nise. 
b. K < 96,270 


c. Gain margin = 19.67 dB, phase margin=92.9°, zero dB frequency =7.74 rad/s, 
and 180° frequency = 36.7 rad/s 


The complete solution is at www.wiley.com/college/nise. 
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Trylt 10.4 


Use MATLAB, the Control 
System Toolbox, and the fol- 
lowing statements to solve 
Skill-Assessment Exercise 
10.6(c) using Bode plots. 


G=zpk([],... 

[—5, —20, —50], 10000) 
bode (G) 

grid on 


After the Bode plot appears: 


1. Right-click in the graph 
area. 

2. Select Characteristics. 

3. Select All Stability 
Margins. 

4. Let the mouse rest on the 
margin points to read the 
gain and phase margins. 
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We have seen that the open-loop frequency response curves can be used not 
only to determine whether a system is stable but to calculate the range of loop gain 
that will ensure stability. We have also seen how to calculate the gain margin and the 
phase margin from the Bode diagrams. 

Is it then possible to parallel the root locus technique and analyze and design 
systems for transient response using frequency response methods? We will begin to 
explore the answer in the next section. 


10.8 Relation Between Closed-Loop Transient and 
Closed-Loop Frequency Responses 


Damping Ratio and Closed-Loop Frequency Response 

In this section, we will show that a relationship exists between a system’s transient 

response and its closed-loop frequency response. In particular, consider the second- 
order feedback control system of Figure 10.38, which we have been using 


R(s) + E(s) Cs) since Chapter 4, where we derived relationships between the closed-loop 
k s(s +26 @n) transient response and the poles of the closed-loop transfer function, 














C(s) or 
FIGURE 10.38 Second-order closed-loop R(s) = T(s) = SF tons F o? (10.49) 
system n 


We now derive relationships between the transient response of Eq. (10.49) and 
characteristics of its frequency response. We define these characteristics and relate 
then Pago: reDBiur aA GE Ke time, peak time, and rise time. In 
Section 10.10, we will show how to use the frequency response of the open-loop 
transfer function 


2 
n 
shown in Figure 10.38, to obtain the same transient response characteristics. 

Let us now find the frequency response of Eq. (10.49), define characteristics of 
this response, and relate these characteristics to the transient response. Substituting 
s = jæ into Eq. (10.49), we evaluate the magnitude of the closed-loop frequency 
response as 


w2 


M =|T(jo)| = n (10.51) 
Vo = w)? + 47° oa* 








A representative sketch of the log plot of Eq. (10.51) is shown in Figure 10.39. 

We now show that a relationship exists between the peak value of the closed- 
loop magnitude response and the damping ratio. Squaring Eq. (10.51), differentiat- 
ing with respect to œ?, and setting the derivative equal to zero yields the maximum 
value of M, M,, where 





1 
Mp = — = (10.52) 


” ayi- 
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at a frequency, œp, of 
Op = on y1- 22 (10.53) 











Since ¢ is related to percent overshoot, we can plot M, vs. percent overshoot. The 
result is shown in Figure 10.40. 

Equation (10.52) shows that the maximum magnitude on the frequency 
response curve is directly related to the damping ratio and, hence, the percent 
overshoot. Also notice from Eq. (10.53) that the peak frequency, œp, is not the 
natural frequency. However, for low values of damping ratio, we can assume that the 
peak occurs at the natural frequency. Finally, notice that there will not be a peak at 
frequencies above zero if ¢ > 0.7, @itike De Bnhanaex the 
magnitude response curve should not be confused with overshoot on the step 
response, where there is overshoot for 0 < ¢ < 1. 


Response Speed and Closed-Loop Frequency Response 
Another relationship between the frequency response and time response is between 
the speed of the time response (as measured by settling time, peak time, and rise 
time) and the bandwidth of the closed-loop frequency response, which is defined 
here as the frequency, wgw, at which the magnitude response curve is 3 dB down 
from its value at zero frequency (see Figure 10.39). 








Percent overshoot 
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FIGURE 10.39 Representative 
log-magnitude plot of 
Eq. (10.51) 


FIGURE 10.40 Closed-loop 
frequency response peak vs. 
percent overshoot for a two- 
pole system 
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The bandwidth of a two-pole system can be found by finding that frequency for 
which M = 1/2 (that is, —3 dB) in Eq.(10.51). The derivation is left as an exercise 
for the student. The result is 














WBW = on (1 De) + 4/ 4c4 4¢2 LD (10.54) 


To relate wgw to settling time, we substitute œn = 4/T,¢ into Eq. (10.54) and obtain 

















OBW = vi 207) + V/4e4 — 407 +2 (10.55) 











Similarly, since, œn = x/(Tp y1 — ¢), 














D) Ae Agee (10.56) 





TT 
= 1 
awer o 


To relate the bandwidth to rise time, T,, we use Figure 4.16, knowing the desired ¢ and T,. 
For example, assume ¢ = 0.4 and T, = 0.2 second. Using Figure 4.16, the ordinate 
T,@y = 1.463, from which œn, = 1.463/0.2 = 7.315 rad/s. Using Eq. (10.54), wpw = 
10.05 rad/s. Normalized plots of Eqs. (10.55) and (10.56) and the relationship between 
bandwidth normalized by rise time and damping ratio are shown in Figure 10.41. 
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FIGURE 10.41 Normalized bandwidth vs. damping ratio for a. settling time; b. peak time; 
c. rise time 
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Skill-Assessment Exercise 10.7 


PROBLEM: Find the closed-loop bandwidth required for 20% overshoot and 
2-seconds settling time. 


ANSWER: wgw = 5.79 rad/s 


The complete solution is at www.wiley.com/college/nise. 





In this section, we related the closed-loop transient response to the closed-loop 
frequency response via bandwidth. We continue by relating the closed-loop fre- 
quency response to the open-loop frequency response and explaining the impetus. 


10.9 Relation Between Closed- and 
Open-Loop Frequency Responses 


At this point, we do not have an easy way of finding the closed-loop frequency response 
from which we could determine M, and thus the transient response.” As we have seen, 
we are equipped to rapidly sketch the open-loop frequency response but not the closed- 
loop frequency response. However, if the open-loop response is related to the closed- 
loop response, we can combine the ease of sketching the open-loop response with the 
transient response information contained in the closed-loop response. 


: A o PDF Enhancer 
Constant M Circles and Constant N ass 


Consider a unity feedback system whose closed-loop transfer function is 


G(s) 
T(s) = —=— 10.57 
= TT Ee a 
The frequency response of this closed-loop function is 
; G( jæ) 
T = — 10.58 
G= (10.58) 


Since G( jæ) isacomplex number, let G( jw) = P(w) + jO (œ) in Eq. (10.58), which yields 
P(w) +jQ) 











I) = Po) +1) + 00) ae 
Therefore, 
' P(w) + Oo) 
M? = |T’(jo)| = 10.60 
T Oo = +1) + Hw) —_ 
Eq. (10.60) can be put into the form 
M? 2 2 M? 
(? | a) -e OP as 


? At the end of this subsection, we will see how to use MATLAB to obtain closed-loop frequency 
responses. 
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G-plane 














FIGURE 10.42 Constant M circles 


La is the equation of a circle of radius M/(M? — 1) centered at [—M?/(M? — 1), 0]. 
circles, show Be e 10.42 for various values of M, are called constant 
M Apaga nA of SÆhitude frequency response for unity 
e ac Thus, if the polar frequency response of an open-loop function, 
G(s), is plotted and superimposed on top of the constant M circles, the closed-loop 
magnitude frequency response is determined by each intersection of this polar plot 
with the constant M circles. 
Before demonstrating the use of the constant M circles with an example, let us 
go through a similar development for the closed-loop phase plot, the constant 
N circles. From Eq. (10.59), the phase angle, ¢, of the closed-loop response is 











_ _ 1; Q(o) -1_ Q() 
Ce Pia Pale 
Q(o) O(a) (10.62) 
panes’ Pœ) Pio) +1 
| 2) Ow) j 
(w) \P(@) +1 
after using tan (« — £) = (tana — tan f)/(1+ tang tan £). Dropping the func- 
tional notation, 
aR Q 
nl N= ca (10.63) 


Equation (10.63) can be put into the form of a circle, 


i IY” Ne at 
(r i 5) ' (o x) EET (10.64) 
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G-plane 











FIGURE 10.43 Constant N circles 


which is plotted in Figure 10.43 for various values of N. The circles of this plot are 
called constant N circles. Superimposing a unity feedback, open-loop frequency 
response over the constant N circles yields the closed-loop phase response of the 
system. Let us now look at an example of the use of the constant M and N circles. 


Example 10.11 





Closed-Loop Frequency Response from Open-Loop Frequency Response 


PROBLEM: Find the closed-loop frequency response of the unity feedback system 
shown in Figure 10.10, where G(s) = 50/|s(s + 3)(s + 6)], using the constant M 
circles, N circles, and the open-loop polar frequency response curve. 


SOLUTION: First evaluate the open-loop frequency function and make a polar 
frequency response plot superimposed over the constant M and N circles. The 
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FIGURE 10.44 Nyquist diagram for Example 10.11 and constant M and N circles 
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open-loop frequency function is 
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G(jo) = (10.65) 





—9a* + j(18@ — œ’) 


from which the magnitude, |G(jw)|, and phase, Z G( jw), can be found and plotted. 
The polar plot of the open-loop frequency response (Nyquist diagram) is shown 
superimposed over the M and N circles in Figure 10.44. 
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FIGURE 10.45 Closed-loop 
frequency response for 
Example 10.11 








10.9 Relation Between Closed- and Open-Loop Frequency Responses 


The closed-loop magnitude frequency response can now be obtained by 
finding the intersection of each point of the Nyquist plot with the M circles, while 
the closed-loop phase response can be obtained by finding the intersection of each 
point of the Nyquist plot with the N circles. The result is shown in Figure 10.45.° 


Students who are using MATLAB shouldnowrunch1l0p5 inAppendixB. 
Youwill learn howto use MATLAB to find the closed-loop frequency 














response. This exercise solves Example 10.11 using MATLAB. 


MATLAB 


587 





Nichols Charts 

A disadvantage of using the M and N circles is that changes of gain in the open-loop 
transfer function, G(s), cannot be handled easily. For example, in the Bode plot, a 
gain change is handled by moving the Bode magnitude curve up or down an amount 
equal to the gain change in dB. Since the M and N circles are not dB plots, changes in 
gain require each point of G(jw) to be multiplied in length by the increase or 
decrease in gain. 

Another presentation of the M and N circles, called a Nichols chart, displays 
the constant M circles in dB, so that changes in gain are as simple to handle as in the 
Bode plot. A Nichols chart is shown in Figure 10.46. The chart is a plot of open-loop 
magnitude in dB vs. open-loop phase angle in degrees. Every point on the M circles 
can be transferred to the Nichols chart. Each point on the constant M circles is 
represented by magnitude and angle (polar coordinates). Converting the magnitude 
to dB, we can transfer the point to the Nichols chart, using the polar coordinates with 
magnitude in dB plotted as the ordinate, and the phase angle plotted as the abscissa. 


Similarly, the N circles also can rbARaAgai :@iD Hic hancer 
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FIGURE 10.46 Nichols chart 


$ You are cautioned not to use the closed-loop polar plot for the Nyquist criterion. The closed-loop 
frequency response, however, can be used to determine the closed-loop transient response, as discussed in 
Section 10.8. 
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FIGURE 10.47 Nichols chart 


with frequency response for 
G(s) = K/[s(s + 1) (s +2)] 
superimoposed. Values for 


K = 1 and K = 3.16 are shown 
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For example, assume the function 


G(s) = 


~ s(s + 1)(s +2) 


Superimposing the frequency response of G(s) on the Nichols chart by plotting 
magnitude in dB vs. phase angle for a range of frequencies from 0.1 to 1 rad/s, we 
obtain the plot in Figure 10.47 for K = 1. If the gain is increased by 10 dB, simply 
raise the curve for K = 1 by 10 dB and obtain the curve for K = 3.16(10 dB). The 
intersection of the plots of G(jw) with the Nichols chart yields the frequency 
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Students who are using MATLAB should now run chl10p6 in Appendix B. 
You will learn how to use MATLAB to make a Nichols plot. This exer- 
cise makes a Nichols plot of G(s) =1/[s(s+1)(s+ 2)] using MATLAB. 


(10.66) 





MATLAB’s LTI Viewer is analternative methodof obtaining the Nichols 
chart. You are encouraged to study Appendix E at www.wiley.com/ 
college/nise, which contains a tutorial on the LTI Viewer as well 
as some examples. Example E.4 shows how to obtain Figure 10.47 using 


the LTI Viewer. 

















Skill-Assessment Exercise 10.8 


PROBLEM: Given the system shown in Figure 10.10, where WileyPLUS 


8000 ( WPCS ) 


(s + 5) (s pi 20) (s = 50) Control Solutions 


plot the closed-loop log-magnitude and phase frequency response plots using the 
following methods: 


a. M and N circles 
b. Nichols chart 





G(s) = 


ANSWER: The complete solution is at www.wiley.com/college/nise. 
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10.10 Relation Between Closed-Loop 
Transient and Open-Loop 
Frequency Responses 


Damping Ratio From M Circles 

We can use the results of Example 10.11 to estimate the transient response 
characteristics of the system. We can find the peak of the closed-loop frequency 
response by finding the maximum M curve tangent to the open-loop frequency 
response. Then we can find the damping ratio, ¢, and subsequently the percent 
overshoot, via Eq. (10.52). The following example demonstrates the use of the 
open-loop frequency response and the M circles to find the damping ratio or, 
equivalently, the percent overshoot. 


Example 10.12 


Percent Overshoot from Open-Loop Frequency Response 


PROBLEM: Find the damping ratio and the percent overshoot expected from the 
system of Example 10.11, using the open-loop frequency response and the M circles. 


SOLUTION: Equation (10.52) shows that there is a unique relationship between the 
closed-loop system’s damping ratio and the peak value, a. P, h the closed-loop 


system’s magnitude frequency p PAD ago" ppr" aher uist 
diagram is tangent to the 1.8 M circ. e that this 1s thee afiha valu E the 


closed-loop frequency response. Thus, M, = 1.8. 
We can solve for ¢ by rearranging Eq. (10.52) into the following form: 


pH (1/4M;) =0 ees) 


Since M, = 1.8, then ¢ = 0.29 and 0.96. From Eq. (10.53), a damping ratio larger 
than 0.707 yields no peak above zero frequency. Thus, we select ¢ = 0.29, which is 
equivalent to 38.6% overshoot. Care must be taken, however, to be sure we can 
make a second-order approximation when associating the value of percent over- 
shoot to the value of ¢. A computer simulation of the step response shows 36% 
overshoot. 





So far in this section, we have tied together the system’s transient response 
and the peak value of the closed-loop frequency response as obtained from the 
open-loop frequency response. We used the Nyquist plots and the M and N circles to 
obtain the closed-loop transient response. Another association exists between the 
open-loop frequency response and the closed-loop transient response that is easily 
implemented with the Bode plots, which are easier to draw than the Nyquist plots. 


Damping Ratio from Phase Margin 

Let us now derive the relationship between the phase margin and the damping ratio. 
This relationship will enable us to evaluate the percent overshoot from the phase 
margin found from the open-loop frequency response. 
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FIGURE 10.48 Phase margin 
vs. damping ratio 
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Consider a unity feedback system whose open-loop function 


Ww 


=” 10.68 
eUe Fra) (10.68) 
yields the typical second-order, closed-loop transfer function 
Pe 
T(s) a (10.69) 


~ Econs + wr 
In order to evaluate the phase margin, we first find the frequency for which 
|G(jw)| = 1. Hence, 


Ww 











iw) = ——-—4____ =] 10.70 
(Glo) = yy (10.70) 

The frequency, w, that satisfies Eq. (10.70) is 
1 = On /-22 +V1+4c4 (10.71) 

The phase angle of G( jw) at this frequency is 

ZG(jo) = —90— tan- 1-7 
G( jw) 9 an Box 
(10.72) 
—2¢? + \/4¢441 
= —90 — tan“! y : : 





2¢ 
The difference between the angle of Eq. (10.72) and —180° is the phase margin, ¢,,. Thus, 
PDF Enhancer >=Ž 














Apago 
—2¢7 + y1 +44 
Py = 90 pea : 7 
À $ (10.73) 
= tan`! § 
/-22 +4/1+4¢4 











Equation (10.73), plotted in Figure 10.48, shows the relationship between phase 
margin and damping ratio. 
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As an example, Eq. (10.53) tells us that there is no peak frequency if ¢ = 0.707. 
Hence, there is no peak to the closed-loop magnitude frequency response curve for 
this value of damping ratio and larger. Thus, from Figure 10.48, a phase margin of 
65.52°(¢ = 0.707) or larger is required from the open-loop frequency response to 
ensure there is no peaking in the closed-loop frequency response. 


Response Speed from Open-Loop Frequency Response 
Equations (10.55) and (10.56) relate the closed-loop bandwidth to the desired 
settling or peak time and the damping ratio. We now show that the closed-loop 
bandwidth can be estimated from the open-loop frequency response. From the 
Nichols chart in Figure 10.46, we see the relationship between the open-loop gain 
and the closed-loop gain. The M = 0.707(—3 dB) curve, replotted i in Figure 10.49 for 
clarity, shows the open-loop gain when the aga. which typicall 
an at wpw if ihe low- nen DB BE enhangen Rate 
Figure 10.49 by saying that the closed-loop seat ooh wpw (the frequency at which 
the closed-loop magnitude response is —3dB), equals the frequency at which the 
open-loop magnitude response is between —6 and —7.5 dB if the open-loop phase 
response is between —135° and —225°. Then, using a second-order system approxi- 
mation, Eqs. (10.55) and (10.56) can be used, along with the desired damping ratio, ¢, 
to find settling time and peak time, respectively. Let us look at an example. 


Example 10.13 





Settling and Peak Times from Open-Loop Frequency Response 


PROBLEM: Given the system of Figure 10.50(a) and the Bode diagrams of Figure 
10.50(b), estimate the settling time and peak time. 


SOLUTION: Using Figure 10.50(b), we estimate the closed-loop bandwidth by 
finding the frequency where the open-loop magnitude response is in the range of 
—6to —7.5 dB if the phase response is in the range of —135° to —225°. Since Figure 
10.50(b) shows —6 to —7.5 dB at approximately 3.7 rad/s with a phase response in 
the stated region, wgw ~ 3.7 rad/s. 

Next find ¢ via the phase margin. From Figure 10.50(b), the phase margin is 
found by first finding the frequency at which the magnitude plot is 0 dB. At this 
frequency, 2.2 rad/s, the phase is about —145°. Hence, the phase margin is 
approximately (—145° — (—180°)) = 35°. Using Figure 10.48, ¢ = 0.32. Finally, 
using Eqs. (10.55) and (10.56), with the values of wgw and ¢ just found, T, = 4.86 


592 Chapter10 Frequency Response Techniques 


seconds and T, = 129 seconds. Checking the analysis with a computer simulation 
shows T, = 5.5 seconds, and T, = 1.43 seconds. 
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FIGURE 10.50 a. Block diagram; b. Bode diagrams for system of Example 10.13 





Skill-Assessment Exercise 10.9 


PROBLEM: Using the open-loop frequency response for the system in Fig- 
ure 10.10, where 


100 
Gl = s(s +5) 


estimate the percent overshoot, settling time, and peak time for the closed-loop 
step response. 


ANSWER: %OS = 44%, T, = 1.64s, and Tp = 0.33 s 


The complete solution is at www.wiley.com/college/nise. 
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10.11 Steady-State Error Characteristics 
from Frequency Response 


In this section, we show how to use Bode diagrams to find the values of the static 
error constants for equivalent unity feedback systems: K, for a Type 0 system, K, for 
a Type 1 system, and K, for a Type 2 system. The results will be obtained from 
unnormalized and unscaled Bode log-magnitude plots. 


Position Constant 
To find K,, consider the following Type 0 system: 


Q 
ea. 
mA 
O 
II 
` 
T= 
n 
nA 
| 
T 
N 
at 


(10.74) 
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ll 
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A typical unnormalized and unscaled Bode log-magnitude plot is shown in 
Figure 10.51(a). The initial value is 





























n 
ĮI zi 
20 log M = 20 log K © (10.75) 
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(c) 
FIGURE 10.51 Typical unnormalized and unscaled Bode log-magnitude plots showing the 
value of static error constants: a. Type 0; b. Type 1; e. Type 2 
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But for this system 


I] zi 
Ky - Ki (10.76) 


m 


Ip: 
i=l 


which is the same as the value of the low-frequency axis. Thus, for an unnormalized 
and unscaled Bode log-magnitude plot, the low-frequency magnitude is 20 log K, for 
a Type 0 system. 


Velocity Constant 
To find K, for a Type 1 system, consider the following open-loop transfer function of 
a Type 1 system: 

T](s + zi) 
i=1 


s | (s+ pj) 


i=1 


(10.77) 


A typical unnormalized and unscaled Bode log-magnitude diagram is shown in 
Figure 10.51(b) for this Type 1 system. The Bode plot starts at 


n 


zi 
20 log M = 20 log K 
Apago PDF Enhancer, f Ip: 





(10.78) 


The initial —20 dB/decade slope can be thought of as originating from a function, 








ie 
G'(s) = KÆ (10.79) 
slp; 
i=l 
G (s) intersects the frequency axis when 
fe 
w= KS (10.80) 
IL; 
i=l 
But for the original system (Eq. (10.77)) 
n 
ie 
K,=K=> (10.81) 
IP: 


which is the same as the frequency-axis intercept, Eq. (10.80). Thus, we can find K, 
by extending the initial —20 dB/decade slope to the frequency axis on an unnot- 
malized and unscaled Bode diagram. The intersection with the frequency axis is K,. 
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Acceleration Constant 
To find K, for a Type 2 system, consider the following: 


(s+ zi) 


——— (10.82) 
$% [](s+p;) 


A typical unnormalized and unscaled Bode plot for a Type 2 system is shown in 
Figure 10.51(c). The Bode plot starts at 


n 


fz 
20 log M = 20 log K = (10.83) 


m 


oH IP: 
i=l 





The initial —40 dB/decade slope can be thought of as coming from a function, 





G'(s) = K -= (10.84) 
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(10.85) 
But for the original system (Eq. (10.82)), 
ĮI zi 
K, = KŻ (10.86) 
Hr: 


Thus, the initial —40 dB/decade slope intersects the frequency axis at y Ka. 


Example 10.14 





Static Error Constants from Bode Plots 


PROBLEM: For each unnormalized and unscaled Bode log-magnitude plot shown 
in Figure 10.52, 


a. Find the system type. 
b. Find the value of the appropriate static error constant. 
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FIGURE 10.52 Bode log-magnitude plots for Example 10.14 


SOLUTION: Figure 10.52(a) is a Type 0 system since the initial slope is zero. The 
value of K, is given by the low-frequency asymptote value. Thus, 20 log K, = 25, or 
Kp = 17.78. 

Figure 10.52(b) is a Type 1 system since the initial slope is —20 dB/decade. The 
value of K, is the value of the frequency that the initial slope intersects at the zero 
dB crossing of the frequency axis. Hence, K, = 0.55. 

Figure 10.52(c) is a Type 2 system since the initial slope is —40 dB/decade. The 
value of yK is the value of the frequency that the initial slope intersects at the zero 
dB crossing of the frequency axis. Hence, Ka = 3° = 9. 
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Skill-Assessment Exercise 10.10 


PROBLEM: Find the static error constants for a stable unity feedback system whose 
open-loop transfer function has the Bode magnitude plot shown in Figure 10.53. 
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FIGURE 10.53 Bode log-magnitude plot for Skill-Assessment Exercise 10.10 





ANSWERS: K, = œ, K, = 00, Ka = 90.25 


The complete solution is www.wiley.com/college/nise. 
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@ 10.12 Systems with Time Delay 


Time delay occurs in control systems when there is a delay between the com- 
manded response and the start of the output response. For example, consider a 
heating system that operates by heating water for pipeline distribution to radiators 
at distant locations. Since the hot water must flow through the line, the radiators 
will not begin to get hot until after a specified time delay. In other words, the time 
between the command for more heat and the commencement of the rise in 
temperature at a distant location along the pipeline is the time delay. Notice 
that this is not the same as the transient response or the time it takes the 
temperature to rise to the desired level. During the time delay, nothing is occurring 
at the output. 


Modeling Time Delay 

Assume that an input, R(s), to a system, G(s), yields an output, C(s). If another 
system, G’(s), delays the output by T seconds, the output response is c(t — T). From 
Table 2.2, Item 5, the Laplace transform of c(t — T) is e~*’ C(s). Thus, for the system 
without delay, C(s) = R(s)G(s), and for the system with delay, e-*’ C(s) = R(s)G'(s). 
Dividing these two equations, G’(s)/G(s) = e~*’. Thus, a system with time delay T 
can be represented in terms of an equivalent system without time delay as follows: 





G' (s) = G(s) (10.87) 


598 Chapter10 Frequency Response Techniques 


M(dB) 


Gain plot 


0 dB 





Phase (degrees) | 


| = | 
180° > log œ 
oy, OG, : 
Phase plot without delay 


Phase plot with delay 











FIGURE 10.54 Effect of delay upon frequency response 


The effect of introducing time delay into a system can also be seen from the 
perspective of the frequency response by substituting s = jw in Eq. (10.87). Hence, 





G' (jw) = e”’ G(jw) = |G(ja)|Z{-oT + ZG(jo)} (10.88) 





In other words, the time delay does not affect the magnitude frequency response 
curve of G(jw), but it does subtract a linearly increasing phase shift, wT, from the 
papago RDE iknhancer 

The typical effect of adding time delay can be seen in Figure 10.54. Assume that 
the gain and phase margins as well as the gain- and phase-margin frequencies shown 
in the figure apply to the system without delay. From the figure, we see that the 
reduction in phase shift caused by the delay reduces the phase margin. Using a 
second-order approximation, this reduction in phase margin yields a reduced 
damping ratio for the closed-loop system and a more oscillatory response. The 
reduction of phase also leads to a reduced gain-margin frequency. From the 
magnitude curve, we can see that a reduced gain-margin frequency leads to reduced 
gain margin, thus moving the system closer to instability. 

An example of plotting frequency response curves for systems with delay follows. 


Example 10.15 





Frequency Response Plots of a System with Time Delay 


PROBLEM: Plot the frequency response for the system G(s) = K/|s(s + 1)(s + 10)] 
if there is a time delay of 1 second through the system. Use the Bode plots. 


SOLUTION: Since the magnitude curve is not affected by the delay, it can be plotted 
by the methods previously covered in the chapter and is shown in Figure 10.55(a) 
for K = 1. 

The phase plot, however, is affected by the delay. Figure 10.55(b) shows the 
result. First draw the phase plot for the delay, eT = 1 Z — oT = 1 Z — o, since 
T = 1 from the problem statement. Next draw the phase plot of the system, G(jw), 
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FIGURE 10.55 Frequency 
response plots for G(s) = 
K/|s(s + 1)(s + 10)] with a 
Frequency (rad/s) delay of 1 second and K = 1: 
(b) a. magnitude plot; b. phase plot 






















































































using the methods previously covered. Finally, add the two phase curves together 
to obtain the total phase response for e~/°? G(jw). Be sure to use consistent units 
for the phase angles of G(jw) and the delay; either degrees or radians. 

Notice that the delay yields a decreased phase margin, since at any frequency 
the phase angle is more negative. Using a second-order approximation, this 
decrease in phase margin MIDPAGSG PDF ENhAHiCer 
response for the closed-loop system. 

Further, there is a decrease in the gain-margin frequency. On the magnitude 
curve, note that a reduction in the gain-margin frequency shows up as reduced gain 
margin, thus moving the system closer to instability. 


Students who are using MATLAB should now run chl0p7 in Appendix B. MATLAB 
You will learn how to use MATLAB to include time delay on Bode plots. r ML 
Youwill alsouse MATLAB tomake multiple plots onone graph andlabel 





























the plots. This exercise solves Example 10.15 using MATLAB. 








Let us now use the results of Example 10.15 to design stability and analyze transient 
response and compare the results to the system without time delay. 


Example 10.16 





Range of Gain for Stability for System with Time Delay 


PROBLEM: The open-loop system with time delay in Example 10.15 is used in a 
unity feedback configuration. Do the following: 


a. Find the range of gain, K, to yield stability. Use Bode plots and frequency 
response techniques. 


b. Repeat Part a for the system without time delay. 
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SOLUTION: 


a. From Figure 10.55, the phase angle is —180° at a frequency of 0.81 rad/s for 
the system with time delay, marked “Total” on the phase plot. At this 
frequency, the magnitude curve is at —20.39 dB. Thus, K can be raised 
from its current value of unity to 10°°3%/? = 10.46. Hence, the system is 
stable for 0 < K < 10.46. 


b. If we use the phase curve without delay, marked “System,” —180° occurs at a 
frequency of 3.16 rad/s, and K can be raised 40.84 dB or 110.2. Thus, without 
delay the system is stable for 0 < K < 110.2, an order of magnitude larger. 





Example 10.17 





Percent Overshoot for System with Time Delay 


PROBLEM: The open-loop system with time delay in Example 10.15 is used in a 
unity feedback configuration. Do the following: 


a. Estimate the percent overshoot if K =5. Use Bode plots and frequency 
response techniques. 


b. Repeat Part a for the system without time delay. 
SOLUTION: 


apa 05, PDRtnifinhagGe wr 10.55 is raised by 13.98 dB. The 


zero dB crossing then occurs at a frequency of 0.47 rad/s with a phase angle of 
—145°, as seen from the phase plot marked “Total.” Therefore, the phase 
margin is (—145° — (—180°)) = 35°. Assuming a second-order approximation 
and using Eq. (10.73) or Figure 10.48, we find ¢ = 0.33. From Eq. (4.38), 
% OS = 33%. The time response, Figure 10.56(a), shows a 38% overshoot 
instead of the predicted 33%. Notice the time delay at the start of the curve. 


b. The zero dB crossing occurs at a frequency of 0.47 rad/s with a phase angle of 
—118°, as seen from the phase plot marked “System.” Therefore, the phase 


FIGURE 10.56 Step response 











for closed-loop system with 0 e 
G(s) = 5/|s(s + 1)(s + 10)}: 0 5 10 15 20 25 30 
a. with a 1-second delay; Time (seconds) 


(figure continues) (a) 
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c(t) 











0 i i i i i e 
0 2 4 6 8 10 


Time (seconds) FIGURE 10.56 (Continued ) 
(b) b. without delay 


margin is (—118° — (—180°)) = 62°. Assuming a second-order approxima- 
tion and using Eq. (10.73) or Figure 10.48, we find ¢ = 0.64. From Eq. (4.38), 
% OS = 7.3%. The time response is shown in Figure 10.56(b). Notice that 
the system without delay has less overshoot and a smaller settling time. 





Skill-Assessment Exercise 10.11 
Apa o PDF Enhancer 























PROBLEM: For the system shown fh Figtire 10.10, where WileyPLUS TryIt 10.6 
10 Ci Use MATLAB, the Control 
G(s) = +i - i) Control Solutions System Toolbox, and the fol- 


lowing statements to solve Skill- 
Assessment Exercise 10.11. For 


find the phase margin if there is a delay in the forward path of sadenice pienie = 


a. Os the specified delay. 
G=zpk([] ,[0, —1] , 10) 
b. 0.1 s BED 
ec 3s [numGd, denGd]=pade... 
(ay) 
ANSWERS: Gd=tf(numGd, denGd) 
: Ge=G*Gd 
a. 18.0° bode (Ge) 
gridon 
b. 0.35° 
8 After the Bode diagrams 
c. —151.41 appear 
The complete solution is at www.wiley.com/college/nise. 1. Right-click in the graph 


area. 

2. Select Characteristics. 

3. Select All Stability 
Margins. 

4. Let the mouse rest on the 

margin point on the phase 

plot to read the phase 

margin. 
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In summary, then, systems with time delay can be handled using previously 
described frequency response techniques if the phase response is adjusted to reflect 
the time delay. Typically, time delay reduces gain and phase margins, resulting in 
increased percent overshoot or instability in the closed-loop response. 


E 10.13 Obtaining Transfer Functions Experimentally 


In Chapter 4, we discussed how to obtain the transfer function of a system through 
step-response testing. In this section, we show how to obtain the transfer function 
using sinusoidal frequency response data. 

The analytical determination of a system’s transfer function can be difficult. 
Individual component values may not be known, or the internal configuration of the 
system may not be accessible. In such cases, the frequency response of the system, from 
input to output, can be obtained experimentally and used to determine the transfer 
function. To obtain a frequency response plot experimentally, we use a sinusoidal force 
or signal generator at the input to the system and measure the output steady-state 
sinusoid amplitude and phase angle (see Figure 10.2). Repeating this process at a 
number of frequencies yields data for a frequency response plot. Referring to 
Figure 10.2(b), the amplitude response is M(w) = Mo(œw)/M;(œ), and the phase 
response is ¢(w) = ¢,(w) — ¢;(@). Once the frequency response is obtained, the 
transfer function of the system can be estimated from the break frequencies and 
slopes. Frequency response methods can yield a more refined estimate of the transfer 
function than the transient response techniques covered in Chapter 4. 

Bode plots are a convenient presentation of the frequency response data for 


the Go" PD! t Ahah ign. These plots allow parts of the 
rates 1on fo Fi EuN and ex cled, leading the way to further 
refinements to find the remaining parts of the transfer function. 


Although experience and intuition are invaluable in the process, the following 
steps are still offered as a guideline: 


1. Look at the Bode magnitude and phase plots and estimate the pole-zero 
configuration of the system. Look at the initial slope on the magnitude plot to 
determine system type. Look at phase excursions to get an idea of the difference 
between the number of poles and the number of zeros. 


2. See if portions of the magnitude and phase curves represent obvious first- or 
second-order pole or zero frequency response plots. 

3. See if there is any telltale peaking or depressions in the magnitude response plot 
that indicate an underdamped second-order pole or zero, respectively. 





4. If any pole or zero responses can be identified, overlay appropriate +20 or 
+40 dB/decade lines on the magnitude curve or +45°/decade lines on the phase 
curve and estimate the break frequencies. For second-order poles or zeros, estimate the 
damping ratio and natural frequency from the standard curves given in Section 10.2. 








5. Form a transfer function of unity gain using the poles and zeros found. Obtain the 
frequency response of this transfer function and subtract this response from the 
previous frequency response (Franklin, 1991). You now have a frequency re- 
sponse of reduced complexity from which to begin the process again to extract 
more of the system’s poles and zeros. A computer program such as MATLAB is of 
invaluable help for this step. 


Let us demonstrate. 
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Example 10.18 





Transfer Function from Bode Plots 


PROBLEM: Find the transfer function of the subsystem whose Bode plots are 
shown in Figure 10.57. 
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FIGURE 10.57 Bode plots for subsystem with undetermined transfer function 


SOLUTION: Let us first extract the underdamped poles that we suspect, based on the 
peaking in the magnitude curve. We estimate the natural frequency to be near the peak 
frequency, or approximately 5 rad/s. From Figure 10.57, we see a peak of about 6.5 dB, 
which translates into a damping ratio of about ¢ = 0.24 using Eq. (10.52). The unity gain 
second-order function is thus G(s) = w%/(s? + 2tæns + œ}) = 25/(s* + 2.4s + 25). 
The frequency response plot of this function is made and subtracted from the previous 
Bode plots to yield the response in Figure 10.58. 

Overlaying a —20dB/decade line on the magnitude response and a 
—45°/decade line on the phase response, we detect a final pole. From the 
phase response, we estimate the break frequency at 90 rad/s. Subtracting 
the response of G(s) = 90/(s+90) from the previous response yields the 
response in Figure 10.59. 

Figure 10.59 has a magnitude and phase curve similar to that generated by a 
lag function. We draw a —20dB/decade line and fit it to the curves. The break 
frequencies are read from the figure as 9 and 30 rad/s. A unity gain transfer function 
containing a pole at —9 and a zero at —30 is G3(s) = 0.3(s + 30)/(s + 9). Upon 
subtraction of G;(s)G2(s)G3(s), we find the magnitude frequency response flat +1 
dB and the phase response flat at —3° + 5°. We thus conclude that we are finished 
extracting dynamic transfer functions. The low-frequency, or dc, value of the 
original curve is —19 dB, or 0.11. Our estimate of the subsystem’s transfer function 
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FIGURE 10.58 Original Bode plots minus response of G1 (s) = 25/(s* + 2.4s + 25) 
is G(s) = 0.11G1(s)Go(s)G3(s), or 


25 1 s+ 30 
Gpl = on (sara) (v0 35) (03 = >) 
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+ 9)(s + 90)(s? + 2.45 + 25) 








(10.89) 
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FIGURE 10.59 Original Bode plot minus response of G;(s)G2(s) = [25/(s* + 2.4s + 25)| 
[90/(s + 90)] 
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It is interesting to note that the original curve was obtained from the function 











s+20 
= 70 10.90 
OS) = 0 Cae TOs + ds + 25) oe) 
MATLAB 
Students who areusing MATLAB shouldnowrunch10p8 inAppendixB. You qu» 


will learn how to use MATLAB to subtract Bode plots for the purpose 
of estimating transfer functions through sinusoidal testing. 
This exercise solves a portion of Example 10.18 using MATLAB. 











Skill-Assessment Exercise 10.12 


PROBLEM: Estimate G(s), whose Bode log-magnitude and phase plots are shown 
in Figure 10.60. 


_ 30(s +5) 
s(s + 20) 


ANSWER: G(s) = 


The complete solution is at www.wiley.com/college/nise. 
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FIGURE 10.60 Bode plots for Skill-Assessment Exercise 10.12 





In this chapter, we derived the relationships between time response perform- 
ance and the frequency responses of the open- and closed-loop systems. The 
methods derived, although yielding a different perspective, are simply alternatives 
to the root locus and steady-state error analyses previously covered. 
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Case Study 





Antenna Control: Stability Design and Transient Performance 


Design 


FIGURE 10.61 Open-loop 
frequency response plots for 
the antenna control system 
(K = 1) 


Our ongoing antenna position control system serves now as an example that summarizes 
the major objectives of the chapter. The case study demonstrates the use of frequency 
response methods to find the range of gain for stability and to design a value of gain to 
meet a percent overshoot requirement for the closed-loop step response. 


PROBLEM: Given the antenna azimuth position control system shown on the front 
endpapers, Configuration 1, use frequency response techniques to find the following: 
. The range of preamplifier gain, K, required for stability 

. Percent overshoot if the preamplifier gain is set to 30 

The estimated settling time 

. The estimated peak time 


@ Sh @ eS 


. The estimated rise time 


SOLUTION: Using the block diagram (Configuration 1) shown on the front end- 
papers and performing block diagram reduction yields the loop gain, G(s)H(s), as 
6.63.K 0.0388K 
G(s)H(s) = 5 POE (10.91) 
s(s + 1.71)(s + 100) s a 1) (5 a 1) 
1.71 100 

Letting K = 1, we have the magnitude and phase frequency response plots shown 
in Figure 10.61. 
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Summary 


a. In order to find the range of K for stability, we notice from Figure 10.61 that the 
phase response is —180° at w = 13.1 rad/s. At this frequency, the magnitude plot 
is —68.41 dB. The gain, K, can be raised by 68.41 dB. Thus, K = 2633 will cause 
the system to be marginally stable. Hence, the system is stable if 0 < K < 2633. 


b. To find the percent overshoot if K = 30, we first make a second-order approxi- 
mation and assume that the second-order transient response equations relating 
percent overshoot, damping ratio, and phase margin are true for this system. In 
other words, we assume that Eq. (10.73), which relates damping ratio to phase 
margin, is valid. If K = 30, the magnitude curve of Figure 10.61 is moved up by 
20 log 30 = 29.54 dB. Therefore, the adjusted magnitude curve goes through 
zero dB at w = 1. At this frequency, the phase angle is —120.9°, yielding a phase 
margin of 59.1°. Using Eq. (10.73) or Figure 10.48, ¢ = 0.6, or 9.48% overshoot. 
A computer simulation shows 10%. 


c. To estimate the settling time, we make a second-order approximation and use 
Eq. (10.55). Since K = 30 (29.54 dB), the open-loop magnitude response is 
—7 dB when the normalized magnitude response of Figure 10.61 is —36.54 dB. 
Thus, the estimated bandwidth is 1.8 rad/s. Using Eq. (10.55), T, = 4.25 seconds. 
A computer simulation shows a settling time of about 4.4 seconds. 


d. Using the estimated bandwidth found in c. along with Eq. (10.56), and the 
damping ratio found in a. we estimate the peak time to be 2.5 seconds. A 
computer simulation shows a peak time of 2.8 seconds. 


e. To estimate the rise time, we use Figure 4.16 and find that the normalized rise 
time for a damping ratio of 0.6 is 1.854. Using Eq. (10.54), the estimated 
bandwidth found in c, and ¢ = 0.6, we find œn = 1.57. Using the normalized rise 
time and w,, we find T, = 1.854/1.57 = 1.18 seconds. A simulation shows a rise 
time of 1.2 seconds. 


CHALLENGE: You are now given a problem to test your knowledge of this chapter’s 
objectives. You are given the antenna azimuth position control system shown on 
the front endpapers, Configuration 3. Record the block diagram parameters in the 
table shown on the front endpapers for Configuration 3 for use in subsequent case 
study challenge problems. Using frequency response methods, do the following: 


a. Find the range of gain for stability. 


b. Find the percent overshoot for a step input if the gain, K, equals 3. 
c. Repeat Parts a. andb. using MATLAB. 
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MATLAB 





@ summary P 


Frequency response methods are an alternative to the root locus for analyzing and 
designing feedback control systems. Frequency response techniques can be used 
more effectively than transient response to model physical systems in the laboratory. 
On the other hand, the root locus is more directly related to the time response. 
The input to a physical system can be sinusoidally varying with known 
frequency, amplitude, and phase angle. The system’s output, which is also sinusoidal 
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in the steady state, can then be measured for amplitude and phase angle at different 
frequencies. From this data the magnitude frequency response of the system, which 
is the ratio of the output amplitude to the input amplitude, can be plotted and used in 
place of an analytically obtained magnitude frequency response. Similarly, we can 
obtain the phase response by finding the difference between the output phase angle 
and the input phase angle at different frequencies. 

The frequency response of a system can be represented either as a polar plot or 
as separate magnitude and phase diagrams. As a polar plot, the magnitude response 
is the length of a vector drawn from the origin to a point on the curve, whereas the 
phase response is the angle of that vector. In the polar plot, frequency is implicit and 
is represented by each point on the polar curve. The polar plot of G(s)H(s) is known 
as a Nyquist diagram. 

Separate magnitude and phase diagrams, sometimes referred to as Bode plots, 
present the data with frequency explicitly enumerated along the abscissa. The 
magnitude curve can be a plot of log-magnitude versus log-frequency. The other 
graph is a plot of phase angle versus log-frequency. An advantage of Bode plots over 
the Nyquist diagram is that they can easily be drawn using asymptotic approxima- 
tions to the actual curve. 

The Nyquist criterion sets forth the theoretical foundation from which the 
frequency response can be used to determine a system’s stability. Using the Nyquist 
criterion and Nyquist diagram, or the Nyquist criterion and Bode plots, we can 
determine a system’s stability. 

Frequency response methods give us not only stability information but also 
transient response information. By defining such frequency response quantities as 
gain margin and es margin, the ape ee can be analyzed or designed. 


Gai y system can be increased before 
inst2oe ty igo! if PDR Brihat 1S fibe É 180°. Phase margin is the amount 
that the phase angle can be changed before instability occurs if the gain is held at 
unity. 

While the open-loop frequency response leads to the results for stability and 
transient response just described, other design tools relate the closed-loop frequency 
response peak and bandwidth to the transient response. Since the closed-loop 
response is not as easy to obtain as the open-loop response because of the 
unavailability of the closed-loop poles, we use graphical aids in order to obtain 
the closed-loop frequency response from the open-loop frequency response. These 
graphical aids are the M and N circles and the Nichols chart. By superimposing the 
open-loop frequency response over the M and N circles or the Nichols chart, we are 
able to obtain the closed-loop frequency response and then analyze and design for 
transient response. 

Today, with the availability of computers and appropriate software, frequency 
response plots can be obtained without relying on the graphical techniques described 
in this chapter. The program used for the root locus calculations and described in 
Appendix H.2 is one such program. MATLAB is another. 

We concluded the chapter discussion by showing how to obtain a reasonable 
estimate of a transfer function using its frequency response, which can be obtained 
experimentally. Obtaining transfer functions this way yields more accuracy than 
transient response testing. 

This chapter primarily has examined analysis of feedback control systems via 
frequency response techniques. We developed the relationships between frequency 
response and both stability and transient response. In the next chapter, we apply the 
concepts to the design of feedback control systems, using the Bode plots. 


Review Questions 


@ Review Questions D 


Nn bk UNM 


25. 


26. 


. Name four advantages of frequency response techniques over the root locus. 
. Define frequency response as applied to a physical system. 

. Name two ways to plot the frequency response. 

. Briefly describe how to obtain the frequency response analytically. 

. Define Bode plots. 

. Each pole of a system contributes how much of a slope to the Bode magnitude 


plot? 


. A system with only four poles and no zeros would exhibit what value of slope at 


high frequencies in a Bode magnitude plot? 


. A system with four poles and two zeros would exhibit what value of slope at high 


frequencies in a Bode magnitude plot? 


. Describe the asymptotic phase response of a system with a single pole at —2. 
. What is the major difference between Bode magnitude plots for first-order 


systems and for second-order systems? 


. For a system with three poles at —4, what is the maximum difference between the 


asymptotic approximation and the actual magnitude response? 


. Briefly state the Nyquist criterion. 

. What does the Nyquist criterion tell us? 

. What is a Nyquist diagram? 

. Why is the Nyquist criterion ApagGo PDF Rian cer 


. When sketching a Nyquist diagram, what must be done with open-loop poles on 


the imaginary axis? 


. What simplification to the Nyquist criterion can we usually make for systems 


that are open-loop stable? 


. What simplification to the Nyquist criterion can we usually make for systems 


that are open-loop unstable? 


. Define gain margin. 
. Define phase margin. 
. Name two different frequency response characteristics that can be used to 


determine a system’s transient response. 


. Name three different methods of finding the closed-loop frequency response 


from the open-loop transfer function. 


. Briefly explain how to find the static error constant from the Bode magnitude 


plot. 


. Describe the change in the open-loop frequency response magnitude plot if time 


delay is added to the plant. 

If the phase response of a pure time delay were plotted on a linear phase versus 
linear frequency plot, what would be the shape of the curve? 

When successively extracting component transfer functions from experimental 
frequency response data, how do you know when you are finished? 
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EE oio D 


WileyPLUS 


1. Find analytical expressions for the WPCS R(s) + Es) 50 C(s) 
magnitude and phase response for anseio Ki s(s+3Xs + 6) = 





each G(s) below. [Section: 10.1] 








1 


a. G(s) = S+ +A) System 1 
> (s +5) 

b OS) = Get w 
(s+ 3)(s +5) 

OS) = 1244) 


2. For each function in Problem 1, make a plot of the 
log-magnitude and the phase, using log-frequency in 
rad/s as the ordinate. Do not use asymptotic ap- 
proximations. [Section: 10.1] 





R(s) + 20 Cs) 
= = 





3. For each function in Problem 1, make a polar plot of 


the frequency response. [Section: 10.1] 
4. For each function in Problem 1, sketch the Bode aa 
asymptotic magnitude and asymptotic phase plots. 


Compare your results with your answers to Problem 1. 
[Section: 10.2] 


5. Sketch the Nyquist diagram for each of the systems 


Fi P10.1. t 10.4 
in Figure [Section: A ago VERF Enhance A 
6. Draw the polar plot from the se ag 


magnitude and phase curves shown in enea aiios 
Figure P10.2. [Section: 10.1] FIGURE FIO; 





System 3 








System 4 
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FIGURE P10.2 


7. Draw the separate magnitude and phase curves from 


the polar plot shown in Figure P10.3. [Section: 10.1] 





x 104 
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Imaginary axis 

















Real axis x 10-3 


FIGURE P10.3 
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Problems 
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K(s2 — 4s + 13) 
(s + 2)(s + 4) 


1 
s 


System 2 

















(s-2) 
(s+2) 


System 3 


FIGURE P10.4 (Continued) 
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Control Solutions 


For each system of Problem 10, find the 
gain margin and phase margin if the 
value of K in each part of Problem 10 is 
[Section: 10.6] 

a. K = 1000 


b. K = 100 


Apago PDF Enhancer 


8. Write a program in MATLAB that MATLAB 
will do the following: 
a. Plot the Nyquist diagram of a system 


b. Display the real-axis crossing value 
and frequency 


Apply your program to a unity feedback system with 


K(s +5) 
G(s) = (s2 + 6s + 100) (s? + 4s + 25) 





9. Using the Nyquist criterion, find out whether each 
system of Problem 5 is stable. [Section: 10.3] 


10. Using the Nyquist criterion, find the range _WileyPLUs 
of K for stability for each of the systems in QUAS 
Figure P10.4. [Section: 10.3] 


C(s) M 








System 1 
FIGURE P10.4 (figure continues) 


Control Solutions 


12. 


13. 


Write a program in MATLAB that will _ MATLAB 
do the following: 





a. Allowa value of gain, K, tobe entered 


from the keyboard 

b. Display the Bode plots of a system for 
the entered value of K 

ce Calculate and display the gain and 


phase margin for the entered value 
of K 





Test your program on a unity feedback 
system with G(s) = K/[s(s+3)(s+12)]. 

Use MATLAB’s LTI Viewer to find Gui Tool 
the gain margin, phase margin, 

zero dB frequency, and180° frequency for 
a unity feedback system with 


8000 
20)(s + 35) 








Use the following methods: 
a. The Nyquist diagram 
b. Bode plots 
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14. Derive Eq. (10.54), the closed-loop bandwidth in 
terms of ¢ and w, of a two-pole system. [Section: 
10.8] 


15. For each closed-loop system with the 
following performance characteristics, 
find the closed-loop bandwidth: 
[Section: 10.8] 


a. €=0.2, T; = 3 seconds 
b. ¢=0.2, T, = 3 seconds 
c. T, = 4seconds, T, = 2 seconds 
d. ¢=0.3, T, = 4 seconds 


WileyPLUS 


WileyPLUS 


16. Consider the unity feedback system of 
Figure 10.10. For each G(s) that follows, 
use the M and N circles to make a plot of 
the closed-loop frequency response: 
[Section: 10.9] 








10 
a. G(s) ~ s(s+ 1)(s +2) 
1000 
b. G(s) Tis i 3) (s | 4)(s } 5) (s } 6) 
50(s + 3) 
c. G(s) KEDEZ 
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Control Solutions 21. Use MATLAB’ s LTI Viewer with 


Frequency Response Techniques 


ec. Calculate and display the peak mag- 
nitude, frequency of the peak magni- 
tude, and bandwidth for the closed- 
loop frequency response and the 
entered value of K 


Test your program on the system of Figure 
P10.5 for K= 40. 


K(s +5) 
s(s2 + 4s + 25) 








FIGURE P10.5 


Gui Tool 


the Nichols plot to find the 

gain margin, phase margin, zero dB fre- 
quency, and 180° frequency for a unity 
feedback system with the forward-path 
transfer function 


5(s+ 6) 
a s(s* + 4s+4+15) 





17. Repeat Problem 16, using the Apaga nPDFE 2Enhancern in MATLAB that will _MATLAB 


of the M and N circles. [Section: 10.9] 


18. Using the results of Problem 16, estimate the 
percent overshoot that can be expected in the 
step response for each system shown. [Section: 
10.10] 

19. Use the results of Problem 17 to estimate the 
percent overshoot if the gain term in the numer- 
ator of the forward path of each part of the 
problem is respectively changed as follows: 
[Section: 10.10] 

a. From 10 to 30 
b. From 1000 to 2500 
c. From 50 to 75 


20. Write aprogram in MATLAB that will _MATLAB 
do the following: 


a. Allowa value of gain, K, to be entered 
from the keyboard 


b. Display the closed-loop magnitude and 
phase frequency response plots of a 
unity feedback system with an open- 
loop transfer function, KG(s) 





23. 


do the following: 





a. Make a Nichols plot of an open-loop 
transfer function 

b. Allow the user to read the Nichols 
plot display and enter the value 
of M, 

c. Make closed-loop magnitude and phase 
plots 





d. Display the expected values of percent 
overshoot, settling time, and peak 
time 








e Plot the closed-loop step response 
Test your program on a unity feedback 
system with the forward-path transfer 
function 


5(s+ 6) 
s(s*+4s+4+15) 


G(s) = 





and explain any discrepancies. 


Using Bode plots, estimate the transient response 
of the systems in Figure P10.6. [Section: 10.10] 
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C(s) a. Find the gain margin, phase margin, zero dB 





R(s) + 100(s + 2) 
k s(s + 1)(s +4) 





System 1 


C(s) 





R(s) + E(s) 50(s + 3)(s +5) 
i s(s + 2)(s + 4)(s + 6) 








System 2 
FIGURE P10.6 


26. 


24. For the system of Figure P10.5, do the following: 


[Section: 10.10] 


a. Plot the Bode magnitude and phase plots. 


b. Assuming a second-order approximation, esti- 
mate the transient response of the system if 


K = 40. 


c. Use MATLAB or any other program _ MATLAB 


to check your assumptions by sim- 


27. 


ulating the step response of the system. 





25. The Bode plots for a plant, G(s), used 
in a unity feedback system are shown in 


Figure P10.7. Do the following: 


WileyPLUS 


Control Solutions 


frequency, 180° frequency, and the closed-loop 
bandwidth. 

b. Use your results in Part a to estimate the damp- 
ing ratio, percent overshoot, settling time, and 
peak time. 


Write a program in MATLAB that MATLAB 


wi use an open-loop transfer qa» 
function, G(s), to do the 


following: 











a. Make a Bode plot 


b. Use frequency response methods to 
estimate the percent overshoot, set- 
tling time, and peak time 











c. Plot the closed-loop step response 
Test your program by comparing the re- 
sults to those obtained for the systems 
of Problem 23. 





The open-loop frequency response shown in Figure 
P10.8 was experimentally obtained from a unity 
feedback system. Estimate the percent overshoot 
and steady-state error of the closed-loop system. 
[Sections: 10.10, 10.11] 
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28. Consider the system in Figure P10.9. [Section: 10.12] 


29. 








(s+ 5\(s+ 10) 30. 


FIGURE P10.9 








a. Find the phase margin if the system is stable for 


time delays of 0, 0.1, 0.2, 0.5, and 1 second. 


b. Find the gain margin if the system is stable for 


each of the time delays given in Part a. 


c. For what time delays mentioned in Part a is the 


system stable? 


d. For each time delay that makes the system un- 31. 


stable, how much reduction in gain is required for 
the system to be stable? 


Given a unity feedback system with the __ WileyPLUs 


forward-path transfer function WPCS 
K Control Solutions 32. 


G= oTe ee 





and a delay of 0.5 second, find the range of gain, 
K, to yield stability. Use Bode plots and fre- 
quency response techniques. [Section: 10.12] 


Given a unity feedback system with the forward- 
path transfer function 


K 
G) = GFI 
and a delay of 0.5 second, make a second-order 
approximation and estimate the percent overshoot 
if K = 40. Use Bode plots and frequency response 
techniques. [Section: 10.12] 


Use the MATLAB function pade (T,n) MATLAB 
to model the delay in Problem 30. 

Obtain the unit step response and 
evaluate your second-order approximation 
in Problem 30. 

For the Bode plots shown in Figure P10.10, deter- 
mine the transfer function by hand or via MATLAB. 
[Section: 10.13] 
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FIGURE P10.10 


33. Repeat Problem 32 for the Bode plots shown- mass mz, which dangles from its bottom surface 
Figure P10.11. [Section: 10.13 pago PDF Enhauger, rope of fixed length, L. The 


34. An overhead crane consists of a horizontally position of the trolley is controlled in the feed- 
moving trolley of mass mr dragging a load of back configuration shown in Figure 10.20. Here, 
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35. 


P(s) = 


36. 


37. 


Chapter 10 


G(s) = KP(s), H =1, and 


Xr(s) 1 st +H 


C= Fr(s) = mr s? (s + aa) 





The input is f7(t), the input force applied to the 
trolley. The output is x7(f), the trolley displacement. 


Also, wp = Z and a= (m; + mr)/mr (Marttinen, 


1990) Make a qualitative Bode plot of the system 
assuming a > 1. 

A room’s temperature can be controlled by varying 
the radiator power. In a specific room, the transfer 
function from indoor radiator power, Q, to room 
temperature, T in °C is (Thomas, 2005) 


T(s) 
Os) 

(1x 1076)? + (1.314 x 10-°)s + (2.66 x 107") 

~ $3 + 0.00163 s2 + (5.272 x 1077)s + (3.538 x 107!) 








The system is controlled in the closed-loop configura- 

tion shown in Figure 10.20 with G(s) = KP(s), H = 1. 

a. Draw the corresponding Nyquist diagram for 
K=1. 

b. Obtain the gain and phase ARAGO PDF 


c. Find the range of K for the closed-loop stability. 
Compare your result with that of Problem 61, 
Chapter 6. 


The open-loop dynamics from dc voltage armature 
to angular position of a robotic manipulator joint is 
48500 Low. 2005 
eau ee 
a. Draw by hand a Bode plot using asymptotic 
approximations for magnitude and phase. 


given by P(s) 


MATLAB 


- Use MATLAB to plot the exact 
Bode plot and compare with 
your sketch from Parta. 


Problem 49, Chapter 8 discusses a magnetic levita- 
tion system with a plant transfer function P(s) = 
1300 
s* — 860° 
in cascade with an M(s) and that the system will be 
controlled by the loop shown in Figure 10.20, where 
G(s) = M(s)P(s) and H = 1. For each M(s) that 
follows, draw the Nyquist diagram when K = 1, 
and find the range of closed-loop stability for 

K > 0. 


(Galvao, 2003). Assume that the plant is 


38. 


39. 


Enhinesy j aa) (1 


40. 


Frequency Response Techniques 


a. M(s) =—K 
= K(s +200) 
aa anco 


c. Compare your results with those obtained in 
Problem 49, Chapter 8. 


The simplified and linearized model for the transfer 
function of a certain bicycle from steer angle (4) to 
roll angle (9) is given by (Astrom, 2005) 


o(s) _ 10(s + 25) 
S(s) 2 +. 25 


Assume the rider can be represented by a gain K, 
and that the closed-loop system is shown in Figure 
10.20 with G(s)=KP(s) and H=1. Use the 
Nyquist stability criterion to find the range of K 
for closed-loop stability. 





P(s) = 


The control of the radial pickup position of a digital 
versatile disk (DVD) was discussed in Problem 48, 
Chapter 9. There, the open-loop transfer function 
from coil input voltage to radial pickup position was 
given as (Bittanti, 2002) 


0.63 





004. 
"248.2" " 248,22 








Assume the plant is in cascade with a controller, 


_ 0.5(s + 1.63) 
le s(s + 0.27) 


and in the closed-loop configuration shown in 

Figure 10.20, where G(s) = M(s)P(s) and H =1. 

Do the following: 

a. Draw the open-loop frequency response in a 
Nichols chart. 

. Predict the system’s response to a unit step input. 
Calculate the %OS, Cina, and T, 


ce. Verify the results of Part b 
using MATLAB simulations. 


MATLAB 


The Soft Arm, used to feed people with disabilities, 
was discussed in Problem 57 in Chapter 6. Assuming 
the system block diagram shown in Figure P10.12, 
use frequency response techniques to determine the 
following (Kara, 1992): 


a. Gain margin, phase margin, zero dB frequency, 
and 180° frequency 


b. Is the system stable? Why? 
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Desired Actual 
spoon spoon 
position Controller Robot arm position 





R(s) + 1000(s + 0.01)(s + 6) 10 C(s) 
ii s(s + 20)(s + 100) 32+ 10s +29 











FIGURE P10.12 Soft Arm position control system block diagram 


Desired 
position Controller 





Actual 
Motor and load position 


X(s) 


FIGURE P10.13 Floppy disk drive block diagram 


41. A floppy disk drive was discussed in WileyPLUS 


42 


Problem 57 in Chapter 8. Assuming WPCS 


the system block diagram shown in Control Solutions 


Figure P10.13, use frequency response techniques to 

determine the following: 

a. Gain margin, phase margin, zero dB frequency, 
180° frequency, and closed-loop bandwidth 


b. Percent overshoot, settlinn ARAGO a PRE 


c. Use MATLAB to simulate the MATLAB 
closed-loop step response 
and compare the results to those ob- 
tained in Part b. 


Industrial robots, such as that shown in Figure 
P10.14, require accurate models for design of high 
performance. Many transfer function models for 
industrial robots assume interconnected rigid bod- 
ies with the drive-torque source modeled as a pure 
gain, or first-order system. Since the motions asso- 
ciated with the robot are connected to the drives 
through flexible linkages rather than rigid linkages, 
past modeling does not explain the resonances 
observed. An accurate, small-motion, linearized 
model has been developed that takes into consider- 
ation the flexible drive. The transfer function 


(s? + 8.94s + 44.77) 


G(s) = 999.12 5 
(s + 20.7)(s? + 34.8585 + 60.17) 





relates the angular velocity of the robot base to 
electrical current commands (Good, 1985). Make a 
Bode plot of the frequency response and identify 
the resonant frequencies. 








. Z. 
FIGURE P10.14 Robot performing construction of computer 
memory units (© Michael Rosenfield/Science Faction/ 

© Corbis). 


43. The charge-coupled device (CCD) that is used in 
video movie cameras to convert images into elec- 
trical signals can be used as part of an automatic 
focusing system in cameras. Automatic focusing can 
be implemented by focusing the center of the image 
on a charge-coupled device array through two 
lenses. The separation of the two images on the 
CCD is related to the focus. The camera senses the 
separation, and a computer drives the lens and 


FIGURE P10.15 
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Desired 
lens 
position + 





Actual 
lens 
position 
> 

















focuses the image. The automatic focus system is a 
position control, where the desired position of the 
lens is an input selected by pointing the camera at 
the subject. The output is the actual position of 
the lens. The camera in Figure P10.15(a) uses a 
CCD automatic focusing system. Figure P10.15(b) 
shows the automatic focusing feature represented as 
a position control system. Assuming the simplified 
model shown in Figure P10.15(c), draw the Bode 


Roll 
angle 


Desired 


Transducer 
roll 


44. A 


ae 


a. A cutaway view of a digital camera showing parts of the CCD automatic focusing system (© Stephen Sweet/ 
iStockphoto); b. functional block diagram; e. block diagram 


plots and estimate the percent overshoot for a 
step input. 
ship’s roll can be stabilized with a control system. 
A voltage applied to the fins’ actuators creates a roll 
torque that is applied to the ship. The ship, in 
response to the roll torque, yields a roll angle. 
Assuming the block diagram for the roll control 
system shown in Figure P10.16, determine the gain 
and phase margins for the system. 
Ship 
roll 


Actual 
dynamics 


roll 








angle, O(s) + error, 8,(s) ps ESS Ea 5 a angle, 0, a(S) 
F s+ Ea arl + a 9s +9 








FIGURE P10.16 Block diagram of a ship’s roll-stabilizing system 


45. 


46. 


47. 


48. 


The linearized model of a particular network link 
working under TCP/IP and controlled using a random 
early detection (RED) algorithm can be described 
by Figure 10.20 where G(s) = M(s)P(s), H = 1, and 
(Hollot, 2001) 


140625e~°-'s 
(s + 2.67)(s + 10) 


es 0.005. _ 
5s = 540.00°°° 





a. Plot the Nichols chart for L = 1. Is the system 
closed-loop stable? 


b. Find the range of L for closed-loop stability. 


c. Use the Nichols chart to predict %OS and T, for 
L = 0.95. Make a hand sketch of the expected 
unit step response. 


d. Verify Part c with a Simulink Simulink 


unit step response simulation. 


In the TCP/IP network link of Problem 45, let 

L=0.8, but assume that the amount of delay is 

an unknown variable. 

a. Plot the Nyquist diagram of the system for zero 
delay, and obtain the phase margin. 


Problems 619 
the disk tilts, making information retrieval difficult. A 
system that compensates for the tilt has been devel- 
oped. For this, a laser beam is focused on the disk 
surface and disk variations are measured through 
reflection. A mirror is in turn adjusted to align with 
the disk and makes information retrieval possible. The 
system can be represented by a unity feedback system 
in which a controller with transfer function 


78.575(s + 436) 


Gels) = G5 732)(5 + 8030) 





and a plant 


8 
P(s) 1.163 x 10 


~ $3 4 962.552 + 5.958 x 10°s + 1.16 x 10° 





form an open loop transmission L(s) = G;(s)P(s) 
(Kim, 2009). 


a. Use MATLAB to obtain the MATLAB 
systems Nyquist dia- 
gram. Findoutif the systemis stable. 
b. Find the system’ s phase margin. 


c. Use the value of phase margin obtained 
in b. to calculate th xpected sys- 
tem’s overshoot to a step input. 








b. Find the maximum delay all se 
stability. i Apdyo PDF Enhancer, system’s response to a 


Thermal flutter of the Hubble Space Telescope 
(HST) produces errors for the pointing control sys- 
tem. Thermal flutter of the solar arrays occurs when 
the spacecraft passes from sunlight to darkness and 
when the spacecraft is in daylight. In passing from 
daylight to darkness, an end-to-end bending oscilla- 
tion of frequency fı rad/s is experienced. Such oscil- 
lations interfere with the pointing control system of 
the HST. A filter with the transfer function 


(5) = 196l? + s + 0.25)(s? + 1.265 + 9.87) 
INS) = (2 + 0.0155 + 0.57)(s? + 0.0835 + 17.2) 











is proposed to be placed in cascade with the PID 
controller to reduce the bending (Wie, 1992). 


a. Obtain the frequency response of the filter and 
estimate the bending frequencies that will be 
reduced. 


b. Explain why this filter will reduce the bending 


oscillations if these oscillations are thought to be 
disturbances at the output of the control system. 


An experimental holographic media storage system 
uses a flexible photopolymer disk. During rotation, 


unit step input and verify the 30S cal- 
culated in c. 


49. The design of cruise control systems in heavy vehicles 


such as big rigs is especially challenging due to the 
extreme variations in payload. A typical frequency 
response for the transfer function from fuel mass flow 
to vehicle speed is shown in Figure P10.17. 


1074 107? 10° 102 
f(Hz) 
FIGURE P10.17 


620 


50. 


51. 


52. 


Chapter 10 


This response includes the dynamics of the 
engine, the gear box, the propulsion shaft, the dif- 
ferential, the drive shafts, the chassis, the payload, 
and tire dynamics. Assume that the system is con- 
trolled in a closed-loop, unity-feedback loop using a 
proportional compensator (van der Zalm, 2008). 
a. Make a plot of the Nyquist diagram that corre- 

sponds to the Bode plot of Figure P10.17. 

b. Assuming there are no open-loop poles in the 
right half-plane, find out if the system is closed- 
loop stable when the proportional gain K = 1. 

c. Find the range of positive K for which the system 
is closed-loop stable. 





Use LabVIEW with the Control LabVIEW 
Design and Simulation Mod- 
ule, and MathScript RT Module MATLAB 





and modify the CDEx Nyquist ( ML ) 
Analysis.vi to obtain the 

range of K for stability using the Nyquist 
plot for any system youenter. Inaddition, 
design a LabVIEW VI that will accept as an 
input the polynomial numerator and poly- 
nomial denominator of an open-loop trans- 
fer function and obtain a Nyquist plot 
for a value of K = 10, Q 
also display the following as generated 
from the Nyquist plot: (1) gain margin, 
(2) phase margin, (3) zero dB frequency, 
and (4) 180 degrees frequency. Use the 
system and results of Skill-Assessment 
Exercise 10.6 to test your VIs. 














Use LabVIEW with the Control LabVIEW 
Design and Simulation Mod- 
ule, and MathScript RT Module MATLAB 








to builda VI that will accept CD 
an open-loop transfer function, plot the 
Bode diagram, and plot the closed-loop 
step response. Your VI will also use the 
CD Parametric Time Response.vitodisplay 
(1) risetime, (2) peaktime, (3) settling 
time, (4) percent overshoot, (5) steady- 
state value, and (6) peak value. Use the 
system in Skill-Assessment Exercise 10.9 
to test your VI. Compare the results ob- 
tained from your VI with those obtained in 
Skill-Assessment Exercise 10.9. 
The block diagram of a cascade 

system used to control water 

level in a steam generator of a nuclear 


























MATLAB 


Frequency Response Techniques 


power plant (Wang, 2009) was presented 
in Figure P.6.19. In that system, the 
level controller, Gre (s), is the master 
controller and the feed-water flow con- 
troller, Gre (s), isthe slave controller. 
Consider that the inner feedback loop is 
replacedby its equivalent transfer func- 
tion, Gwx (Ss). 

Using numerical values in (Wang, 2009) 
and (Bhambhani, 2008) the transfer func- 
tions with a 1 second pure delay are: 























2-e™ 2-e°% 
Gjw(s) = s(Tıs +1) s(25s+1)’ 
_ (4s+1)  . 
Gwx(s) = 33 333s 11) 


Gic(s) = Kp, + Kp, 8 = 1.5(10s + 1). 


Use MATLAB or any other program to: 





a. Obtain Bode magnitude and phase plots 
for this system using a fifth-order 
Padé approximation (available in MAT- 
LAB) . Note on these plots, if applica- 
ble, the gain and phase margins. 





IPDF Enhan@egroronse of thesystem, c(t), to 


a unit step input, r(t) = u(t). Note on 
the c(t) curvetherisetime, T,, theset- 
tling time, T,, the final value of the 
output, and, if applicable, the percent 
overshoot, SOS, andmidpeak time, Tp. 


c. Repeat the above two steps for a pure 
delay of 1.5 seconds. 


PROGRESSIVE ANALYSIS AND DESIGN PROBLEMS 
53. High-speed rail pantograph. Problem 21 in Chapter 1 


discusses active control of a pantograph mechanism 
for high-speed rail systems. In Problem 79(a), Chapter 
5, you found the block diagram for the active panto- 
graph control system. In Chapter 8, Problem 72, you 
designed the gain to yield a closed-loop step response 
with30% overshoot. A plot ofthestepresponseshould 
have shown a settling time greater than 0.5 second as 
well as a high-frequency oscillation superimposed 
over the step response. In Chapter 9, Problem 55, 
we reduced the settling time to about 0.3 second, re- 
duced the step response steady-state error to zero, and 
eliminated the high-frequency oscillations by using a 
notch filter (O’Connor, 1997). Using the equivalent 
forward transfer function found in Chapter 5 cascaded 


Cyber Exploration Laboratory 


with the notch filter specified in Chapter 9, do the 
following using frequency response techniques: 


a. Plot the Bode plots for a total equivalent gain of 
1 and find the gain margin, phase margin, and 
180° frequency. 

b. Find the range of K for stability. 

c. Compare your answer to Part b with your answer 
to Problem 67, Chapter 6. Explain any differences. 


54. Control of HIV/AIDS. The linearized model for an 
HIV/AIDS patient treated with RTIs was obtained 
in Chapter 6 as (Craig, 2004); 
_ Ys) _ —520s — 10.3844 
Ui(s) s +. 2.68175? + 0.11s + 0.0126 








P(s) 


a. Consider this plant in the feedback configuration 
in Figure 10.20 with G(s) = P(s) and H(s) = 1. 
Obtain the Nyquist diagram. Evaluate the sys- 
tem for closed-loop stability. 


b. Consider this plant in the feedback configuration 
in Figure 10.20 with G(s) = —P(s) and H(s) = 1. 
Obtain the Nyquist diagram. Evaluate the system 
for closed-loop stability. Obtain the gain and 
phase margins. 


55. a vehicle. In Probier APago eu 
e used MATLAB to plo e 
root locus for the speed con- 
trol of an HEV rearranged as a unity- 
feedback system, as shown in Figure 
P7.34 (Preitl, 2007). The plant and com- 
pensator were given by 
G(s) = K(s + 0.6) 
(s+ 0.5858)(s+ 0.0163) 
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and we found that K=0.78, resultedina 
critically damped system. 


a. Use MATLAB or any other program to plot 


i. The Bode magnitude and phase plots 
for that system, and 








ii. The response of the system, c(t), to 
a step input, r(t) =4 u(t). Note on 
the c(t) curve the rise time, T,, and 
settling time, T,, as well as the 
final value of the output. 





b. Now add an integral gain to the con- 
troller, such that the plant and com- 
pensator transfer function becomes 


__Ki(s + Z.)(s + 0.6) 
Gls) = S54 0.5858)(s + 0.0163) 





K2 
where Kı=0.78 and Z=% 7 0.4. Use MAT- 


1 
LAB or any other program to do the 


following: 


i. Plot the Bode magnitude and phase 
plots for this case. 


li, Obtain the response of the systemto 
EnhanGeknput, r(t) = 4 u(t). Plot 
c(t) and note on it the rise time, 
Tr, percent overshoot, %OS, peak 

time, T,, and settling time, Ts- 

c. Does the response obtained ina. orb. 
resemble a second-order overdamped, 
critically damped, or underdamped re- 
sponse? Explain. 
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Experiment 10.1 


Objective To examine the relationships between open-loop frequency response 
and stability, open-loop frequency response and closed-loop transient response, and 
the effect of additional closed-loop poles and zeros upon the ability to predict 


closed-loop transient response 


Minimum Required Software Packages MATLAB, and the Control 


System Toolbox 
Prelab 


1. Sketch the Nyquist diagram for a unity negative feedback system with a forward 


transfer function of G(s) = s(s + 2)(s + 10) 
s(s s 


the range of gain, K, for stability. 


. From your Nyquist plot, determine 
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2. Find the phase margins required for second-order closed-loop step responses 
with the following percent overshoots: 5%, 10%, 20%, 30%. 


Lab 


1. Using the SISO Design Tool, produce the following plots simultaneously for the 
system of Prelab 1: root locus, Nyquist diagram, and step response. Make plots for 
the following values of K: 50, 100, the value for marginal stability found in Prelab 
1, and a value above that found for marginal stability. Use the zoom tools when 
required to produce an illustrative plot. Finally, change the gain by grabbing and 
moving the closed-loop poles along the root locus and note the changes in the 
Nyquist diagram and step response. 


2. Using the SISO Design Tool, produce Bode plots and closed-loop step responses 
for a unity negative feedback system with a forward transfer function of 
G(s) = —_——_.,. Produce these plots for each value of phase margin found 

s(s + 10) 
in Prelab 2. Adjust the gain to arrive at the desired phase margin by grabbing the 
Bode magnitude curve and moving it up or down. Observe the effects, if any, 
upon the Bode phase plot. For each case, record the value of gain and the 
location of the closed-loop poles. 


K 
3. Repeat Lab 2 for G(s) = ss + 10)" 


Postlab 


1. Make a table showing calculated and actual values for the range of gain for 


Apagó PDE Eniiaticer . 
Make a fable from the data obtained in Lab 2 itemizing phase margin, percent 
overshoot, and the location of the closed-loop poles. 


3. Make a table from the data obtained in Lab 3 itemizing phase margin, percent 
overshoot, and the location of the closed-loop poles. 


4. For each Postlab task 1 to 3, explain any discrepancies between the actual values 
obtained and those expected. 


Experiment 10.2 


Objective To use LabVIEW and Nichols charts to determine the closed-loop 
time response performance. 


Minimum Required Software Packages LabVIEW, Control Design and 
Simulation Module, MathScript RT Module, and MATLAB 


Prelab 
1. Assume a unity-feedback system with a forward-path transfer function, 


100 
G(s) = easy Use MATLAB or any method to determine gain and phase 
S(s 
margins. In addition, find the percent overshoot, settling time, and peak time of 
the closed-loop step response. 


2. Design a LabVIEW VI that will create a Nichols chart. Adjust the Nichols chart’s 
scale to estimate gain and phase margins. Then, prompt the user to enter the values of 


Bibliography 


gain and phase margin found from the Nichols chart. In response, your VI will produce 
the percent overshoot, settling time, and peak time of the closed-loop step response. 


Lab Run your VI for the system given in the Prelab. Test your VI with other 
systems of your choice. 


Postlab Compare the closed-loop performance calculated in the Prelab with 
those produced by your VI. 
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C Chapter Learning Outcomes Jrhancer 


After completing this chapter the student will be able to: 


Use frequency response techniques to adjust the gain to meet a transient response 
specification (Sections 11.1-11.2) 


Use frequency response techniques to design cascade compensators to improve the 
Steady-state error (Section 11.3) 


Use frequency response techniques to design cascade compensators to improve the 
transient response (Section 11.4) 


Use frequency response techniques to design cascade compensators to improve 
both the steady-state error and the transient response (Section 11.5) 


C Case Study Learning Outcomes Ð 


You will be able to demonstrate your knowledge of the chapter objectives with case 
studies as follows: 


Given the antenna azimuth position control system shown on the front endpapers, 
you will be able to use frequency response techniques to design the gain to meet a 
transient response specification. 


Given the antenna azimuth position control system shown on the front endpapers, 


you will be able to use frequency response techniques to design a cascade 
compensator to meet both transient and steady-state error specifications. 
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@ 11.1 Introduction 


In Chapter 8, we designed the transient response of a control system by adjusting the 
gain along the root locus. The design process consisted of finding the transient 
response specification on the root locus, setting the gain accordingly, and settling for 
the resulting steady-state error. The disadvantage of design by gain adjustment is 
that only the transient response and steady-state error represented by points along 
the root locus are available. 

In order to meet transient response specifications represented by points not on 
the root locus and, independently, steady-state error requirements, we designed 
cascade compensators in Chapter 9. In this chapter, we use Bode plots to parallel the 
root locus design process from Chapters 8 and 9. 

Let us begin by drawing some general comparisons between root locus and 
frequency response design. 

Stability and transient response design via gain adjustment. Frequency response 
design methods, unlike root locus methods, can be implemented conveniently 
without a computer or other tool except for testing the design. We can easily 
draw Bode plots using asymptotic approximations and read the gain from the plots. 
Root locus requires repeated trials to find the desired design point from which the 
gain can be obtained. For example, in designing gain to meet a percent overshoot 
requirement, root locus requires the search of a radial line for the point where the 
open-loop transfer function yields an angle of 180°. To evaluate the range of gain for 
stability, root locus requires a search of the jw-axis for 180°. Of course, if one uses a 
computer program, such as MATLAB, the computational disadvantage of root locus 
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methods are not as intuitive as the root locus, and it is something of an art to 
design cascade compensation with the methods of this chapter. With root locus, we 
can identify a specific point as having a desired transient response characteristic. We 
can then design cascade compensation to operate at that point and meet the 
transient response specifications. In Chapter 10, we learned that phase margin is 
related to percent overshoot (Eq. (10.73)) and bandwidth is related to both damping 
ratio and settling time or peak time (Eqs. (10.55) and (10.56)). These equations are 
rather complicated. When we design cascade compensation using frequency re- 
sponse methods to improve the transient response, we strive to reshape the open- 
loop transfer function’s frequency response to meet both the phase-margin require- 
ment (percent overshoot) and the bandwidth requirement (settling or peak time). 
There is no easy way to relate all the requirements prior to the reshaping task. Thus, 
the reshaping of the open-loop transfer function’s frequency response can lead to 
several trials until all transient response requirements are met. 

Steady-state error design via cascade compensation. An advantage of using 
frequency design techniques is the ability to design derivative compensation, such as 
lead compensation, to speed up the system and at the same time build in a desired 
steady-state error requirement that can be met by the lead compensator alone. 
Recall that in using root locus there are an infinite number of possible solutions to 
the design of a lead compensator. One of the differences between these solutions is 
the steady-state error. We must make numerous tries to arrive at the solution that 
yields the required steady-state error performance. With frequency response tech- 
niques, we build the steady-state error requirement right into the design of the lead 
compensator. 


11.2 Transient Response via Gain Adjustment 


You are encouraged to reflect on the advantages and disadvantages of root 
locus and frequency response techniques as you progress through this chapter. Let us 
take a closer look at frequency response design. 

When designing via frequency response methods, we use the concepts of 
stability, transient response, and steady-state error that we learned in Chapter 10. 
First, the Nyquist criterion tells us how to determine if a system is stable. Typically, an 
open-loop stable system is stable in closed-loop if the open-loop magnitude fre- 
quency response has a gain of less than 0 dB at the frequency where the phase 
frequency response is 180°. Second, percent overshoot is reduced by increasing the 
phase margin, and the speed of the response is increased by increasing the 
bandwidth. Finally, steady-state error is improved by increasing the low-frequency 
magnitude responses, even if the high-frequency magnitude response is attenuated. 

These, then, are the basic facts underlying our design for stability, transient 
response, and steady-state error using frequency response methods, where the 
Nyquist criterion and the Nyquist diagram compose the underlying theory behind 
the design process. Thus, even though we use the Bode plots for ease in obtaining the 
frequency response, the design process can be verified with the Nyquist diagram 
when questions arise about interpreting the Bode plots. In particular, when the 
structure of the system is changed with additional compensator poles and zeros, the 
Nyquist diagram can offer a valuable perspective. 

The emphasis in this chapter is on the design of lag, lead, and lag-lead 
compensation. General design concepts are presented first, followed by step-by- 
step procedures. These procedures are only suggestions, and you are encouraged to 
develop other procedures to arrive at the same goals. Although the concepts in general 
apply to the design of PI, PD, and PID controllers, in the interest of brevity, detailed 
procedures and examples will not b YO co ger the 
concepts and designs covered and Apago EE, afha , and PID 
compensation presented at the end of this chapter. Finally, the compensators devel- 
oped in this chapter can be implemented with the realizations discussed in Section 9.6. 


11.2 Transient Response via Gain 
Adjustment 


Let us begin our discussion of design via frequency response methods by discussing 
the link between phase margin, transient response, and gain. In Section 10.10, the 
relationship between damping ratio (equivalently percent overshoot) and phase 
margin was derived for G(s) = œ} /s(s + 2tœn). Thus, if we can vary the phase 
margin, we can vary the percent overshoot. Looking at Figure 11.1, we see that 
if we desire a phase margin, Py, represented by CD, we would have to raise the 
magnitude curve by AB. Thus, a simple gain adjustment can be used to design phase 
margin and, hence, percent overshoot. 

We now outline a procedure by which we can determine the gain to meet a 
percent overshoot requirement using the open-loop frequency response and assum- 
ing dominant second-order closed-loop poles. 


Design Procedure 


1. Draw the Bode magnitude and phase plots for a convenient value of gain. 


2. Using Eqs. (4.39) and (10.73), determine the required phase margin from the 
percent overshoot. 
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FIGURE 11.1 Bode plots showing gain adjustment for a desired phase margin 


3. Find the frequency, w@,,, on the Bode phase diagram that yields the desired phase 
margin, CD, as shown on Figure 11.1. 


4. Change the gain by an amount AB to force the magnitude curve to go through 
0 dB at wp„. The amount of gain adjustment is the additional gain needed to 
produce the required phase margin. 


We now look at an example of designing the gain of a third-order system for 
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Example 11.1 





Transient Response Design via Gain Adjustment 


Design 


PROBLEM: For the position control system shown in Figure 11.2, find the value of 
preamplifier gain, K, to yield a 9.5% overshoot in the transient response for a step 
input. Use only frequency response methods. 


SOLUTION: We will now follow the previously described gain adjustment design 
procedure. 
1. Choose K = 3.6 to start the magnitude plot at 0 dB at w = 0.1 in Figure 11.3. 


2. Using Eq. (4.39), a 9.5% overshoot implies ¢ = 0.6 for the closed-loop dominant 
poles. Equation (10.73) yields a 59.2° phase margin for a damping ratio of 0.6. 


Motor 
Desired Power and Shaft Shaft 
position Preamplifier amplifier load velocity position 


R(s) + 








100 1 1 Cs) 
(s + 100) (s + 36) s 


FIGURE 11.2 System for Example 11.1 
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FIGURE 11.3 Bode magnitude and phase plots for Example 11.1 


3. Locate on the phase plot the frequency that yields a 59.2° phase margin. This 


frequency is found where the gy gois RPRDE:cEnbhancer and 
59.2°, or —120.8°. The value of the phase-margin frequency is 14.8 rad/s. 


4. Atafrequency of 14.8 rad/s on the magnitude plot, the gain is found to be —44.2 dB. 
This magnitude has to be raised to 0 dB to yield the required phase margin. Since 
the log-magnitude plot was drawn for K = 3.6, a 44.2 dB increase, or K = 3.6 x 
162.2 = 583.9, would yield the required phase margin for 9.48% overshoot. 


The gain-adjusted open-loop transfer function is 
58,390 
Os) = 54 36)(5 + 100) 


Table 11.1 summarizes a computer simulation of the gain-compensated system. 


(11.1) 





TABLE 11.1 Characteristic of gain-compensated system of Example 11.1 











Parameter Proposed specification Actual value 

K, — 16.22 

Phase margin 59.2° 59.2° 

Phase-margin frequency — 14.8 rad/s 

Percent overshoot 9.5 10 

Peak time — 0.18 second 

Students who are using MATLAB shouldnowrunchllipl inAppendixB. am 








You will learn how to use MATLAB to design a gain to meet a percent 
overshoot specification using Bode plots. This exercise solves 

















Example 11.1 using MATLAB. 
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Control Solutions 


Trylt 11.1 


Use MATLAB, the Control 
System Toolbox, and the fol- 
lowing statements to solve 
Skill-Assessment Exercise 
i 


pos=20 
z=(-log(pos/100))/... 
(Sispeie (ONO Zao 6 5 
log (pos/100)%*2)) 
Pm=atan(2*z/... 
(GICLEE (SEBO BO 24 5 65 
Sr ERARAS AN 5:6. 
(180/pi) 
G=zpk([],... 
[O.=50,,=12 0), 1) 
sisotool 
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Skill-Assessment Exercise 11.1 


PROBLEM: For a unity feedback system with a forward transfer function 
E K 
~ s(s + 50) (s + 120) 





G(s) 


use frequency response techniques to find the value of gain, K, to yield a closed- 
loop step response with 20% overshoot. 


ANSWER: K = 194,200 


The complete solution is located at www.wiley.com/college/nise. 
In the SISOTOOL Window: 


1. Select Import . . . in the File menu. 
2. Click on G in the System Data Window and click Browse .. . 


3. In the Model Import Window select radio button Workspace and select G in 
Available Models. Click Import, then Close. 


. Click Ok in the System Data Window. 


. Right-click in the Bode graph area and be sure all selections under Show are 
checked. 


. Grab the stability margin point in the magnitude diagram and raise the 
magnitude curve until the phase curve shows the phase margin calculated by 
the program and shown in the MATLAB Command Window as Pm. 


$ APAJA tHe DR. pPenhanGcenx Compensator . . . and read the 


gain under Compensator in the resulting window. 


In this section, we paralleled our work in Chapter 8 with a discussion of 
transient response design through gain adjustment. In the next three sections, we 
parallel the root locus compensator design in Chapter 9 and discuss the design of lag, 
lead, and lag-lead compensation via Bode diagrams. 


@ 11.3 Lag Compensation 


In Chapter 9, we used the root locus to design lag networks and PI controllers. Recall 
that these compensators permitted us to design for steady-state error without 
appreciably affecting the transient response. In this section, we provide a parallel 
development using the Bode diagrams. 


Visualizing Lag Compensation 
The function of the lag compensator as seen on Bode diagrams is to (1) improve the 
static error constant by increasing only the low-frequency gain without any resulting 
instability, and (2) increase the phase margin of the system to yield the desired 
transient response. These concepts are illustrated in Figure 11.4. 

The uncompensated system is unstable since the gain at 180° is greater than 
0 dB. The lag compensator, while not changing the low-frequency gain, does reduce 
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FIGURE 11.4 Visualizing lag compensation 


the high-frequency gain.' Thus, the low-frequency gain of the system can be made 
high to yield a large K, without creating instability. This stabilizing effect of the lag 
network comes about because the gain at 180° of phase is reduced below 0 dB. 
Through judicious design, the magnitude curve can be reshaped, as shown in Figure 
11.4, to go through 0 dB at the desired phase margin. Thus, both K, and the desired 


transient response can be obtaincA Bago" PDF a Erhaesteer 
Design Procedure 


1. Set the gain, K, to the value that satisfies the steady-state error specification and 
plot the Bode magnitude and phase diagrams for this value of gain. 


2. Find the frequency where the phase margin is 5° to 12° greater than the phase 
margin that yields the desired transient response (Ogata, 1990). This step com- 
pensates for the fact that the phase of the lag compensator may still contribute 
anywhere from —5° to — 12° of phase at the phase-margin frequency. 


3. Select a lag compensator whose magnitude response yields a composite Bode 
magnitude diagram that goes through 0 dB at the frequency found in Step 2 as 
follows: Draw the compensator’s high-frequency asymptote to yield 0 dB for the 
compensated system at the frequency found in Step 2. Thus, if the gain at the 
frequency found in Step 2 is 20 log Kpm, then the compensator’s high-frequency 
asymptote will be set at —20 log Kpy; select the upper break frequency to be 
1 decade below the frequency found in Step 2;7 select the low-frequency asymp- 
tote to be at 0 dB; connect the compensator’s high- and low-frequency asymptotes 
with a —20 dB/decade line to locate the lower break frequency. 


4. Reset the system gain, K, to compensate for any attenuation in the lag network in 
order to keep the static error constant the same as that found in Step 1. 


'The name lag compensator comes from the fact that the typical phase angle response for the 
compensator, as shown in Figure 11.4, is always negative, or /agging in phase angle. 

? This value of break frequency ensures that there will be only —5° to — 12° phase contribution from the 
compensator at the frequency found in Step 2. 
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FIGURE 11.5 Frequency response 
plots of a lag compensator, 
G-(s) = (s + 0.1)/(s + 0.01) 
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From these steps, you see that we are relying upon the initial gain setting to 


meet the steady-state requirements and then relying upon the lag compensator’s 


—20 dB/decade slope to meet the transient response requirement by setting the 0 dB 


crossing of the magnitude plot. 
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SER 
Glo) = 





(11.2) 











where a > 1. 

Figure 11.5 shows the frequency response curves for the lag compensator. The 
range of high frequencies shown in the phase plot is where we will design our phase 
margin. This region is after the second break frequency of the lag compensator, 
where we can rely on the attenuation characteristics of the lag network to reduce the 
total open-loop gain to unity at the phase-margin frequency. Further, in this region 
the phase response of the compensator will have minimal effect on our design of the 
phase margin. Since there is still some effect, approximately 5° to 12°, we will add 
this amount to our phase margin to compensate for the phase response of the lag 
compensator (see Step 2). 


Example 11.2 





Lag Compensation Design 


PROBLEM: Given the system of Figure 11.2, use Bode diagrams to design a lag 
compensator to yield a tenfold improvement in steady-state error over the gain- 
compensated system while keeping the percent overshoot at 9.5%. 


SOLUTION: We will follow the previously described lag compensation design 
procedure. 


20 log M 
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URE 11.6 Bode plots for Example 11.2. 


From Example 11.1 a gain, K, of 583.9 yields a 9.5% overshoot. Thus, for this 
system, K, = 16.22. For a tenfold improvement in rah error, K, must 


increase by a factor of 10, or KAP&J Merk RBhe GQY11.2 


equals 5839, and the open-loop transfer function is 
583,900 
lS) = r + 100) 
The Bode plots for K = 5839 are shown in Figure 11.6. 





(11.3) 


. The phase margin required for a 9.5% overshoot (¢ = 0.6) is found from Eq. (10.73) 


to be 59.2°. We increase this value of phase margin by 10° to 69.2° in order to 
compensate for the phase angle contribution of the lag compensator. Now find the 
frequency where the phase margin is 69.2°. This frequency occurs at a phase angle 
of —180° + 69.2° = —110.8° and is 9.8 rad/s. At this frequency, the magnitude plot 
must go through 0 dB. The magnitude at 9.8 rad/s is now +24 dB (exact, that 
is, nonasymptotic). Thus, the lag compensator must provide —24 dB attenuation 
at 9.8 rad/s. 


3.&4. We now design the compensator. First draw the high-frequency asymptote 


at —24 dB. Arbitrarily select the higher break frequency to be about one decade 
below the phase-margin frequency, or 0.98 rad/s. Starting at the intersection of 
this frequency with the lag compensator’s high-frequency asymptote, draw a 
—20 dB/decade line until 0 dB is reached. The compensator must have a dc gain 
of unity to retain the value of K, that we have already designed by setting 
K = 5839. The lower break frequency is found to be 0.062 rad/s. Hence, the lag 
compensator’s transfer function is 

0.063(s + 0.98) 


G(s) = (40.062) (11.4) 


where the gain of the compensator is 0.063 to yield a dc gain of unity. 
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The compensated system’s forward transfer function is thus 


36,786(s + 0.98) 
Gls) Gels) = +36) (6 + 100)(s + 0.062) os 








The characteristics of the compensated system, found from a simulation and exact 
frequency response plots, are summarized in Table 11.2. 


TABLE 11.2 Characteristics of the lag-compensated system of Example 11.2 








Parameter Proposed specification Actual value 
K, 162.2 161.5 

Phase margin 59.2° 62° 
Phase-margin frequency — 11 rad/s 
Percent overshoot 9°55: 10 

Peak time — 0.25 second 





Students who are using MATLAB should now run chlip2 inAppendixB. 
You will learn how to use MATLAB to design a lag compensator. You 
will enter the value of gain to meet the steady-state error 
requirement as well as the desired percent overshoot. MATLAB 
then designs a lag compensator using Bode plots, evaluates K,, 
and generates a closed-loop step response. This exercise solves 
Example 11.2 using MATLAB. 
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Skill-Assessment Exercise 11.2 





PROBLEM: Design a lag compensator for the system in Skill-Assessment Exercise 
11.1 that will improve the steady-state error tenfold, while still operating with 20% 
overshoot. 


ANSWER: 
0.0691 (s + 2.04) 1,942,000 


Geel) =e ota) § FO) = sie 50y(s-+ 120) 





The complete solution is at www.wiley.com/college/nise. 


Trylt 11.2 


Use MATLAB, the Control System Toolbox, and the following statements to solve Skill- 
Assessment Exercise 11.2. 


pos=20 

Ts=0.2 

z=(-log (pos/100))/(sqrt (pi*2+log (pos/100) *2)) 

Pm=atan (2*z/(sqrt (-2*z*2+sqrt (1+4* z*4))))*(180/pi) 
Wow=(4/(Ts*z))*sqrt ((1-2*z*2) +sqrt (4*z*4-4*z*2+2)) 

K=1942000 

G= Ip (O,—S0,—L20)|, T 

sisotool (G, 1) (TryIt continues) 


11.4 Lead Compensation 


(Trylt Continued ) 
When the SISO Design for SISO Design Task Window appears: 


1. Right-click on the Bode plot area and select Grid. 

2. Note the phase margin shown in the MATLAB Command Window. 

3. Using the Bode phase plot, estimate the frequency at which the phase margin from Step 2 occurs. 

4. On the SISO Design for SISO Design Task Window toolbar, click on the red zero. 

5. Place the zero of the compensator by clicking on the gain plot at a frequency that is 1/10 that 
found in Step 3. 

6. On the SISO Design for SISO Design Task Window toolbar, click on the red pole. 

7. Place the pole of the compensator by clicking on the gain plot to the left of the compensator zero. 

8. Grab the pole with the mouse and move it until the phase plot shows a P.M. equal to that found in 
Step 2. 

9. Right-click in the Bode plot area and select Edit Compensator . . . 

10. Read the lag compensator in the Control and Estimation Tools Manager Window. 
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In this section, we showed how to design a lag compensator to improve the steady- 
state error while keeping the transient response relatively unaffected. We next 
discuss how to improve the transient response using frequency response methods. 


@ 11.4 Lead Compensation 


For second-order systems, we derived the relationship between phase margin and 
percent overshoot as well as the relationship between closed-loop bandwidth and 
other time-domain specifications, such as settling time, peak time, and rise time. 
When we designed the lag network to improve the steady-state error, we wanted a 
minimal effect on the phase diagr ApPEagoO vRDEmEAhanoer the 
transient response. However, in designing lead compensators via Bode plots, we 
want to change the phase diagram, increasing the phase margin to reduce the percent 
overshoot, and increasing the gain crossover to realize a faster transient response. 


Visualizing Lead Compensation 

The lead compensator increases the bandwidth by increasing the gain crossover 
frequency. At the same time, the phase diagram is raised at higher frequencies. The 
resultis a larger phase margin anda higher phase-margin frequency. In the time domain, 
lower percent overshoots (larger phase margins) with smaller peak times (higher phase- 
margin frequencies) are the results. The concepts are shown in Figure 11.7. 

The uncompensated system has a small phase margin (B) and a low phase- 
margin frequency (A). Using a phase lead compensator, the phase angle plot 
(compensated system) is raised for higher frequencies.* At the same time, the gain 
crossover frequency in the magnitude plot is increased from A rad/s to C rad/s. These 
effects yield a larger phase margin (D), a higher phase-margin frequency (C), and a 
larger bandwidth. 

One advantage of the frequency response technique over the root locus is that 
we can implement a steady-state error requirement and then design a transient 
response. This specification of transient response with the constraint of a steady- 
state error is easier to implement with the frequency response technique than with 
the root locus. Notice that the initial slope, which determines the steady-state error, 
is not affected by the design for the transient response. 


3 The name lead compensator comes from the fact that the typical phase angle response shown in Figure 
11.7 is always positive, or leading in phase angle. 
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FIGURE 11.7 Visualizing lead compensation 


Lead Compensator Frequency Response 
Let us first look at the frequency response characteristics of a lead network and 
derive some valuable relationships that will help us in the design process. Figure 11.8 


sho pesgd’ PBF’ Enhancer 


1 

1 SSP = 

Gels) =3 r (11.6) 
Sor 

















for various values of 6, where £ < 1. Notice that the peaks of the phase curve vary in 
maximum angle and in the frequency at which the maximum occurs. The dc gain of the 
compensator is set to unity with the coefficient 1/8, in order not to change the de gain 
designed for the static error constant when the compensator is inserted into the system. 

In order to design a lead compensator and change both the phase margin and 
phase-margin frequency, it is helpful to have an analytical expression for the 
maximum value of phase and the frequency at which the maximum value of phase 
occurs, as shown in Figure 11.8. 

From Eq. (11.6) the phase angle of the lead compensator, e, is 


be = tan-twT — tan-wBT (11.7) 
Differentiating with respect to w, we obtain 
d T T 
$e B (11.8) 





do 1+(wTy 14(epTy 


Setting Eq. (11.8) equal to zero, we find that the frequency, @max, at which the 
maximum phase angle, Pmax, Occurs is 





1 


max ~ TVB (11.9) 
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FIGURE 11.8 Frequencyresponse ofalead compensator, G,(s) = [1/A][(s + 1/T)/(s + 1/BT)]| 


Substituting Eq. (11.9) into Eq. (11.6) with s = jamax, 
Apago, PDF Enhancer 
1 J@max + T 1p + 
Gel joma) = = (11.10) 





Making use of tan(¢ı — %2) = (tan ġı — tan ¢2)/(1 + tan ¢,tan ¢2), the maximum 
phase shift of the compensator, Pmax, 1S 





One =e SS = H (11.11) 
2/8 1+ 











and the compensator’s magnitude at Wmax iS 





ae 
vB 


We are now ready to enumerate a design procedure. 


|Ge(j@max) | = (11.12) 











Design Procedure 


1. Find the closed-loop bandwidth required to meet the settling time, peak time, 
or rise time requirement (see Eqs. (10.54) through (10.56)). 

2. Since the lead compensator has negligible effect at low frequencies, set the 
gain, K, of the uncompensated system to the value that satisfies the steady- 
state error requirement. 
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3. Plot the Bode magnitude and phase diagrams for this value of gain and 
determine the uncompensated system’s phase margin. 


4. Find the phase margin to meet the damping ratio or percent overshoot require- 
ment. Then evaluate the additional phase contribution required from the 
compensator.* 


5. Determine the value of £ (see Eqs. (11.6) and (11.11)) from the lead compen- 
sator’s required phase contribution. 


6. Determine the compensator’s magnitude at the peak of the phase curve 
(Eq. (11.12)). 

7. Determine the new phase-margin frequency by finding where the un- 
compensated system’s magnitude curve is the negative of the lead compensa- 
tor’s magnitude at the peak of the compensator’s phase curve. 


8. Design the lead compensator’s break frequencies, using Eqs. (11.6) and (11.9) 
to find T and the break frequencies. 


9. Reset the system gain to compensate for the lead compensator’s gain. 
10. Check the bandwidth to be sure the speed requirement in Step 1 has been met. 
11. Simulate to be sure all requirements are met. 
12. Redesign if necessary to meet requirements. 
From these steps, we see that we are increasing both the amount of phase 
margin (improving percent overshoot) and the gain crossover frequency (increasing 


the speed). Now that we have enumerated a procedure with which we can design a 
lead compensator to improve the transient response, let us demonstrate. 


Apago PDF Enhancer 
Example 11.3 





Design 


Lead Compensation Design 


PROBLEM: Given the system of Figure 11.2, design a lead compensator to yield a 
20% overshoot and K, = 40, with a peak time of 0.1 second. 


SOLUTION: The uncompensated system is G(s) = 100K/[s(s + 36)(s + 100)]. We 
will follow the outlined procedure. 


1. We first look at the closed-loop bandwidth needed to meet the speed 
requirement imposed by T, = 0.1 second. From Eq. (10.56), with T, = 0.1 
second and ¢ = 0.456 (i.e., 20% overshoot), a closed-loop bandwidth of 46.6 
rad/s is required. 


2. In order to meet the specification of K, = 40, K must be set at 1440, yielding 
G(s) = 144,000/[s(s + 36)(s + 100)]. 

3. The uncompensated system’s frequency response plots for K = 1440 are 
shown in Figure 11.9. 


4. A 20% overshoot implies a phase margin of 48.1°. The uncompensated 
system with K = 1440 has a phase margin of 34° at a phase-margin frequency 


“We know that the phase-margin frequency will be increased after the insertion of the compensator. At 
this new phase-margin frequency, the system’s phase will be smaller than originally estimated, as seen by 
comparing points B and D in Figure 11.7. Hence, an additional phase should be added to that provided by 
the lead compensator to correct for the phase reduction caused by the original system. 
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FIGURE 11.9 Bode plots for lead compensation in Example 11.3 


of29.6. To increase the haapao HOE Enh eTR ih 


phase to yield a 48.1° phase margin. Since we know that the lead network will 
also increase the phase-margin frequency, we add a correction factor to 
compensate for the lower uncompensated system’s phase angle at this higher 
phase-margin frequency. Since we do not know the higher phase-margin 
frequency, we assume a correction factor of 10°. Thus, the total phase contri- 
bution required from the compensator is 48.1° — 34° + 10° = 24.1°. In sum- 
mary, our compensated system should have a phase margin of 48.1° with a 
bandwidth of 46.6 rad/s. If the system’s characteristics are not acceptable after 
the design, then a redesign with a different correction factor may be necessary. 


. Using Eq. (11.11), 6 = 0.42 for pmax = 24.1°. 
. From Eq. (11.12), the lead compensator’s magnitude is 3.76 dB at @max. 
. If we select @max to be the new phase-margin frequency, the uncompensated 


system’s magnitude at this frequency must be —3.76 dB to yield a 0 dB 
crossover at wmax for the compensated system. The uncompensated system 
passes through —3.76 dB at @max = 39 rad/s. This frequency is thus the new 
phase-margin frequency. 


. We now find the lead compensator’s break frequencies. From Eq. (11.9), 


1/T = 25.3 and 1/BT = 60.2. 


. Hence, the compensator is given by 


1 
157 s +25.3 


=o 238 a2 (11.13) 











1 10 100 1000 
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where 2.38 is the gain required to keep the dc gain of the compensator at unity 
so that K, = 40 after the compensator is inserted. 
The final, compensated open-loop transfer function is then 


342,600(s + 25.3) 
(s + 36)(s + 100)(s + 60.2) 





G.(s)G(s) = - (11.14) 





10. From Figure 11.9, the lead-compensated open-loop magnitude response is 
—7 dB at approximately 68.8 rad/s. Thus, we estimate the closed-loop 
bandwidth to be 68.8 rad/s. Since this bandwidth exceeds the requirement 
of 46.6 rad/s, we assume the peak time specification is met. This conclusion 
about the peak time is based upon a second-order and asymptotic approxi- 
mation that will be checked via simulation. 


11. Figure 11.9 summarizes the design and shows the effect of the compensation. 
Final results, obtained from a simulation and the actual (nonasymptotic) 
frequency response, are shown in Table 11.3. Notice the increase in phase 
margin, phase-margin frequency, and closed-loop bandwidth after the lead 
compensator was added to the gain-adjusted system. The peak time and the 
steady-state error requirements have been met, although the phase margin is 
less than that proposed and the percent overshoot is 2.6% larger than proposed. 
Finally, if the performance is not acceptable, a redesign is necessary. 


TABLE 11.3 Characteristic of the lead-compensated system of Example 11.3 











Actual gain- Actual lead- 
Proposed compensated compensated 
r e ificati value value 
K, 40 40 40 
Phase margin 48.1° 34° 45.5° 
Phase-margin frequency — 29.6 rad/s 39 rad/s 
Closed-loop bandwidth 46.6 rad/s 50 rad/s 68.8 rad/s 
Percent overshoot 20 37 22.6 
Peak time 0.1 second 0.1 second 0.075 second 
MATLAB 
CID Students who are using MATLAB should now runchllp3 inAppendixB. 





You will learn how to use MATLAB to design a lead compensator. You 
will enter the desired percent overshoot, peak time, and K,. 
MATLAB then designs a lead compensator using Bode plots, eval- 
uates K,, and generates a closed-loop step response. This exer- 
cise solves Example 11.3 using MATLAB. 














Skill-Assessment Exercise 11.3 





WileyPLUS PROBLEM: Design a lead compensator for the system in Skill-Assessment Exer- 
( WPCS } cise 11.1 to meet the following specifications: %OS = 20%, T, =0.2s and 
Control Solutions K, = 50. 
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ANSWER: Guals) = 2278 +332). Gy) = — 30.00 
lad o (OP ~ S(s + 50)(s + 120) 


The complete solution is at www.wiley.com/college/nise. 


TryIt 11.3 
Use MATLAB, the Control System Toolbox, and the following statements to solve Skill-Assessment Exercise 11.3. 
pos=20 
Ts=0,2 


z=(-log(pos/100))/(sqrt (pi*2+log(pos/100) *2)) 
Pm=atan (2* z/ (sqrt(-2* z*2+sqrt (1+4* z*4))))*(180/pi) 
Whw= (4/(Ts* z))*sqrt((1-2* z*2) +sqrt(4*z*4-4*z%*2+2)) 
K=50*50*120 

G=zpk (| 1, 10,=50,—120], 4) 

sisotool (G,1) 


When the SISO Design for SISO Design Task Window appears: 


. Right-click on the Bode plot area and select Grid. 

. Note the phase margin and bandwidth shown in the MATLAB Command Window. 

. On the SISO Design for SISO Design Task Window toolbar, click on the red pole. 

. Place the pole of the compensator by clicking on the gain plot at a frequency that is to the right of the desired bandwidth found in Step 2. 

. On the SISO Design for SISO Design Task Window toolbar, click on the red zero. 

. Place the zero of the compensator by clicking on the gain plot to the left of the desired bandwidth. 

. Reshape the Bode plots: alternately grab the pole and the zero with the mouse and alternately move them along the phase plot until the 
phase plot show a P.M. equal to that found in Step 2 and a phase-margin frequency close to the bandwidth found in Step 2. 

8. Right-click in the Bode plot area and select Edit Compensator . . . 

9. Read the lead compensator in the Control and Estimation Tools Manager Window. 


Keep in mind that the previi AJQ vE DEn PARANES ems 


and must be simulated to ensure the desired transient results. In the next section, we 
look at lag-lead compensation to improve steady-state error and transient response. 


NYDN FWN EH 





C 11.5 Lag-Lead Compensation 


In Section 9.4, using root locus, we designed lag-lead compensation to improve the 
transient response and steady-state error. Figure 11.10 is an example of a system to 
which lag-lead compensation can be applied. In this section we repeat the design, 
using frequency response techniques. One method is to design the lag compensation 
to lower the high-frequency gain, stabilize the system, and improve the steady-state 
error and then design a lead compensator to meet the phase-margin requirements. 
Let us look at another method. 

Section 9.6 describes a passive lag-lead network that can be used in place of 
separate lag and lead networks. It may be more economical to use a single, passive 
network that performs both tasks, since the buffer amplifier that separates the lag 
network from the lead network may be eliminated. In this section, we emphasize lag- 
lead design, using a single, passive lag-lead network. 

The transfer function of a single, passive lag-lead network is 








1 1 
SEa ET 
T T: 
G.(s) = GLeaa (S) GLag(s) = y T (11.15) 
S  — 
Tij (t yT2 
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(b) 
FIGURE 11.10 a. The National Advanced Driving Simulator at the University of Iowa; b. test driving the simulator with its 
realistic graphics (Katharina Bosse/laif/Redux Pictures.) 





where y > 1. The first term in parentheses produces the lead compensation, and the 
second term in parentheses produces the lag compensation. The constraint that we 
must follow here is that the single value y replaces the quantity « for the lag network 
in Eq. (11.2) and the quantity 6 for the lead network in Eq. (11.6). For our design, a 
and 6 must be reciprocals of each other. An example of the frequency response of 
the passive lag-lead is shown in Figure 11.11. 
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FIGURE 11.11 Sample frequency response curves for a lag-lead compensator, G,(s) = [(s + 1)(s + 0.1)]/ | (s+ y) (s + e) 
yY 
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Design Procedure 


1. Using a second-order approximation, find the closed-loop bandwidth required 





to meet the settling time, peak time, or rise time requirement (see Eqs. (10.55) 
and (10.56)). 


. Set the gain, K, to the value required by the steady-state error specification. 
. Plot the Bode magnitude and phase diagrams for this value of gain. 


. Using a second-order approximation, calculate the phase margin to meet the 


damping ratio or percent overshoot requirement, using Eq. (10.73). 


. Select a new phase-margin frequency near wgw. 
. At the new phase-margin frequency, determine the additional amount of phase 


lead required to meet the phase-margin requirement. Add a small contribution 
that will be required after the addition of the lag compensator. 


. Design the lag compensator by selecting the higher break frequency one 


decade below the new phase-margin frequency. The design of the lag compen- 
sator is not critical, and any design for the proper phase margin will be 
relegated to the lead compensator. The lag compensator simply provides 
stabilization of the system with the gain required for the steady-state error 
specification. Find the value of y from the lead compensator’s requirements. 
Using the phase required from the lead compensator, the phase response curve 
of Figure 11.8 can be used to find the value of y = 1/8. This value, along with 
the previously found lag’s upper break frequency, allows us to find the lag’s 
lower break frequency. 


. Design the lead compensator. Using the value of y from the lag compensator 


design and the value assum AA Pag Ow PDFinabinhanoer the 


lower and upper break frequency for the lead compensator, using Eq. (11.9) 
and solving for T. 


. Check the bandwidth to be sure the speed requirement in Step 1 has been met. 
10. 


Redesign if phase-margin or transient specifications are not met, as shown by 
analysis or simulation. 


Let us demonstrate the procedure with an example. 


Example 11.4 


Lag-Lead Compensation Design 


PROBLEM: Given a unity feedback system where G(s) = K/|s(s+1)(s+4)], 
design a passive lag-lead compensator using Bode diagrams to yield a 13.25% 
overshoot, a peak time of 2 seconds, and K, = 12. 


SOLUTION: We will follow the steps previously mentioned in this section for lag- 
lead design. 


1. The bandwidth required for a 2-seconds peak time is 2.29 rad/s. 


2. In order to meet the steady-state error requirement, K, = 12, the value of K is 48. 


3. The Bode plots for the uncompensated system with K = 48 are shown in Figure 


11.12. We can see that the system is unstable. 


4. The required phase margin to yield a 13.25% overshoot is 55°. 


643 





644 


Chapter 11 Design via Frequency Response 


20 log M 


Phase (degrees) 


FIG 


5: 
6. 

















48 Uncompensated 
36 system 























Lag-lead-compensated 
system 








36 Lag-lead Lag-compensated 
—48 compensator system 























































































































.01 0.1 1 10 100 
Frequency (rad/s) 





100 m 
50 Lag-lead compensator 




















Uncompensated system 














-150 Lag-lead-compensated 
Lag-compensated system 


system 
































































































































0.01 0.1 1 10 100 
Frequency (rad/s) 


URE 11.12 Bode plots for lag-lead compensation in Example 11.4 
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Let us select w = 1.8 rad/s as the new phase-margin frequency. 


At this frequency, the uncompensated phase is —176° and would require, if we 
add a —5° contribution from the lag compensator, a 56° contribution from the 
lead portion of the compensator. 


The design of the lag compensator is next. The lag compensator allows us 
to keep the gain of 48 required for K, = 12 and not have to lower the gain 
to stabilize the system. As long as the lag compensator stabilizes the system, 
the design parameters are not critical since the phase margin will be designed 
with the lead compensator. Thus, choose the lag compensator so that its 
phase response will have minimal effect at the new phase-margin frequency. 
Let us choose the lag compensator’s higher break frequency to be 1 decade 
below the new phase-margin frequency, at 0.18 rad/s. Since we need to add 56° 
of phase shift with the lead compensator at œw = 1.8 rad/s, we estimate 
from Figure 11.8 that, if y = 10.6 (since y = 1/8, B = 0.094), we can obtain 
about 56° of phase shift from the lead compensator. Thus with y = 10.6 and a 
new phase-margin frequency of w = 1.8 rad/s, the transfer function of the lag 
compensator is 


1 
an (+5) i (s-+0.183) 
lag Xs 1 i, (s + 0.0172) 





(11.16) 


11.5  Lag-Lead Compensation 


where the gain term, 1/y, keeps the de gain of the lag compensator at 0 dB. The 
lag-compensated system’s open-loop transfer function is 


7 (s) = 4.53(s + 0.183) 
lag-comp(S) = s(s + 1)(s + 4)(s + 0.0172) 


8. Now we design the lead compensator. At w = 1.8, the lag-compensated system 
has a phase angle of 180°. Using the values of wmax = 1.8 and 6 = 0.094, Eq. 
(11.9) yields the lower break, 1/7, = 0.56 rad/s. The higher break is then 
1/BT, = 5.96 rad/s. The lead compensator is 





(11.17) 


ea E a = 06 (11.18) 
Tı 


The lag-lead-compensated system’s open-loop transfer function is 


48(s + 0.183) (s + 0.56) 
s(s + 1)(s + 4)(s + 0.0172) (s + 5.96) 


9. Now check the bandwidth. The closed-loop bandwidth is equal to that frequency 
where the open-loop magnitude response is approximately —7 dB. From Figure 
11.12, the magnitude is —7 dB at approximately 3 rad/s. This bandwidth exceeds 
that required to meet the peak time requirement. 

The design is now checked with a simulation to obtain actual performance 
values. Table 11.4 summarizes the system’s characteristics. The peak time 
requirement is also met. Again, if the requirements were not met, a redesign 
would be necessary. 


TABLE 11.4 Characteristics of gain- Apag ens 99. FI DE Epha neer 











Giag-lead-comp(S) = (11.19) 








Parameter Proposed specification Actual value 
K, 12 12 
Phase margin 55° 59.3° 
Phase-margin frequency = 1.63 rad/s 
Closed-loop bandwidth 2.29 rad/s 3 rad/s 
Percent overshoot 13.25 10.2 
Peak time 2.0 seconds 1.61 seconds 








Students who are using MATLAB shouldnow run chllp4 inAppendixB. 

Youwill learn howto use MATLAB to designa lag-lead compensator. 

You will enter the desired percent overshoot, peak time, and K,. 

MATLAB then designs a lag-lead compensator using Bode plots, 

evaluates K,, and generates a closed-loop step response. This 
xercise solves Example 11.4 using MATLAB. 














MATLAB 
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For a final example, we include the design of a lag-lead compensator using a 
Nichols chart. Recall from Chapter 10 that the Nichols chart contains a presentation of 
both the open-loop frequency response and the closed-loop frequency response. The 
axes of the Nichols chart are the open-loop magnitude and phase (y and x axis, 
respectively). The open-loop frequency response is plotted using the coordinates 
of the Nichols chart at each frequency. The open-loop plot is overlaying a grid that 
yields the closed-loop magnitude and phase. Thus, we have a presentation of both the 
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open- and closed-loop responses. Thus, a design can be implemented that reshapes the 
Nichols plot to meet both open- and closed-loop frequency specifications. 

From a Nichols chart, we can see simultaneously the following frequency res- 
ponse specifications that are used to design a desired time response: (1) phase margin, 
(2) gain margin, (3) closed-loop bandwidth, and (4) closed-loop peak amplitude. 

In the following example, we first specify the following: (1) maximum allowable 
percent overshoot, (2) maximum allowable peak time, and (3) minimum allowable 
static error constant. We first design the lead compensator to meet the transient 
requirements followed by the lag compensator design to meet the steady-state error 
requirement. Although calculations could be made by hand, we will use MATLAB 
and SISOTOOL to make and shape the Nichols plot. 

Let us first outline the steps that we will take in the example: 


1. Calculate the damping ratio from the percent overshoot requirement using 
Eq. (4.39) 

2. Calculate the peak amplitude, M,, of the closed-loop response using 
Eq. (10.52) and the damping ratio found in (1). 


3. Calculate the minimum closed-loop bandwidth to meet the peak time require- 
ment using Eq. (10.56), with peak time and the damping ratio from (1). 


= 


Plot the open-loop response on the Nichols chart. 


mn 


. Raise the open-loop gain until the open-loop plot is tangent to the required 
closed-loop magnitude curve, yielding the proper Mp. 


6. Place the lead zero at this point of tangency and the lead pole at a higher 
frequency. Zeros and poles are added in SISOTOOL by clicking either one on 


AB Ete bara pi "eer gsition pa the open-loop frequency response 
Jep Eir Hance ot pole. 


7. — the positions of the lead zero and pole until the open-loop frequency 
response plot is tangent to the same M, curve, but at the approximate 
frequency found in (3). This yields the proper closed-loop peak and proper 
bandwidth to yield the desired percent overshoot and peak time, respectively. 


8. Evaluate the open-loop transfer function, which is the product of the plant and 
the lead compensator, and determine the static error constant. 


9. If the static error constant is lower than required, a lag compensator must now 
be designed. Determine how much improvement in the static error constant is 
required. 


10. Recalling that the lag pole is at a frequency below that of the lag zero, place a lag 
pole and zero at frequencies below the lead compensator and adjust to yield the 
desired improvementin static error constant. As an example, recall from Eq. (9.5) 
thattheimprovementinstaticerrorconstant fora Type | systemisequaltotheratio 
of the lag zero value divided by the lag pole value. Readjust the gain if necessary. 


Example 11.5 





MATLAB ; P F 
Lag-Lead Design Using the Nichols Chart, MATLAB, and SISOTOOL 
: K 
p: PROBLEM: Design a lag-lead compensator for the plant, G(s) = ss + 5)(s + 10)’ 
to meet the following requirements: (1) a maximum of 20% overshoot, (2) a peak 


time of no more than 0.5 seconds, (3) a static error constant of no less than 6. 


11.5  Lag-Lead Compensation 


SISO Design for SISO Design Task 


Open-Loop Nichols Editor for Open Loop 1 (OL1) 
T 





Bi 
Cy. : O, 


3 

3 
g 
i. 


G.M.: 14 dB @ 7.07 rad/sec 
P.M.: 48.2 deg @ 2.58 rad/sec 
Stable loop 
4 





i i 4 
-180 -135 -90 
Open-Loop Phase (deg) 
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SOLUTION: We follow the steps enumerated immediately above, 


1. Using Eq. (4.39), ¢ = 0.456 for 20% overshoot. 
2. Using Eq. (10.52), M, = 1.23 = 1.81 dB for ¢ = 0.456. 
3. Using Eq. (10.56), œw = 9.3 r/s for ¢ = 0.456 and T, = 0.5. 
4. Plot the open-loop frequency response curve on the Nichols chart for K = 1. 
5. Raise the open-loop frequency response curve until it is tangent to the closed- 
loop peak of 1.81 dB curve as shown in Figure 11.13. The frequency at the 
tangent point is approximately 3 r/s, which can be found by letting your mouse 
rest on the point of tangency. On the menu bar, select Designs/Edit Com- 
pensator . . . and find the gain added to the plant. Thus, the plant is now 
G(s) 150 
y= 
s(s + 5)(s + 10) 
shown in Figure 11.14. Notice that the peak time is about 1 second and 
must be decreased. 





. The gain-adjusted closed-loop step response is 


6. Place the lead zero at this point of tangency and the lead pole at a higher 
frequency. 

7. Adjust the positions of the lead zero and pole until the open-loop frequency 
response plot is tangent to the same M, curve, but at the approximate 
frequency found in 3. 

8. Checking Designs/Edit Compensator . .. shows 


© 1286(s+1.4) AE 7 
G(s)Gieaa(s) = s(e + 5)(s-+ 10)(s + 13)’ which yields a K, = 3. 
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FIGURE 11.13 Nichols chart 
after gain adjustment 
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LT! Viewer for SISO Design Task 











FIGURE 11.14 Gain-adjusted closed-loop step response 


Ele Edt View Designs Analysis Tools Window Help 
RxoF SQV 


Open-Loop Nichols Editor for Open Loop 1 (OL1) 








g 
é 
4 
Pe 
ž 


G.M.: 10.6 dB @ 14 rad/sec 
P.M.: 50.8 deg @ 6.81 rad/sec 
Stable loop 








FIGURE 11.15 Nichols chart after lag-lead compensation 
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ETI Viewer for SISO Design Task 








Real-Time Update 





FIGURE 11.16 Lag-lead compensated closed-loop step response 


9. We now add lag compensation to improve the static error constant by at least 2. 


10. Now add a lag pole at —0.0&XPAGR zB RDFoowRhancexkn to 

yield the same tangency as after the insertion of the lead. The final forward 

; 1381 (s + 1.4)(s + 0.008) 

path is found to be G(s)Gieaa(S)Giag(s) = sE + 5) +10) + 12s + 0.0047 
The final Nichols chart is shown in Figure 11.15 and the compensated time 
response is shown in Figure 11.16. Notice that the time response has the 
expected slow climb to the final value that is typical of lag compensation. If 
your design requirements require a faster climb to the final response, then 
redesign the system with a larger bandwidth or attempt a design only with 
lead compensation. A problem at the end of the chapter provides the 
opportunity for practice. 











Skill-Assessment Exercise 11.4 





PROBLEM: Design a lag-lead compensator for a unity feedback system with the 
forward-path transfer function 

K 
~ s(s + 8)(s + 30) 





G(s) 


to meet the following specifications: %OS = 10%, T, = 0.6s, and K, = 10. Use 
frequency response techniques. 
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ANSWER: Giag(s) = 0.456 - T wey 


(s + 4.07) 
- 0.275)’ s4 


Giead(S) = 2 (525595) 


: K = 2400. 








( 


The complete solution is at www.wiley.com/college/nise. 


Case Studies 





Our ongoing antenna azimuth position control system serves now as an 
example to summarize the major objectives of the chapter. The following cases 
demonstrate the use of frequency response methods to (1) design a value of gain 
to meet a percent overshoot requirement for the closed-loop step response 
and (2) design cascade compensation to meet both transient and steady-state 
error requirements. 


Antenna Control: Gain Design 


PROBLEM: Given the antenna azimuth position control system shown on the front 
endpapers, Configuration 1, use frequency response techniques to do the following: 


a. Find the preamplifier gain required for a closed-loop response of 20% over- 
shoot for a step input. 
b. Estimate the settling time. 


SOLUTION: The block diagram for the control system is shown on the inside front 
cover (Configuration 1). The loop gain, after block diagram reduction, is 





6.63K 0.0388K 
G(s) = = 11.20 
($) = S41 71)(6 + 100) yaa a) 


Letting K = 1, the magnitude and phase frequency response plots are shown in 
Figure 10.61. 


a. To find K to yield a 20% overshoot, we first make a second-order approximation 
and assume that the second-order transient response equations relating percent 
overshoot, damping ratio, and phase margin are true for this system. Thus, a 
20% overshoot implies a damping ratio of 0.456. Using Eq. (10.73), this 
damping ratio implies a phase margin of 48.1°. The phase angle should therefore 
be (—180° + 48.1°) = —131.9°. The phase angle is —131.9° at w = 1.49 rad/s, 
where the gain is —34.1 dB. Thus K = 34.1 dB = 50.7 for a 20% overshoot. Since 
the system is third-order, the second-order approximation should be checked. A 
computer simulation shows a 20% overshoot for the step response. 

b. Adjusting the magnitude plot of Figure 10.61 for K = 50.7, we find —7 dB at 
œ =2.5rad/s, which yields a closed-loop bandwidth of 2.5 rad/s. Using 
Eq. (10.55) with ¢ = 0.456 and wgw = 2.5, we find T, = 4.63 seconds. A compu- 
ter simulation shows a settling time of approximately 5 seconds. 


Case Studies 


CHALLENGE: We now give you a problem to test your knowledge of this chapter’s 
objectives. You are given the antenna azimuth position control system shown on 
the inside front cover (Configuration 3). Using frequency response methods do the 
following: 


a. Find the value of K to yield 25% overshoot for a step input. 
b. Repeat Part a using MATLAB. 


Antenna Control: Cascade Compensation Design 


PROBLEM: Given the antenna azimuth position control system block diagram 
shown on the front endpapers, Configuration 1, use frequency response techniques 
and design cascade compensation for a closed-loop response of 20% overshoot for 
a step input, a fivefold improvement in steady-state error over the gain-compen- 
sated system operating at 20% overshoot, and a settling time of 3.5 seconds. 


SOLUTION: Following the lag-lead design procedure, we first determine the value 
of gain, K, required to meet the steady-state error requirement. 


1. Using Eq. (10.55) with ¢ = 0.456, and T, = 3.5 seconds, the required bandwidth 
is 3.3 rad/s. 


2. From the preceding case study, the gain-compensated system’s open-loop 
transfer function was, for K = 50.7, 


G(s) H(s) 6.63K 336.14 


= = 11.21 

s(s + 1.71)(s + 100)  s(s+1.71)(s + 100) ( ) 
This function yields K, = 1.97. If K = 254, then K, = 9.85, a fivefold 
improvement. 





3. The frequency response curves of Figure 10.61, which are plotted for K = 1, will 
be used for the solution. 


4. Using a second-order approximation, a 20% overshoot requires a phase margin 
of 48.1°. 


5. Select w = 3 rad/s to be the new phase-margin frequency. 


6. The phase angle at the selected phase-margin frequency is —152°. This is a phase 
margin of 28°. Allowing for a 5° contribution from the lag compensator, the lead 
compensator must contribute (48.1° — 28° + 5°) = 25.1°. 


7. The design of the lag compensator now follows. Choose the lag compensator upper 
break one decade below the new phase-margin frequency, or 0.3 rad/s. Figure 11.8 
says that we can obtain 25.1° phase shift from the lead if 8 = 0.4 or y = 1/8 = 2.5. 
Thus, the lower break for the lag is at 1/(yT) = 0.3/2.5 = 0.12 rad/s. 


Hence, 
= (s + 0.3) 
Giag(s) = 0.4 (s + 0.12) (11.22) 
8. Finally, design the lead compensator. Using Eq. (11.9), we have 
1 1 
T = 0.527 (11.23) 





E max B z 3v 0.4 
Therefore the lead compensator lower break frequency is 1/T = 1.9 
rad/s, and the upper break frequency is 1/(8T) = 4.75 rad/s. Thus, the 
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lag-lead-compensated forward path is 


7 A (6.63) (254) (s + 0.3) (s + 1.9) 
lag-lead-comp (5) ~ s(s +1.71)(s + 100) (s + 0.12) (s + 4.75) 





(11.24) 





9. A plot of the open-loop frequency response for the lag-lead-compensated 
system shows —7 dB at 5.3 rad/s. Thus, the bandwidth meets the design 
requirements for settling time. A simulation of the compensated system shows 
a20% overshoot and a settling time of approximately 3.2 seconds, compared to 
a 20% overshoot for the uncompensated system and a settling time of approxi- 
mately 5 seconds. K, for the compensated system is 9.85 compared to the 
uncompensated system value of 1.97. 


CHALLENGE: We now give you a problem to test your knowledge of this chapter’s 
objectives. You are given the antenna azimuth position control system shown on 
the front endpapers (Configuration 3). Using frequency response methods, do the 
following: 


a. Design a lag-lead compensator to yield a 15% overshoot and K, = 20. In order 
to speed up the system, the compensated system’s phase-margin frequency will 
be set to 4.6 times the phase-margin frequency of the uncompensated system. 


b. Repeat Part a using MATLAB. 
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@ summary J 


This chapter covered the design of feedback control systems using frequency 
response techniques. We learned how to design by gain adjustment as well as 
cascaded lag, lead, and lag-lead compensation. Time response characteristics 
were related to the phase margin, phase-margin frequency, and bandwidth. 

Design by gain adjustment consisted of adjusting the gain to meet a phase- 
margin specification. We located the phase-margin frequency and adjusted the gain 
to 0 dB. 

A lag compensator is basically a low-pass filter. The low-frequency gain can be 
raised to improve the steady-state error, and the high-frequency gain is reduced to 
yield stability. Lag compensation consists of setting the gain to meet the steady-state 
error requirement and then reducing the high-frequency gain to create stability and 
meet the phase-margin requirement for the transient response. 

A lead compensatoris basically a high-pass filter. The lead compensator increases 
the high-frequency gain while keeping the low-frequency gain the same. Thus, the 
steady-state error can be designed first. At the same time, the lead compensator 
increases the phase angle at high frequencies. The effect is to produce a faster, stable 
system since the uncompensated phase margin now occurs at a higher frequency. 

A lag-lead compensator combines the advantages of both the lag and the lead 
compensator. First, the lag compensator is designed to yield the proper steady-state 
error with improved stability. Next, the lead compensator is designed to speed up the 
transient response. If a single network is used as the lag-lead, additional design 
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considerations are applied so that the ratio of the lag zero to the lag pole is the same 
as the ratio of the lead pole to the lead zero. 


In the next chapter, we return to state space and develop methods to design 


desired transient and steady-state error characteristics. 


@ Review Questions 2 


1 


2. 
3. 


10. 


What major advantage does compensator design by frequency response have 
over root locus design? 


How is gain adjustment related to the transient response on the Bode diagrams? 


Briefly explain how a lag network allows the low-frequency gain to be increased 
to improve steady-state error without having the system become unstable. 


. From the Bode plot perspective, briefly explain how the lag network does not 


appreciably affect the speed of the transient response. 


. Why is the phase margin increased above that desired when designing a lag 


compensator? 


. Compare the following for uncompensated and lag-compensated systems de- 


signed to yield the same transient response: low-frequency gain, phase-margin 
frequency, gain curve value around the phase-margin frequency, and phase curve 
values around the phase-margin frequency. 


. From the Bode diagram viewpoint, briefly explain how a lead network increases 


the speed of the transient response. 


. Based upon your answer to OAPAG@hP DFiabnhanceruse 


instability. 


. Why is a correction factor added to the phase margin required to meet the 


transient response? 


When designing a lag-lead network, what difference is there in the design of the 
lag portion as compared to a separate lag compensator? 


GEE oe D 


1. 


Design the value of gain, K, for a gain margin of 
10 dB in the unity feedback system of Figure P11.1 if ROLE (S) 
[Section: 11.2] = 


C(s) 
r 











á 6) K FIGURE P11.1 
i ~ (s+4)(s+10)(s +15) 





2. For each of the systems in Problem 1, design 
K the gain, K, for a phase margin of 40°. [Section: 





Be GS) ED (gp 10) l 
3. Given the unity feedback system of Figure P11.1, 
use frequency response methods to determine 
ce. G(s) K(s +2) the value of gain, K, to yield a step response with 





~ s(s+4)(s + 6)(s + 10) a 20% overshoot if [Section: 11.2] 
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a. G(s) = s4 3G +15) 

b. Gs) = a aa 15) 

c. G(s) = — iD = + 15) 


4. Given the unity feedback system of Figure P11.1 
with 





Ks +20)(s +25) 
Ge) = 6. Oa + 061) 


do the following: [Section: 11.2] 


a. Use frequency response methods to determine 
the value of gain, K, to yield a step response with 
a 15% overshoot. Make any required second- 
order approximations. 

b. Use MATLAB or any other com- MATLAB 
puter program to test your ( ML )] 
second-order approximation 
by simulating the system for your 
designed value of K. 





. The unity feedback system fAp agoch Enh 


Figure P11.1 with 


Control Solutions 


K 
ols) = sls +7) 
is operating with 15% overshoot. Using frequency 
response techniques, design a compensator to yield 
K, = 50 with the phase-margin frequency and phase 
margin remaining approximately the same as in the 
uncompensated system. [Section: 11.3] 


. Given the unity feedback system of Figure P11.1 
with 

_ K(s+10)(s +11) 

~ s(s +3)(s + 6)(s + 9) 


do the following: [Section: 11.3] 


a. Use frequency response methods to design a lag 
compensator to yield K, = 1000 and 15% over- 
shoot for the step response. Make any required 
second-order approximations. 

b. Use MATLAB or any other com- MATLAB 
puter program to test your qa» 
second-order approximation by 
simulating the system for your de- 
signed value of Kand lag compensator. 





G(s) 
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7. The unity feedback system shown in Figure P11.1 


10. 


11. 


with 
K 


G= (s +2)(s + 5)(s +7) 





is operating with 15% overshoot. Using frequency 
response methods, design a compensator to yield 
a five-fold improvement in steady-state error with- 
out appreciably changing the transient response. 
[Section: 11.3] 


. Design a lag compensator so that the system of 


Figure P11.1 where 


K(s+4) 
(s + 2)(s + 6)(s + 8) 





G(s) = 


operates with a 45° phase margin and a static error 
constant of 100. [Section: 11.3] 


. Design a PI controller for the system of Figure 11.2 


that will yield zero steady-state error for a ramp 
input and a 9.48% overshoot for a step input. 
[Section: 11.3] 


For the system of Problem 6, do the following: 
[Section: 11.3] 


a. Use frequency response methods to find the gain, 
ape B yield about 15% overshoot. Make 
any required second-order approximations. 


b. Use frequency response methods to design a PI 
compensator to yield zero steady-state error for a 
ramp input without appreciably changing the 
transient response characteristics designed in 
Part a. 


c. Use MATLAB or anyother compu- —_ MATLAB 
terprogramtotest your second- r ML 
order approximation by simulating the 
system for your designed value of Kand 
PI compensator. 

Write a MATLAB program that will _MATIAB 

designa PI controller assuming a 

second-order approximation as follows: 


a. Allow the user to input from the key- 
board the desired percent overshoot 





b. DesignaPIcontrollerandgainto yield 
zero steady-state error for a closed- 
loop step response as well as meet the 
percent overshoot specification 











€& Display the compensated closed-loop 
step response 


12. 


13. 


14. 


15. 


Test your program on 
K 


G S R T 
©) (s+5)(s+10) 
and 25% overshoot. 


WileyPLUS 


Control Solutions 


Design a compensator for the unity 
feedback system of Figure P11.1 with 


7 K 
s(s + 3)(s + 15)(s + 20) 





G(s) 


to yield a K,=4 and a phase margin of 40°. 
[Section: 11.4] 


Consider the unity feedback system of Figure P11.1 
with 
K 


OM) = eS) 20) 


The uncompensated system has about 55% over- 
shoot and a peak time of 0.5 second when K, = 10. 
Do the following: [Section: 11.4] 


a. Use frequency response methods to design a lead 
compensator to reduce the percent overshoot to 
10%, while keeping the peak time and steady- 
state error about the same or less. Make any 


required second-order aPPAPAGS PDF 


MATLAB 





b. Use MATLAB or any other compu- 
ter program to test your 
second-order approximation by simu- 
lating the system for your designed 
value of K. 


The unity feedback system of Figure P11.1 with 


K(s +5) 
(s + 2)(s + 6)(s + 10) 





G(s) = 


is operating with 20% overshoot. [Section: 11.4] 
a. Find the settling time. 
b. Find K,. 


c. Find the phase margin and the phase-margin 
frequency. 


d. Using frequency response techniques, design a 
compensator that will yield a threefold improve- 
ment in K, and a twofold reduction in settling 
time while keeping the overshoot at 20%. 

WileyPLUS 


Control Solutions 


Repeat the design of Example 11.3 
in the text using a PD controller. 
[Section: 11.4] 


16. 


17. 
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Problems 


Repeat Problem 13 using a PD compensator. 
[Section: 11.4] 


Write a MATLAB programthat will MATLAB 
design a lead compensator assum- 

ing second-order approximations as 
follows: 


a. Allow the user to input from the key- 
board the desired percent overshoot, 
peak time, and gain required to meet a 
steady-state error specification 

b. Display the gain-compensatedBode plot 


ec. Calculate th 
and bandwidth 
Display the pole, zero, and gain of the 
lead compensator 

Display the compensated Bode plot 


f. Output the step response of the lead- 
compensated system to test your 
second-order approximation 





required phase margin 











Test your program on a unity feedback 
system where 
K(s+1) 


ee er ea 


Enhancebwing specifications are to 


18. 


19. 


20. 





be met: percent overshoot 10%, peak 


time = 0.1 second, and K,= 30. 


MATLAB 
a 


Use frequency response methods to design a lag- 
lead compensator for a unity feedback system 
where [Section: 11.4] 

K(s +7) 


Os) = S54 5) + 15) 


and the following specifications are to be met: 
percent overshoot = 15%, settling time = 0.1 sec- 
ond, and K, = 1000. 


Write a MATLAB program that will 
design a lag-lead compensator 
assuming second-order approximations 
as follows: [ Section: 11.5] 


Repeat Problem 17 for a PD 
controller. 


MATLAB 


a. Allow the user to input from the key- 
board the desired percent overshoot, 
settling time, and gain required to 
meet asteady-stateerror specification 





b. Display the gain-compensated Bode 
plot 
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21. 


22. 
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Commanded Actual 
roll angle Compensator Actuator Roll dynamics roll angle 
(5) 200 500 gs) 
s2+ 125+ 100 s(s+6) 
FIGURE P11.2 Towed-vehicle roll control 
c. Calculate the required phase margin DESIGN PROBLEMS 
and bandwidth 23. Aircraft are sometimes used to tow other vehicles. 
d. Display the poles, zeros, and the gain A roll control system for such an aircraft was dis- 
of the lag-lead compensator cussed in Problem 58 in Chapter 6. If Figure P11.2 
. mMUSei E E E represents the roll control system, use only fre- 
lot quency response techniques to do the following 
i p (Cochran, 1992): 
«e Displ h f the lag- i ; i 
top ay tue step responsa af t Ha a. Find the value of gain, K, to yield a closed-loop 
lead compensated system to test your ; a 
; ! step response with 10% overshoot. 
second-order approximation : . ; : ; 
b. Estimate peak time and settling time using the 
Use your program to do Problem 19. , 
gain-compensated frequency response. 
Given a unity feedback system with 
K WileyPLUs c. Use MATLAB to simulate your MATLAB 
G(s) = GIGS WPCS system. Compare the results of 
s(s + 2)(s +5) Control Solutions the simulation with the re- 


design a PID controller to yield zero steady-state 
error for a ramp input, as well as a 20% overshoot, 


and a peak time less than 2 cA TEn grr p 
Use only frequency response methods. ae ion: 1T. 
A unity feedback system has 


MATLAB 
K 
G(s) = 


~ s(s+3)(s+ 6) am 


If this systemhas an associated 0.5 sec- 
ond delay, use MATLAB to design the value 
of K for 20% overshoot. Make any neces- 
sary second-order approximations, but 
test your assumptions by simulating 
your design. The delay can be repre- 
sented by cascading the MATLAB function 
padé (T,n) withG(s), where Tis thedelay 
in seconds andnis the order of the Pade 
approximation (use 5). Write the program 
to do the following: 





a. Accept your value of percent overshoot 


from the keyboard 
Display the Bode plot for K=1 





b. 


Calculate the required phase margin 
and find the phase-margin frequency 
and the magnitude at the phase-margin 
frequency 





Calculate and display the value of K 


quirements in Part a and your estima- 
tion of performance in Part b. 
Enhancer .__. 

24. The model for a specific linearized TCP/IP com- 
puter network queue working under a random 
early detection (RED) algorithm has been modeled 
using the block diagram of Figure P11.1, where 
G(s) = M(s)P(s), with 





= 0.005L 


M(s) = ———— 
(3) = 0.005 


and 
140,625e~°!s 


PS) = 559 6s +10) 





Also, L is a parameter to be varied (Hollot, 2001). 


a. Adjust L to obtain a 15% overshoot in the 
transient response for step inputs. 


Simulink 


An electric ventricular assist device (EVAD) that 
helps pump blood concurrently to a defective natu- 
ral heart in sick patients can be shown to have a 
transfer function 


G(s) = 


b. Verify Part a with a Simulink 
unit step response simulation. 


25. 


Pyo(s) 1361 
Em(s) s2 + 69s + 70.85 





26. 


The input, E,,(s), is the motor’s armature voltage, 
and the output is P,,(s), the aortic blood pressure 
(Tasch, 1990). The EVAD will be controlled in the 
closed-loop configuration shown in Figure P11.1. 


a. Design a phase lag compensator to achieve a 
tenfold improvement in the steady-state error to 
step inputs without appreciably affecting the 
transient response of the uncompensated system. 


b. Use MATLAB to simulate the MATLAB 
uncompensated and compensated r ML 
systems for a unit step input. 


A Tower Trainer 60 Unmanned Aerial Vehicle has a 
transfer function 
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where ôe(s) is the elevator angle and A(s) is the 
change in altitude (Barkana, 2005). 


a. Assuming the airplane is controlled in the closed- 
loop configuration of Figure P11.1 with 
G(s) = KP(s), find the value of K that will result 
in a 30° phase margin. 


b. For the value of K calculated in Part a, obtain the 
corresponding gain margin. 


c. Obtain estimates for the system’s %OS and 
settling times T, for step inputs. 


d. Simulate the step response of MATLAB 


the system using MATLAB. 


e. Explain the simulation results and discuss any 
inaccuracies in the estimates obtained in Part c. 























P(s) h(s) 
S . ‘ : ; 
5e(s) 27. Self-guided vehicles, such as that shown in Figure 
| —34.16s° — 144.45? + 7047s + 557.2 P11.3(a), are used in factories to transport products 
~ s5 + 13.1854 + 95.9353 + 14.6152 + 31.945 from station to station. One method of construction 
Desired Desired Motor and Actual Actual 
bearing Computer wheel controller wheel Vehicle bearing 
angle position position angle 
+ KE + 5 1 
K 
(b) 
FIGURE P11.3 a. Automated guided carts in the final assembly area of lithium-ion batteries for Chevrolet Volt ™ 


electric vehicles (Rebecca Cook/Rueters/©Corbis); b. simplified block diagram of a guided cart 
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28. 


29. 


Chapter 11 Design via Frequency Response 
Desired Aileron Roll Actual 
roll Amplifier Motor torque Aircraft rate roll 
angle + 








o 
angle 
K 1 10 1 8. m 
s+1 s+5 s 








FIGURE P11.4 


is to embed a wire in the floor to provide guidance. 
Another method is to use an onboard computer and 
a laser scanning device. Bar-coded reflective devices 
at known locations allow the system to determine 
the vehicle’s angular position. This system allows 
the vehicle to travel anywhere, including between 
buildings (Stefanides, 1987). Figure P11.3(b) shows a 
simplified block diagram of the vehicle’s bearing con- 
trol system. For 11% overshoot, K is set equal to 2. 
Design a lag compensator using frequency response 
techniques to improve the steady-state error by a 
factor of 30 over that of the uncompensated system. 


An aircraft roll control system is shown in Figure 
P11.4. The torque on the aileron generates a roll rate. 
The resulting roll angle is then controlled through a 
feedback system as shown. Design a lead compensa- 


tor for a 60° phase margin andkpago PDF 


The transfer function from applied force to arm 
displacement for the arm of a hard disk drive has 
been identified as 

X(s) _ 3.3333 x 10* 

F(s) 








G(s) = ~ 
The position of the arm will be controlled using the 
feedback loop shown in Figure P11.1 (Yan, 2003). 
a. Design a lead compensator to achieve closed-loop 
stability with a transient response of 16% over- 
shoot and a settling time of 2 msec for a step input. 








b. Verify your design through MATLAB 


MATLAB simulations. 


WileyPLUS 


Control Solutions 


30. A pitch axis attitude control system 
utilizing a momentum wheel was the sub- 
ject of Problem 61 in Chapter 8. In that 
problem, the compensator is shown as a PI compen- 
sator. We want to replace the PI compensator with a 
lag-lead compensator to improve both transient and 
steady-state error performance. The block diagram 
for the pitch axis attitude control is shown in Figure 
P11.5, where 6,(s) is a commanded pitch angle and 
o(s) is the actual pitch angle of the spacecraft. If t = 
23 seconds and J, = 963 | in-Ib-s*, do the following 
(Piper, 1992): 

a. Design a lag-lead compensator and find G,(s) 
Enharicerld a system with the following 
performance specifications: percent overshoot = 
20%, settling time = 10 seconds, K, = 200. Make 

any required second-order approximations. 


Use MATLAB or any other compu- MATLAB 
ter program to test your second- 

order approximation by simulating 
the system for your designed value 


of Kand lag-lead compensator. 





31. For the heat exchange system described in Problem 
36, Chapter 9 (Smith, 2002): 








Hsys(s) Disturbance 
Moment T=0 Pitch 
Aea C Miep l d a Puteh 
command ompensator y y aut 
6.(s) + HAs) + 1 Ty(s) _ 1 (s) 
w = a 
z Ls? 

















FIGURE P11.5 


a. Design a passive lag-lead compensator to 
achieve 5% steady-state error with a transient 
response of 10% overshoot and a settling time of 
60 seconds for step inputs. 


b. Use MATLAB to simulate and MATLAB 


verify your design. 


32. Active front steering is used in front-steering four- 


wheel cars to control the yaw rate of the vehicle as a 
function of changes in wheel-steering commands. 
For a certain car, and under certain conditions, it has 
been shown that the transfer function from steering 
wheel angle to yaw rate is given by (Zhang, 2008): 


28.45 + 119.7 


PS) = a7 isy aA 


The system is controlled in a unity-feedback 
configuration. 


a. Use the Nichols chart and follow the procedure 
of Example 11.5 to design a lag-lead compensa- 
tor such that the system has zero steady-state 
error for a step input. The bandwidth of the 
closed-loop system must be wg = 10 rad/sec. 
Let the open-loop magnitude response peak be 


less than 1 dB and the steadApago coppr Eahsncen 


K, = 20. 

b. Relax the bandwidth requirement to wg > 10 
rad/sec. Design the system for a steady-state 
error of zero for a step input. Let the open- 
loop magnitude response peak be less than 
1 dB and K, = 20 using only a lead compensator. 


of MATLAB 





c. Simulate the step respons 
both designs using MATLAB. 


PROGRESSIVE ANALYSIS AND DESIGN PROBLEMS 
33. High-speed rail pantograph. Problem 21 in Chap- 


ter 1 discusses active control of a pantograph mech- 
anism for high-speed rail systems. In Problem 79(a), 
Chapter 5, you found the block diagram for the 
active pantograph control system. In Chapter 8, 
Problem 72, you designed the gain to yield a 
closed-loop step response with 38% overshoot. A 
plot of the step response should have shown a 
settling time greater than 0.5 second as well as a 
high-frequency oscillation superimposed over the 
step response. In Chapter 9, Problem 55, we reduced 
the settling time to about 0.3 second, reduced the 
step response steady-state error to zero, and 


34. 


Problems 659 
eliminated the high-frequency oscillations using a 
notch filter (O’Connor, 1997). Using the equivalent 
forward transfer function found in Chapter 5 
cascaded with the notch filter specified in Chapter 9, 
design, using frequency response techniques, a 
lag-lead compensator to meet the following 
specifications: 
a. At least 35° phase margin 
b. A maximum of 10% steady-state error for the 
closed-loop step response 


c. At least 35 rad/s bandwidth 

Control of HIV/AIDS. In Chapter 6, the model for 
an HIV/AIDS patient treated with RTIs was linear- 
ized and shown to be 

Y(s) 
U1 (s) 


o —520s — 10.3844 
9 + 2.68178? + 0.11s + 0.0126 


7 —520(s + 0.02) 
~ (s+ 2.2644)(s? + 0.04s + 0.0048) 





P(s) = 





It is assumed here that the patient will be treated 
and monitored using the closed-loop configuration 
shown in Figure P11.1 Since the plant has a negative 
EG ie simplicity that G(s) = 
) <0. Assume also that the 
specifications ie design are (1) zero steady- 
state error for step inputs, (2) overdamped time- 
domain response, and (3) settling time T, ~ 100 
days (Craig, 2004). 
a. The overdamped specification requires a 
u ~ 90°. Find the corresponding bandwidth 
required to satisfy the settling time requirement. 


b. The zero steady-state error specification implies 
that the open-loop transfer function must be 
augmented to Type 1. The —0.02 zero of the 
plant adds too much phase lead at low frequen- 
cies, and the complex conjugate poles, if left 
uncompensated within the loop, result in un- 
desired oscillations in the time domain. Thus, 
as an initial approach to compensation for this 
system we can try 


—K(s? + 0.04s + 0.0048) 
s(s + 0.02) 





G.(s) = 


For K = 1, make a Bode plot of the resulting system. 
Obtain the value of K necessary to achieve the 
design demands. Check for closed-loop stability. 
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Chapter 11 


c. Simulate the unit step res- MATLAB 


ponse of the system using MAT- ( ML )] 
LAB. Adjust K to achieve the 


desired response. 





Hybrid vehicle. In Part b of Problem 10.55 we used a 
proportional-plus-integral (PI) speed controller 
that resulted in an overshoot of 20% and a settling 
time, T, = 3.92 seconds (Preitl, 2007). 


a. Now assume that the system specifications re- 
quire a steady-state error of zero for a step input, 
a ramp input steady-state error <2%, a %OS 
< 4.32%, and a settling time < 4 seconds. One 
way to achieve these requirements is to cancel 
the PI-controller’s zero, Zz, with the real pole of 
the uncompensated system closest to the origin 
(located at —0.0163). Assuming exact cancella- 
tion is possible, the plant and controller transfer 
function becomes 


_ K(s+0.6) 
Gls) = 5 £05858) 


Design the system to meet the requirements. You 
may use the following steps: 


Design via Frequency Response 


settling time is less than 4 seconds and 
whether the requirement of a %OS < 4.32% 
has been met. Redesign if the simulation 
shows that the %OS and/or the steady-state 
error requirements have not been met. If all 
requirements are met, you have completed the 
design. 


b. In most cases, perfect pole-zero cancellation is 
not possible. Assume that you want to check 
what happens if the PI-controller’s zero changes 
by + 20%, e.g., if Zz moves to: 





Case 1: —0.01304 
or to 


Case 2: —0.01956. 


The plant and controller transfer function in 
these cases will be, respectively: 




















= — K(s + 0.6)(s + 0.01304) 
Case Te Gls) = a ODII 40.3838) 
= — K(s + 0.6)(s + 0.01956) 
Case 2: G(s) = Ts 40,0163) + 0.5858) 


Set K in each case to the value required by the 


i. Set the gain, K, to the ‘Apa of PDF Enhancer specifications and plot the Bode 


steady-state error specifiĉatioñs. Plot the 
Bode magnitude and phase diagrams. 


ii. Calculate the required phase margin to meet 
the damping ratio or equivalently the %OS 
requirement, using Eq. (10.73). If the phase 
margin found from the Bode plot obtained in 
Step i is greater than the required value, 
simulate the system to check whether the 


magnitude and phase diagrams. Simulate the closed- 
loop step response for each of the three locations of 
Zr. pole/zero cancellation, Case 1, and Case 2, given 
in the problem. 

Do the responses obtained resemble a second- 
order overdamped, critically damped, or under- 
damped response? Is there a need to add a deriva- 
tive mode? 


COIs cyber Exploration Laboratory FD 


Experiment 11.1 


Objectives To design a PID controller using MATLAB’s SISO Design Tool. To 
see the effect of a PI and a PD controller on the magnitude and phase responses at 
each step of the design of a PID controller. 


Minimum Required Software Packages MATLAB, and the Control 


System Toolbox 
Prelab 


1. What is the phase margin required for 12% overshoot? 


2. What is the bandwidth required for 12% overshoot and a peak time of 2 seconds? 


. Given a unity feedback system with G(s) = 


Bibliography 
K 
s(s + 1)(s +4)’ 
required to yield the phase margin found in Prelab 1? What is the phase-margin 
frequency? 


what is the gain, K, 


. Design a PI controller to yield a phase margin 5° more than that found in Prelab 1. 


. Complete the design of a PID controller for the system of Prelab 3. 


Lab 


. Using MATLAB’s SISO Design Tool, set up the system of Prelab 3 and display 


the open-loop Bode plots and the closed-loop step response. 


. Drag the Bode magnitude plot in a vertical direction until the phase margin found 


in Prelab 1 is obtained. Record the gain K, the phase margin, the phase-margin 
frequency, the percent overshoot, and the peak time. Move the magnitude curve 
up and down and note the effect upon the phase curve, the phase margin, and the 
phase-margin frequency. 


. Design the PI controller by adding a pole at the origin and a zero one decade below 


the phase-margin frequency found in Lab 2. Readjust the gain to yield a phase 
margin 5° higher than that found in Prelab 1. Record the gain K, the phase margin, 
the phase-margin frequency, the percent overshoot, and the peak time. Move the 
zero back and forth in the vicinity of its current location and note the effect on the 
magnitude and phase curve. Move the magnitude curve up and down and note its 
effect on the phase curve, the phase margin, and the phase-margin frequency. 


. Design the PD portion of the PID controller by first adjusting the magnitude 


curve to yield a phase-margin frequency slightly below the bandwidth calculated 
in Prelab 2. Add a zero to theggystem and ntin AHE the phase 
margin calculated in Prelab AR Apads PDE nhan the 


magnitude curve and note its effect. 


Postlab 


1. 


Compare the Prelab PID design with that obtained via the SISO Design Tool. In 
particular, compare the gain K, the phase margin, the phase-margin frequency, 
the percent overshoot, and the peak time. 


. For the uncompensated system, describe the effect of changing gain on the phase 


curve, the phase margin, and the phase-margin frequency. 


. For the PI-compensated system, describe the effect of changing gain on the phase 


curve, the phase margin, and the phase-margin frequency. Repeat for changes in 
the zero location. 


. For the PID-compensated system, describe the effect of changing gain on the 


phase curve, the phase margin, and the phase-margin frequency. Repeat for 
changes in the PD zero location. 
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This chapter covers only state-space metho 


@ chapter Learning Outcomes $ 


After completing this chapter the student will be able to: 


State Space 


@ Design a state-feedback controller using pole placement for systems represented in 
phase-variable form to meet transient response specifications (Sections 12.1-12.2) 


@ Determine if a system is controllable (Section 12.3) 


@ Design a state-feedback controller using pole placement for systems not repre- 
sented in phase-variable form to meet transient response specifications 
(Section 12.4) 


@ Design a state-feedback observer using pole placement for systems represented in 
observer canonical form (Section 12.5) 


@ Determine if a system is observable (Section 12.6) 


@ Design a state-feedback observer using pole placement for systems not represented 
in observer canonical form (Section 12.7) 


@ Design steady-state error characteristics for systems represented in state space 
(Section 12.8) 
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@ case Study Learning Outcomes $ 


You will be able to demonstrate your knowledge of the chapter objectives with case 
studies as follows: 


@ Given the antenna azimuth position control system shown on the front endpapers, 
you will be able to specify all closed-loop poles and then design a state-feedback 
controller to meet transient response specifications. 

@ Given the antenna azimuth position control system shown on the front endpapers, 
you will be able to design an observer to estimate the states. 

@ Given the antenna azimuth position control system shown on the front endpapers, 
you will be able to combine the controller and observer designs into a viable 
compensator for the system. 


@ 12.1 Introduction 


FIGURE 12.1 A robot in a hospital 
pharmacy selects medications by bar 


code 


Chapter 3 introduced the concepts of state-space analysis and system modeling. We 
showed that state-space methods, like transform methods, are simply tools for 
analyzing and designing feedback control systems. However, state-space techniques 
can be applied to a wider class of systems than transform methods. Systems with 
nonljnearities, such gs shgwn ip Figure 12.1, and multiple-input, multiple-output 
wiPaAge we DE: BADANCR Tate space approach. In this book, 
however, we apply the approach only to linear systems. 


In Chapters 9 and 11, we applied frequency domain methods to system design. 
The basic design technique is to create a compensator in cascade with the plant or in 





12.2 Controller Design 


the feedback path that has the correct additional poles and zeros to yield a desired 
transient response and steady-state error. 

One of the drawbacks of frequency domain methods of design, using either 
root locus or frequency response techniques, is that after designing the location of 
the dominant second-order pair of poles, we keep our fingers crossed, hoping that 
the higher-order poles do not affect the second-order approximation. What we 
would like to be able to do is specify all closed-loop poles of the higher-order system. 
Frequency domain methods of design do not allow us to specify all poles in systems 
of order higher than 2 because they do not allow for a sufficient number of unknown 
parameters to place all of the closed-loop poles uniquely. One gain to adjust, or 
compensator pole and zero to select, does not yield a sufficient number of parame- 
ters to place all the closed-loop poles at desired locations. Remember, to place 
n unknown quantities, you need n adjustable parameters. State-space methods solve 
this problem by introducing into the system (1) other adjustable parameters and 
(2) the technique for finding these parameter values, so that we can properly place all 
poles of the closed-loop system.’ 

On the other hand, state-space methods do not allow the specification of 
closed-loop zero locations, which frequency domain methods do allow through 
placement of the lead compensator zero. This is a disadvantage of state-space 
methods, since the location of the zero does affect the transient response. Also, a 
state-space design may prove to be very sensitive to parameter changes. 

Finally, there is a wide range of computational support for state-space methods; 
many software packages support the matrix algebra required by the design process. 
However, as mentioned before, the advantages of computer support are balanced by 
the loss of graphic insight into a design problem that the frequency domain methods 


yield. 
This chapter should be consi RAJO, EDF Enhancer, 


we introduce one state-space design technique and apply it only to linear systems. 
Advanced study is required to apply state-space techniques to the design of systems 
beyond the scope of this textbook. 


@ 12.2 Controller Design 


This section shows how to introduce additional parameters into a system so that we 
can control the location of all closed-loop poles. An nth-order feedback control 
system has an mth-order closed-loop characteristic equation of the form 


s+ dys) He Hays + ao =0 (12.1) 


Since the coefficient of the highest power of s is unity, there are n coefficients whose 
values determine the system’s closed-loop pole locations. Thus, if we can introduce 
n adjustable parameters into the system and relate them to the coefficients in 
Eq. (12.1), all of the poles of the closed-loop system can be set to any desired 
location. 


1 This is an advantage as long as we know where to place the higher-order poles, which is not always the 
case. One course of action is to place the higher-order poles far from the dominant second-order poles or 
near a closed-loop zero to keep the second-order system design valid. Another approach is to use optimal 
control concepts, which are beyond the scope of this text. 
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FIGURE 12.2 a. State-space 
representation of a plant; b. plant 
with state-variable feedback 
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Topology for Pole Placement 
In order to lay the groundwork for the approach, consider a plant represented in 
state space by 


x = Ax+ Bu (12.2a) 


y= Cx (12.2b) 


and shown pictorially in Figure 12.2(a), where light lines are scalars and the heavy 
lines are vectors. 

In a typical feedback control system, the output, y, is fed back to the summing 
junction. It is now that the topology of the design changes. Instead of feeding back y, 
what if we feed back all of the state variables? If each state variable is fed back to the 
control, u, through a gain, k;, there would be n gains, k;, that could be adjusted to 
yield the required closed-loop pole values. The feedback through the gains, k;, is 
represented in Figure 12.2(b) by the feedback vector —K. 

The state equations for the closed-loop system of Figure 12.2(b) can be written 
by inspection as 





x = Ax + Bu = Ax + B(—Kx + r) = (A — BK)x + Br (12.3a) 

















y = Cx (12.3b) 


APAI QRR Eou PENRAN GS Fica of how the feedback system of 


Figure 12.2(b) is actually implemented. As an example, assume a plant signal-flow 
graph in phase-variable form, as shown in Figure 12.3(a). Each state variable is then 
fed back to the plant’s input, u, through a gain, k;, as shown in Figure 12.3(b). 
Although we will cover other representations later in the chapter, the phase-variable 








12.2 Controller Design 





form, with its typical lower companion system matrix, or the controller canonical 
form, with its typical upper companion system matrix, yields the simplest evaluation 
of the feedback gains. In the ensuing discussion, we use the phase-variable form to 
develop and demonstrate the concepts. End-of-chapter problems will give you an 
opportunity to develop and test the concepts for the controller canonical form. 

The design of state-variable feedback for closed-loop pole placement consists 
of equating the characteristic equation of a closed-loop system, such as that shown in 
Figure 12.3(b), to a desired characteristic equation and then finding the values of the 
feedback gains, k;. 

If a plant like that shown in Figure 12.3(a) is of high order and not represented 
in phase-variable or controller canonical form, the solution for the k;’s can be 
intricate. Thus, it is advisable to transform the system to either of these forms, design 
the ks, and then transform the system back to its original representation. We 
perform this conversion in Section 12.4, where we develop a method for performing 
the transformations. Until then, let us direct our attention to plants represented in 
phase-variable form. 
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FIGURE 12.3 a. Phase- 
variable representation for 
plant; b. plant with state- 
variable feedback 


668 


Chapter 12 Design via State Space 


Pole Placement for Plants in Phase-Variable Form 

To apply pole-placement methodology to plants represented in phase-variable form, 
we take the following steps: 

1. Represent the plant in phase-variable form. 

2. Feed back each phase variable to the input of the plant through a gain, k;. 

3. Find the characteristic equation for the closed-loop system represented in Step 2. 
4 


. Decide upon all closed-loop pole locations and determine an equivalent charac- 
teristic equation. 
5. Equate like coefficients of the characteristic equations from Steps 3 and 4 and 
solve for k;. 


Following these steps, the phase-variable representation of the plant is given by 
Eq. (12.2), with 


1 0 
0 
A= ; B= ; 
—ay —-aAy —aAQ +": —ay-1 1 
C=[cr co ++: ca] (12.4) 


The characteristic equation of the plant is thus 


s+ ays} Hees Hays + a= O (12.5) 

Npa IPDP syi Prértle gk each state variable to u, forming 
where 

K=[ki kp - ka] (12.7) 


The kys are the phase variables’ feedback gains. 
Using Eq. (12.3a) with Eqs. (12.4) and (12.7), the system matrix, A — BK, for 
the closed-loop system is 


0 1 0 vee 0 
A-BK=| | | (12.8) 
—(ao+ kı) —(a1 +k) —(a2 + k3) +++) —(an-1 + kn) 


Since Eq. (12.8) is in phase-variable form, the characteristic equation of the closed- 
loop system can be written by inspection as 


det(sI — (A — BK)) = s” + (an-1 + kn)! + (an-2 + Kn-1) 8"? 


+- (a, + k2)s + (ao + kı) =0 wee 





Notice the relationship between Eqs. (12.5) and (12.9). For plants represented in 
phase-variable form, we can write by inspection the closed-loop characteristic 
equation from the open-loop characteristic equation by adding the appropriate k; 
to each coefficient. 
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Now assume that the desired characteristic equation for proper pole place- 
ment is 





s” das! + das? + -- -+ dzs? + dis + do = 0 (12.10) 


where the d,’s are the desired coefficients. Equating Eqs. (12.9) and (12.10), we 
obtain 


di = a; + kiņ1 i=0, 1, 2,...,n—-—1 (12.11) 


from which 


Kian = di = aj (12.12) 


Now that we have found the denominator of the closed-loop transfer function, 
let us find the numerator. For systems represented in phase-variable form, we 
learned that the numerator polynomial is formed from the coefficients of the output 
coupling matrix, C. Since Figures 12.3(a) and (b) are both in phase-variable form 
and have the same output coupling matrix, we conclude that the numerators of their 
transfer functions are the same. Let us look at a design example. 


Example 12.1 





Controller Design for Phase-Variable Form 


PROBLEM: Given the plant 
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G(s) = ane (12.13) 


design the phase-variable feedback gains to yield 9.5% overshoot and a settling 
time of 0.74 second. 


SOLUTION: We begin by calculating the desired closed-loop characteristic equa- 
tion. Using the transient response requirements, the closed-loop poles are 
—5.4 + j7.2. Since the system is third-order, we must select another closed-loop 
pole. The closed-loop system will have a zero at —5, the same as the open-loop 
system. We could select the third closed-loop pole to cancel the closed-loop zero. 
However, to demonstrate the effect of the third pole and the design process, 
including the need for simulation, let us choose —5.1 as the location of the third 
closed-loop pole. 

Now draw the signal-flow diagram for the plant. The result is shown in 
Figure 12.4(a). Next feed back all state variables to the control, u, through gains k;, 
as shown in Figure 12.4(b). 

Writing the closed-loop system’s state equations from Figure 12.4(b), we have 





0 1 0 0 
x=! 0 0 1 |x+lolr (12.14a) 
kı —(4+k2) —(5+ks) 1 





y=[100 20 0]x (12.14b) 
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FIGURE 12.4 a. Phase-variable 
representation for plant of 
Example 12.1; b. plant with 





state-variable feedback Apago PDF Enhancer 


Comparing Eqs. (12.14) to Eqs. (12.3), we identify the closed-loop system 
matrix as 


0 1 0 
A-BK=| 0 0 1 (12.15) 
aky> -(4+k2) -(5+ ks) 


To find the closed-loop system’s characteristic equation, form 
det(sI — (A — BK) ) = 5° + (5 + k3)? + (4+ ko)s+ kı =0 (12.16) 
This equation must match the desired characteristic equation, 
s? + 15.9s* + 136.08s + 413.1 = 0 (12.17) 
formed from the poles —5.4 + j7.2, —5.4 — j7.2, and —5.1, which were previously 
determined. 


Equating the coefficients of Eqs. (12.16) and (12.17), we obtain 


kı = 413.1; kz = 132.08; k = 10.9 (12.18) 
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Finally, the zero term of the closed-loop transfer function is the same as the 
zero term of the open-loop system, or (s + 5). 
Using Eqs. (12.14), we obtain the following state-space representation of the 


closed-loop system: Ap ago PDF Enhancer 
0 1 0 0 
x= 0 0 1 x+ |o0jr (12.19a) 
—413.1 —136.08 —15.9 1 
y=[100 20 O)x (12.19b) 


The transfer function is 


20(s + 5) 


T = 
(8) = 345.052 + 136.085 + 413.1 





(12.20) 


Figure 12.5, a simulation of the closed-loop system, shows 11.5% overshoot 
and a settling time of 0.8 second. A redesign with the third pole canceling the zero 
at —5 will yield performance equal to the requirements. 

Since the steady-state response approaches 0.24 instead of unity, there is a 
large steady-state error. Design techniques to reduce this error are discussed in 
Section 12.8. 


Students who are using MATLAB shouldnowrunchl12pl1 inAppendixB. 
You will learn how to use MATLAB to design a controller for phase 
variables using pole placement. MATLAB will plot the step re- 











sponse of the designed system. This exercise solves Example 12.1 
using MATLAB. 
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FIGURE 12.5 Simulation of 
closed-loop system of 
Example 12.1 


MATLAB 
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Trylt 12.1 


Use MATLAB, the Control 
System Toolbox, and the fol- 
lowing statements to solve for 
the phase-variable feedback 
gains to place the poles of the 
system in Skill-Assessment 
Exercise 12.1 at 

3+j5, —3—j5, and —10. 


A=(010 

OO 

OR Sich 
S020 7 1) 
poles=[-3+5j,... 
=8= 93) p =O] 
K=acker (A,B, poles) 
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Skill-Assessment Exercise 12.1 


PROBLEMS: For the plant 


G(s) = 100(s + 10) 


~ s(s +3)(s + 12) 


represented in the state space in phase-variable form by 


0 1 0 0 
x= Ax+Bu= |0 0 1}/x+ /0]u 

0 -36 —-15 1 
y=Cx=[1000 100 O)x 


design the phase-variable feedback gains to yield 5% overshoot and a peak time of 
0.3 second. 


ANSWER: K = [2094 373.1 14.97] 


The complete solution is located at www.wiley.com/college/nise. 


In this section, we showed how to design feedback gains for plants represented 
in phase-variable form in order to place all of the closed-loop system’s poles at 
desigy: Ss (PP Pp arf seve ererit appears that the method should 
always work*tor any system. However, this is not the case. The conditions that must 
exist in order to uniquely place the closed-loop poles where we want them is the 
topic of the next section. 


@ 12.3 Controllability 


Consider the parallel form shown in Figure 12.6(a). To control the pole location of 
the closed-loop system, we are saying implicitly that the control signal, u, can control 
the behavior of each state variable in x. If any one of the state variables cannot be 
controlled by the control u, then we cannot place the poles of the system where we 
desire. For example, in Figure 12.6(b), if x; were not controllable by the control 
signal and if x, also exhibited an unstable response due to a nonzero initial condition, 
there would be no way to effect a state-feedback design to stabilize x1; x, would 
perform in its own way regardless of the control signal, u. Thus, in some systems, a 
state-feedback design is not possible. 
We now make the following definition based upon the previous discussion: 


If an input to a system can be found that takes every state variable from a desired 
initial state to a desired final state, the system is said to be controllable; otherwise, 
the system is uncontrollable. 


Pole placement is a viable design technique only for systems that are controllable. 
This section shows how to determine, a priori, whether pole placement is a viable 
design technique for a controller. 


12.3 Controllability 
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FIGURE 12.6 Comparison of 
Ug a. controllable and b. un- 
(b) controllable systems 


Controllability by Inspection 

We can explore controllability from another viewpoint: that of the state equation 
itself. When the system matrix is diagonal, as it is for the parallel form, it is apparent 
whether or not the system is controllable. For example, the state equation for 
Figure 12.6(a) is 


-a 0 0 1 
x=|] 0 -a 0 |x+]l|1ļu (12.21) 
0 0 —a3 1 
or 
x1 = -AXx1 +u (12.22a) 
X2 = —AaA2X2 +u (12.22b) 


B= —a3xX3 + u (12.22c) 
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Since each of Eqs. (12.22) is independent and decoupled from the rest, the control u 
affects each of the state variables. This is controllability from another perspective. 
Now let us look at the state equations for the system of Figure 12.6(b): 


—a, 0 0 0 
šx=| 0 -as 0 |x+|1ļu (12.23) 
0 0 =% 1 
or 
x4 = —A4X1 (12.24a) 
X2 = —A5X2 +u (12.24b) 
43 = —6x3 + U (12.24c) 





From the state equations in (12.23) or (12.24), we see that state variable x, is not 
controlled by the control u. Thus, the system is said to be uncontrollable. 

In summary, a system with distinct eigenvalues and a diagonal system matrix is 
controllable if the input coupling matrix B does not have any rows that are zero. 


The Controllability Matrix 
Tests for controllability that we have so far explored cannot be used for representa- 
tions of the system other than the diagonal or parallel form with distinct eigenvalues. 
The problem of nee EHRE gets more complicated if the system has 
multp Ab! Gi a arallel form. Further, one cannot 
alway; a oa contro o, HHaAHGE pai systems that are not represented 
in parallel form. In other a existence of paths from the input to the state 
variables is not a criterion for controllability since the equations are not decoupled. 

In order to be able to determine controllability or, alternatively, to design state 
feedback for a plant under any representation or choice of state variables, a matrix 
can be derived that must have a particular property if all state variables are to be 
controlled by the plant input, u. We now state the requirement for controllability, 
including the form, property, and name of this matrix.’ 

An nth-order plant whose state equation is 


x = Ax+ Bu (12.25) 


is completely controllable? if the matrix 





Cu =[B AB A’B ..- A”'B] (12.26) 











is of rank n, where Cy is called the controllability matrix. As an example, let us 
choose a system represented in parallel form with multiple roots. 


? See the work listed in the Bibliography by Ogata (1990: 699-702) for the derivation. 

3 Completely controllable means that all state variables are controllable. This textbook uses controllable to 
mean completely controllable. 

4See Appendix G at www.wiley.com/college/nise for the definition of rank. For single-input systems, 
instead of specifying rank n, we can say that Cm must be nonsingular, possess an inverse, or have linearly 
independent rows and columns. 


12.3 Controllability 


Example 12.2 


Controllability via the Controllability Matrix 


PROBLEM: Given the system of Figure 12.7, represented by a signal-flow diagram, 
determine its controllability. 





FIGURE 12.7 System for Example 12.2 


SOLUTION: The state equation for the system written from the signal-flow diagram is 


-1 i 0 0 
x=Ax+Bu=| 0 -1 Oļx+|1ļ|u (12.27) 
0 0 -2 1 


At first it would appear that the Apa Te cous hatrcer ie 
B matrix. Remember, though, that t iguration PoE E to iret labi n only 
if the poles are real and distinct. In this case, we have multiple poles at — 

The controllability matrix is 


0 1 -2 
Cu=[B AB A°B]=|1 -1 1 (12.28) 
-2 4 


The rank of Cm equals the number of linearly independent rows or columns. The 
rank can be found by finding the highest-order square submatrix that is non- 
singular. The determinant of Cm = —1. Since the determinant is not zero, the 3 x 3 
matrix is nonsingular, and the rank of Cy is 3. We conclude that the system is 
controllable since the rank of Cp equals the system order. Thus, the poles of the 
system can be placed using state-variable feedback design. 





Students who are using MATLAB shouldnowrunchl12p2 inAppendixB. 
You will learn how to use MATLAB to test a system for controlla- 
bility. This exercise solves Example 12.2 using MATLAB. 








In the previous example, we found that even though an element of the input 
coupling matrix was zero, the system was controllable. If we look at Figure 12.7, we 
can see why. In this figure, all of the state variables are driven by the input u. 

On the other hand, if we disconnect the input at either dx;/dt, dx2/dt, or 
dx3/dt, at least one state variable would not be controllable. To see the effect, let us 


MATLAB 
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Trylt 12.2 


Use MATLAB, the Control 
System Toolbox, and the 
following statements to solve 


Skill-Assessment Exercise 12.2. 


A=[-1 1 2 
O=i 5 
O S =a] 
B=[2;1;1] 
Cm=ctrb(A, B) 
Rank=rank(Cm) 
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disconnect the input at dx2/dt. This causes the B matrix to become 
0 
B= |0 (12.29) 
1 


We can see that the system is now uncontrollable, since x; and xz are no longer controlled 
by the input. This conclusion is borne out by the controllability matrix, which is now 


0 0 0 
Cu=[B AB A’B]=|0 0 0 (12.30) 
1-2 4 


Not only is the determinant of this matrix equal to zero, but so is the determinant of 
any 2 x 2 submatrix. Thus, the rank of Eq. (12.30) is 1. The system is uncontrollable 
because the rank of Cy is 1, which is less than the order, 3, of the system. 


Skill-Assessment Exercise 12.2 


PROBLEM: Determine whether the system 


2 
x = Ax + Bu = S5}x+]1]u 
1 


< Apago PDF Enhancer 


ANSWER: Controllable 


The complete solution is located at www.wiley.com/college/nise. 


In summary, then, pole-placement design through state-variable feedback is 
simplified by using the phase-variable form for the plant’s state equations. However, 
controllability, the ability for pole-placement design to succeed, can be visualized 
best in the parallel form, where the system matrix is diagonal with distinct roots. In 
any event, the controllability matrix will always tell the designer whether the 
implementation is viable for state-feedback design. 

The next section shows how to design state-variable feedback for systems not 
represented in phase-variable form. We use the controllability matrix as a tool for 
transforming a system to phase-variable form for the design of state-variable feedback. 


E 12.4 Alternative Approaches to Controller Design 


Section 12.2 showed how to design state-variable feedback to yield desired closed- 
loop poles. We demonstrated this method using systems represented in phase- 
variable form and saw how simple it was to calculate the feedback gains. Many 
times the physics of the problem requires feedback from state variables that are not 
phase variables. For these systems we have some choices for a design methodology. 


12.4 Alternative Approaches to Controller Design 


The first method consists of matching the coefficients of det(sI — (A — BK)) 
with the coefficients of the desired characteristic equation, which is the same method 
we used for systems represented in phase variables. This technique, in general, leads 
to difficult calculations of the feedback gains, especially for higher-order systems not 
represented with phase variables. Let us illustrate this technique with an example. 


Example 12.3 


Controller Design by Matching Coefficients 


PROBLEM: Given a plant, Y(s)/U(s) = 10/[(s + 1)(s + 2)], design state feedback 
for the plant represented in cascade form to yield a 15% overshoot with a settling 
time of 0.5 second. 


SOLUTION: The signal-flow diagram for the plant in cascade form is shown in 
Figure 12.8(a). Figure 12.8(b) shows the system with state feedback added. Writing 
the state equations from Figure 12.8(b), we have 


x= Be an lih (12.31a) 

y=[10 OJx (12.31b) 
where the characteristic equation is 

s? + (ko +3)s + (2k2 + kı +2) =0 (12.32) 


Using the transient response PAPAYS PDE: Fv baTrewr the 


desired characteristic equation 
s? + 16s + 239.5 =0 (12.33) 


Equating the middle coefficients of Eqs. (12.32) and (12.33), we find kz = 13. 
Equating the last coefficients of these equations along with the result for kz yields 
kı = 211.5. 





ale 
ale 


(a) 





=k; 


(b) 
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FIGURE 12.8 a. Signal-flow 
graph in cascade form for 
G(s) = 10/[(s + 1)(s + 2)]; 

b. system with state feedback 
added 
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The second method consists of transforming the system to phase variables, 
designing the feedback gains, and transforming the designed system back to its 
original state-variable representation.” This method requires that we first develop 
the transformation between a system and its representation in phase-variable form. 

Assume a plant not represented in phase-variable form, 


z= Az + Bu (12.34a) 
y= Cz (12.34b) 

whose controllability matrix is 
Cm =|B AB A’B---A”'B] (12.35) 


Assume that the system can be transformed into the phase-variable (x) representa- 
tion with the transformation 








Z= Px (12.36) 








Substituting this transformation into Eqs. (12.34), we get 
=P 'APx + P 'Bu (12.37a) 
y = CPx (12.37b) 


whose controllability matrix is 


“apaige | PHP CERhEnEeE o: (P'AP)™!(P'B)] 


P-—'AP)(PB) (P-'AP)(P- PAR .-- (PIAP) 
(P- oe 1AP) .-. (P 'AP)(P'B)] 
=P'|B AB A’B .-- A”'B (12.38) 


Substituting Eq. (12.35) into (12.38) and solving for P, we obtain 








P=CwCy, | (12.39) 








Thus, the transformation matrix, P, can be found from the two controllability 
matrices. 

After transforming the system to phase variables, we design the feedback gains 
as in Section 12.2. Hence, including both feedback and input, u = —K,x + r, Eqs. 
(12.37) becomes 


x = P'APx— P 'BK,x+ P 'Br 
= (P'AP — P!BK,)x + P 'Br (12.40a) 
= CPx (12.40b) 


Since this equation is in phase-variable form, the zeros of this closed-loop system are 
determined from the polynomial formed from the elements of CP, as explained in 
Section 12.2. 


*See the discussions of Ackermann’s formula in Franklin (1994) and Ogata (1990), listed in the 
Bibliography. 


12.4 Alternative Approaches to Controller Design 


Using x = P~'z, we transform Eqs. (12.40) from phase variables back to the 
original representation and get 


ż = Az— BK,P™!z + Br = (A — BK,P')z + Br (12.41a) 
y= Cz (12.41b) 


Comparing Eqs. (12.41) with (12.3), the state variable feedback gain, K,, for the 
original system is 





K, = K,P! (12.42) 











The transfer function of this closed-loop system is the same as the transfer function 
for Eqs. (12.40), since Eqs. (12.40) and (12.41) represent the same system. Thus, the 
zeros of the closed-loop transfer function are the same as the zeros of the un- 
compensated plant, based upon the development in Section 12.2. Let us demonstrate 
with a design example. 


Example 12.4 





Controller Design by Transformation 


PROBLEM: Design a state-variable feedback controller to yield a 20.8% overshoot 
and a settling time of 4 seconds for a plant, 


(s +4) 
G(s) = 12.43 
i Apaġo PDF Enhancer ` 


that is represented in cascade form as shown in Figure 12.9. 








SOLUTION: First find the state equations and the controllability matrix. The state 
equations written from Figure 12.9 are 


-5 1 0 0 
ż = Az + Bu =| 0 -2 1jz+ļ0ļu (12.44a) 
0 0 -1 1 
y=C,z=([-1 1 Ojz (12.44b) 
from which the controllability matrix is evaluated as 
0 0 1 
Cm: = |B, A,B, AZB,]=|0 1 -3 (12.45) 
1 -1 1 


Since the determinant of Cy, is —1, the system is controllable. 
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FIGURE 12.9 Signal-flow 
graph for plant of Example 
12.4 
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We now convert the system to phase variables by first finding the character- 
istic equation and using this equation to write the phase-variable form. The 
characteristic equation, det(sI — A,), is 


det(sI — Az) = © + 85° + 17s +10=0 (12.46) 


Using the coefficients of Eq. (12.46) and our knowledge of the phase-variable form, 
we write the phase-variable representation of the system as 


0 1 0 0 

x = Ayx+ Buu = 0 0 1}x+/0];u (12.47a) 
—10 -17 -8 1 

y=[4 1 Ojx (12.47b) 


The output equation was written using the coefficients of the numerator of 
Eq. (12.43), since the transfer function must be the same for the two representa- 
tions. The controllability matrix, Cmx, for the phase-variable system is 


0 0 1 
Cm = [B, A,B, A2B,]=|0 1 -8 (12.48) 
1 -8 47 


Using Eq. (12.39), we can now calculate the transformation matrix between the two 
systems as 


1 0 0 
Apago PDF? Enkanger! ° (12.49) 
10 7 1 


We now design the controller using the phase-variable representation and then 
use Eq. (12.49) to transform the design back to the original representation. For a 
20.8% overshoot and a settling time of 4 seconds, a factor of the characteristic 
equation of the designed closed-loop system is s* + 2s + 5. Since the closed-loop zero 


will be ats = —4, we choose the third closed-loop pole to cancel the closed-loop zero. 
Hence, the total characteristic equation of the desired closed-loop system is 
D(s) = (s + 4)( + 2s + 5) = $° + 6s? + 13s +20 = 0 (12.50) 


The state equations for the phase-variable form with state-variable feedback are 
0 1 0 
x = (A, — B,K,)x = 0 0 1 x (12.51a) 
(10+ ki) -(Q7+ko,) —-(8+ks,) 
y=[4 1 Ojx (12.51b) 
The characteristic equation for Eqs. (12.51) is 
det(sI — (Ax — B,Kx)) = 7‘ + (8 + ks,)s? + (17 + ko, )s + (10 + ki,) 





(12.52) 


Comparing Eq. (12.50) with (12.52), we see that 
Ky = [ki kọ ks] =[10 -4 -2] (12.53) 


12.4 Alternative Approaches to Controller Design 





20 


Using Eqs. (12.42) and (12.49), we can transform the controller back to the original 
system as 


K, = K,P-'=[-20 10 -2] (12.54) 


The final closed-loop system with state-variable feedback is shown in Figure 12.10, 
with the input applied as shown. 

Let us now verify our design. The state equations for the designed system 
shown in Figure 12.10 with input r are 


ż = (A, — B,K,)z + BAP go- P DF. Enhancers 
—10 1 


y=C,z=([-1 1 Ojz (12.55b) 
Using Eq. (3.73) to find the closed-loop transfer function, we obtain 


(s+ 4) E 1 


T(s) = = 
(s) se + 6s27+135+20 s2?+254+5 





(12.56) 


The requirements for our design have been met. 





Students who are using MATLAB shouldnowrunchl12p3 inAppendixB. 
Youwill learn howto use MATLAB to designa controller foraplant 
not represented in phase-variable form. Youwill see that MATLAB 
does not require transformation to phase-variable form. This 
exercise solves Example 12.4 using MATLAB. 











Skill-Assessment Exercise 12.3 





PROBLEM: Design a linear state-feedback controller to yield 20% overshoot and a 
settling time of 2 seconds for a plant, 

(s +6) 
(s + 9)(s + 8)(s +7) 





G(s) = 
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FIGURE 12.10 Designed 
system with state-variable 
feedback for Example 12.4 


MATLAB 
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that is represented in state space in cascade form by 


—7 1 0 0 
ż = Az + Bu = 0 —8 1}z+/0]u 
0 0 —9 1 


y=Cz=[-1 1 O]z 


ANSWER: K, = [—40.23 62.24 —14] 


The complete solution is located at www.wiley.com/college/nise. 





In this section, we saw how to design state-variable feedback for plants not 
represented in phase-variable form. Using controllability matrices, we were able to 
transform a plant to phase-variable form, design the controller, and finally transform the 
controller design back to the plant’s original representation. The design of the controller 
relies on the availability of the states for feedback. In the next section, we discuss the 
design of state-variable feedback when some or all of the states are not available. 


@ 12.5 Observer Design 


Controller design relies upon access to the state variables for feedback through 
adjustable gains. This access can be provided by hardware. For example, gyros can 
meaApago ap DEt Enpa wae Bometimes it is impractical to use this 
hardware for reasons of cost, accuracy, or availability. For example, in powered flight of 
space vehicles, inertial measuring units can be used to calculate the acceleration. 
However, their alignment deteriorates with time; thus, other means of measuring 
acceleration may be desirable (Rockwell International, 1984). In other applications, 
some of the state variables may not be available at all, or it is too costly to measure them 
or send them to the controller. If the state variables are not available because of system 
configuration or cost, it is possible to estimate the states. Estimated states, rather than 
actual states, are then fed to the controller. One scheme is shown in Figure 12.11(a). 
An observer, sometimes called an estimator, is used to calculate state variables that are 
not accessible from the plant. Here the observer is a model of the plant. 
Let us look at the disadvantages of such a configuration. Assume a plant, 


x = Ax+ Bu (12.57a) 

y= Cx (12.57b) 
and an observer, 

x = Ax+ Bu (12.58a) 

y = Cx (12.58b) 


x — x = A(x —x) (12.59a) 
y—y=C(x— x) (12.59b) 


12.5 Observer Design 









Plant Plant 
output, output, 
Ea 
ml Plant ml Plant 
r=0 + u Estimated r=0 + 
output, 
$ + 











Estimated Estimated 


states, states, 
(a) (b) 










X x 


Plant 
output, 


Estimated 





Estimated 
error 
output 








To controller 


ApagowPDF Enhancer 


Thus, the dynamics of the difference between the actual and estimated states is 
unforced, and if the plant is stable, this difference, due to differences in initial state 
vectors, approaches zero. However, the speed of convergence between the actual 
state and the estimated state is the same as the transient response of the plant since 
the characteristic equation for Eq. (12.59a) is the same as that for Eq. (12.57a). 
Since the convergence is too slow, we seek a way to speed up the observer and 
make its response time much faster than that of the controlled closed-loop system, so 
that, effectively, the controller will receive the estimated states instantaneously. 

To increase the speed of convergence between the actual and estimated states, 
we use feedback, shown conceptually in Figure 12.11(b) and in more detail in 
Figure 12.11(c). The error between the outputs of the plant and the observer is fed 
back to the derivatives of the observer’s states. The system corrects to drive this error 
to zero. With feedback we can design a desired transient response into the observer 
that is much quicker than that of the plant or controlled closed-loop system. 

When we implemented the controller, we found that the phase-variable or 
controller canonical form yielded an easy solution for the controller gains. In 
designing an observer, it is the observer canonical form that yields the easy solution 
for the observer gains. Figure 12.12(a) shows an example of a third-order plant 
represented in observer canonical form. In Figure 12.12(b), the plant is configured as 
an observer with the addition of feedback, as previously described. 

The design of the observer is separate from the design of the controller. Similar 
to the design of the controller vector, K, the design of the observer consists of 
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FIGURE 12.11 State-feedback 
design using an observer to 
estimate unavailable state 
variables: a. open-loop ob- 
server; b. closed-loop observer; 
c. exploded view of a closed- 
loop observer, showing feed- 
back arrangement to reduce 
state-variable estimation error 
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FIGURE 12.12 Third-order observer 


in observer canonical form: 

a. before the addition of 
feedback; b. after the addition 
of feedback 
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b3 








Apago 


evaluating the constant vector, L, so that the transient response of the observer is 
faster than the response of the controlled loop in order to yield a rapidly updated 
estimate of the state vector. We now derive the design methodology. 

We will first find the state equations for the error between the actual state 
vector and the estimated state vector, (x — x). Then we will find the characteristic 
equation for the error system and evaluate the required L to meet a rapid transient 
response for the observer. 

Writing the state equations of the observer from Figure 12.11(c), we have 


Å = Ax + Bu + L(y — 9) (12.60a) 
y=Cx (12.60b) 
But the state equations for the plant are 
x = Ax + Bu (12.61a) 
y = Cx (12.61b) 


12.5 Observer Design 


Subtracting Eqs. (12.60) from (12.61), we obtain 
(x — x) = A(x — x) — L(y -5) (12.62a) 
(y — y) = C(x — x) (12.62b) 


where x — x is the error between the actual state vector and the estimated state 
vector, and y — y is the error between the actual output and the estimated out-put. 

Substituting the output equation into the state equation, we obtain the state 
equation for the error between the estimated state vector and the actual state vector: 


(x — x) = (A — LC) (x — x) (12.63a) 
(y—y) = C(x —x) (12.63b) 


Letting ex = (x — x), we have 





ês = (A — LC)ex (12.64a) 














y—ĵ = Ce, (12.64b) 











Equation (12.64a) is unforced. If the eigenvalues are all negative, the estimated 
state vector error, ex, will decay to zero. The design then consists of solving for the 
values of L to yield a desired characteristic equation or response for Eqs. (12.64). The 
characteristic equation is found from Eqs. (12.64) to be 


det (PAPAIN PPF Enhances s.s) 


Now we select the eigenvalues of the observer to yield stability and a desired 
transient response that is faster than the controlled closed-loop response. These 
eigenvalues determine a characteristic equation that we set equal to Eq. (12.65) to 
solve for L. 

Let us demonstrate the procedure for an nth-order plant represented in 
observer canonical form. We first evaluate A — LC. The form of A, L, and C can 
be derived by extrapolating the form of these matrices from a third-order plant, 
which you can derive from Figure 12.12. Thus, 





-a,1 1 00- 0 h 
—a2 0 10- 0 h 
A-LC=| : ii: Ae [1 00 0 0] 
—a 000 .::: 1 Ln-1 
-a 00 0 .::: 0 ln 
—(anı +h) 1 0 
—(an2 +h) 010- 0 
—(a +l) 0 0 
—(aot+tn) 0 0 0 (12.66) 
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The characteristic equation for A — LC is 


s” + (an-1 + l)s”! + (an-2 + h)s” 7? +--+ (a, + ln-1)S 
+ (ao+l,)=0 (12.67) 





Notice the relationship between Eq. (12.67) and the characteristic equation, 
det(sI — A) = 0, for the plant, which is 


s” + anas! + anas? +++ Fas + ao =0 (12.68) 


Thus, if desired, Eq. (12.67) can be written by inspection if the plant is represented in 
observer canonical form. We now equate Eq. (12.67) with the desired closed-loop 
observer characteristic equation, which is chosen on the basis of a desired transient 
response. Assume the desired characteristic equation is 


s” + dns"! + dn-28"? +++» + dis + do = 0 (12.69) 
We can now solve for the /;’s by equating the coefficients of Eqs. (12.67) and (12.69): 
li = Qn-i — An-i i= 1, 2, eœ; A (12.70) 


Let us demonstrate the design of an observer using the observer canonical form. In 
subsequent sections we will show how to design the observer for other than observer 
canonical form. 









Example 12.5 
MEE AA Piena Dhs Form 


PROBLEM: Design an observer for the plant 


(s+4) _ s+4 
(s+1)(s+2)(s+5) s3+ 8s? +175 +10 





G(s) = (12.71) 





which is represented in observer canonical form. The observer will respond 10 times 
faster than the controlled loop designed in Example 12.4. 


SOLUTION: 
1. First represent the estimated plant in observer canonical form. The result is 
shown in Figure 12.13(a). 


2. Now form the difference between the plant’s actual output, y, and the observer’s 
estimated output, y, and add the feedback paths from this difference to the 
derivative of each state variable. The result is shown in Figure 12.13(b). 


3. Next find the characteristic polynomial. The state equations for the estimated 
plant shown in Figure 12.13(a) are 


-8 1 0 0 
$ = Af + Bu = | -17 0 1/%+]1 lu (12.72a) 
-10 0 0 4 


y=CK&=[1 0 0j (12.72b) 


12.5 Observer Design 





FIGURE 12.13 a. Signal-flow graph of a system using observer canonical form variables; b. additional feedback to 


create observer 


From Eqs. (12.64) and (12.66), the observer error is 





~(8+h) 1 0 
é& =(A—LC)ex = | -(17 +h) 0 1 ex (12.73) 
-(10+4) 0 0 


Using Eq. (12.65), we obtain the characteristic polynomial 





s+ (8+1)s* + (17+ b)s+ (10+ b) (12.74) 


4. Now evaluate the desired polynomial, set the coefficients equal to those of 
Eq. (12.74), and solve for the gains, l; From Eq. (12.50), the closed-loop 
controlled system has dominant second-order poles at —1 + j2. To make our 
observer 10 times faster, we design the observer poles to be at —10 + j20. We 
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FIGURE 12.14 Simulation showing aaa a a ~ oH 


-0.5 
response of observer: a. closed-loo#y pago’ PDF Enhancér 03 


b. open-loop with observer gains Time (seconds) 
disconnected (b) 








select the third pole to be 10 times the real part of the dominant second-order 
poles, or —100. Hence, the desired characteristic polynomial is 


(s + 100) (s? + 20s + 500) = s* + 120s? + 2500s + 50,000 (12.75) 








Equating Eqs. (12.74) and (12.75), we find 4 = 112, h = 2483, and l} = 49,990. 

A simulation of the observer with an input of r(t) = 100ż¢ is shown in 

Figure 12.14. The initial conditions of the plant were all zero, and the initial 
condition of x; was 0.5. 

Since the dominant pole of the observer is —10 + j20, the expected settling 
time should be about 0.4 second. It is interesting to note the slower response in 
Figure 12.14(b), where the observer gains are disconnected, and the observer is 
simply a copy of the plant with a different initial condition. 





MATLAB Students who are using MATLAB shouldnow run chl2p4 inAppendixB. 
( ML )] You will learn how to use MATLAB to design an observer using pole 











placement. This exercise solves Example 12.5 using MATLAB. 








12.6 Observability 


Skill-Assessment Exercise 12.4 


PROBLEM: Design an observer for the plant WileyPLUS 


L 6) Control Solutions 


+ 8)(s + 9) 








whose estimated plant is represented in state space in observer canonical form as 


-24 1 0 0 
å = AX+Bu=|-191 0 1/x+]1]u 

—504 0 0 6 
jy =CK=[1 0 Ok 


The observer will respond 10 times faster than the controlled loop designed in Skill- 
Assessment Exercise 12.3. 


ANSWER: L=[216 9730 383, 696]', where T signifies vector transpose 


The complete solution is located at www.wiley.com/college/nise. 


In this section, we designed an observer in observer canonical form that uses 
the output of a system to estimate the state variables. In the next section, we examine 


the conditions under which an obARPAGat PDEnEnhancer 


@ 12.6 Observability 


Recall that the ability to control all of the state variables is a requirement for the 
design of a controller. State-variable feedback gains cannot be designed if any state 
variable is uncontrollable. Uncontrollability can be viewed best with diagonalized 
systems. The signal-flow graph showed clearly that the uncontrollable state variable 
was not connected to the control signal of the system. 

A similar concept governs our ability to create a design for an observer. 
Specifically, we are using the output of a system to deduce the state variables. If any 
state variable has no effect upon the output, then we cannot evaluate this state 
variable by observing the output. 

The ability to observe a state variable from the output is best seen from the 
diagonalized system. Figure 12.15(a) shows a system where each state variable can 
be observed at the output since each is connected to the output. Figure 12.15(b) is 
an example of a system where all state variables cannot be observed at the output. 
Here x, is not connected to the output and could not be estimated from a 
measurement of the output. We now make the following definition based upon 
the previous discussion: 


If the initial-state vector, x(tọ), can be found from u(t) and y(t) measured over a 
finite interval of time from fo, the system is said to be observable; otherwise the 
system is said to be unobservable. 
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Trylt 12.3 


Use MATLAB, the Control 
System Toolbox, and the 
following statements to solve 
Skill-Assessment Exercise 12.4. 


A=[-24 10 
=191 0 1 
=504 0 0 
c=[1 0 0] 
pos=20 
Ts=2 
z=(-log(pos/100))/... 
(sqreipi7 2. | 
log (pos/100) *2)); 
wn=4/(z* Ts); 
r=roots (1,242 iol 5 5 5 
wn*2]); 
poles=10*[r’ 10*... 
real (r(1))] 
l=acker (A’,C’, poles)’ 
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FIGURE 12.15 Comparison of 
a. observable, and b. unobservable ~ 4 
systems (b) 


Simply stated, observability is the ability to deduce the state variables from a 
knowledge of the input, u(t), and the output, y(t). Pole placement for an observer is a 
viable design technique only for systems that are observable. This section shows how 
to determine, a priori, whether or not pole placement is a viable design technique for 
an observer. 


Observability by Inspection 
We can also explore observability from the output equation of a diagonalized 
system. The output equation for the diagonalized system of Figure 12.15(a) is 


y=Cx=[1 1 1)x (12.76) 
On the other hand, the output equation for the unobservable system of Figure 12.15(b) is 
y=Cx=[0 1 1)x (12.77) 


Notice that the first column of Eq. (12.77) is zero. For systems represented in parallel 
form with distinct eigenvalues, if any column of the output coupling matrix is zero, the 
diagonal system is not observable. 


12.6 Observability 


The Observability Matrix 

Again, as for controllability, systems represented in other than diagonalized form 
cannot be reliably evaluated for observability by inspection. In order to determine 
observability for systems under any representation or choice of state variables, a 
matrix can be derived that must have a particular property if all state variables are to 
be observed at the output. We now state the requirements for observability, 
including the form, property, and name of this matrix. 

An nth-order plant whose state and output equations are, respectively, 





x = Ax+ Bu (12.78a) 
y= Cx (12.78b) 
is completely observable if the matrix 
C 
CA 
Om = r (12.79) 
cA”! 











is of rank n, where Oy is called the observability matrix.’ 
The following two examples illustrate the use of the observability matrix. 


Example 12.6 





Observability via the Observability Matrix 
PROBLEM: Determine if the APAL. BRE ofan} PERE 


SOLUTION: The state and output equations for the system are 


0 1 0 0 
x=Ax+Bu=| 0 0 1|x+/O0lu (12.80a) 
-4 -3 -2 1 


(12.80b) 





FIGURE 12.16 System of Example 12.6 


© Completely observable means that all state variables are observable. This textbook uses observable to 
mean completely observable. 
7See Ogata (1990: 706-708) for a derivation. 
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Thus, the observability matrix, Om, is 


€ 0 5 1 
Ow=|CA|=| -4 -3 3 (12.81) 
CA? —12 -13 -9 


Since the determinant of Om equals —344, Om is of full rank equal to 3. The 
system is thus observable. 

You might have been misled and concluded by inspection that the system is 
unobservable because the state variable x, is not fed directly to the output. 
Remember that conclusions about observability by inspection are valid only for 
diagonalized systems that have distinct eigenvalues. 


MATLAB Students who are using MATLAB should now run ch12p5 inAppendixB. 
You will learn how to use MATLAB to test a system for observabil- 
ity. This exercise solves Example 12.6 using MATLAB. 














Example 12.7 





Unobservability via the Observability Matrix 
PROBLEM: Determine whether the system of Figure 12.17 is observable. 


Apago PDF Enhancer =, 





FIGURE 12.17 System of Example 12.7 


SOLUTION: The state and output equations for the system are 


0 1 0 
k = Ax + Bu = 12.82 
x + Bu È lee KE ( a) 


y=Cx=[5 4]x (12.82b) 


The observability matrix, Oy, for this system is 


= PA 7 E a enw 


12.7 Alternative Approaches to Observer Design 


The determinant for this observability matrix equals 0. Thus, the observability 
matrix does not have full rank, and the system is not observable. 

Again, you might conclude by inspection that the system is observable 
because all states feed the output. Remember that observability by inspection 
is valid only for a diagonalized representation of a system with distinct 
eigenvalues. 


Skill-Assessment Exercise 12.5 


PROBLEM: Determine whether the system 


-1 -3 
x = Ax + Bu = -2 1jļx+ 
-8 -9 


is observable. 


ANSWER: Observable 


The complete solution is located at www.wiley.com/college/nise. 


Now that we have discussed Aprage ane DE, Enhancer are 


ready to talk about the design of an observer for a plant not represented in observer 
canonical form. 


12.7 Alternative Approaches 
to Observer Design 


Earlier in the chapter, we discussed how to design controllers for systems not 
represented in phase-variable form. One method is to match the coefficients of 
det|sI — (A — BK)] with the coefficients of the desired characteristic polynomial. 
This method can yield difficult calculations for higher-order systems. Another 
method is to transform the plant to phase-variable form, design the controller, 
and transfer the design back to its original representation. The transformations were 
derived from the controllability matrix. 

In this section, we use a similar idea for the design of observers not re- 
presented in observer canonical form. One method is to match the coefficients of 
det[sI — (A — LC)] with the coefficients of the desired characteristic polynomial. 
Again, this method can yield difficult calculations for higher-order systems. 
Another method is first to transform the plant to observer canonical form so that 
the design equations are simple, then perform the design in observer canonical 
form, and finally transform the design back to the original representation. 

Let us pursue this second method. First we will derive the transformation 
between a system representation and its representation in observer canonical form. 
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Trylt 12.4 


Use MATLAB, the Control 
System Toolbox, and the 
following statements to solve 
Skill-Assessment Exercise 12.5. 
A=|—2 =i =8 
O =2 A 

-7 -8 -9] 
cC=[4 6 8] 
Om=obsv (A,C) 
Rank=rank (Om) 
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Assume a plant not represented in observer canonical form, 


z= Az + Bu (12.84a) 
y= Cz (12.84b) 
whose observability matrix is 
C 
CA 
CA?’ 
Om: = | (12.85) 
can 
cA”! 


Now assume that the system can be transformed to the observer canonical 
form, x, with the transformation 


z= Px (12.86) 


Substituting Eq. (12.86) into Eqs. (12.84) and premultiplying the state equation by 
P~}, we find that the state equations in observer canonical form are 


x =P 'APx+ P 'Bu (12.87a) 
y = CPx (12.87b) 
whokpeEgoiliPDE. iahancer 
cP c 
CP(P—!AP) CA 
Örs CP(P—!AP)(P—!AP) = | CA* |p (12.88) 
CP(P-'AP)(P~'AP) --- (P'AP) cA” 


Substituting Eq. (12.85) into (12.88) and solving for P, we obtain 
P = Oy, Om (12.89) 


Thus, the transformation, P, can be found from the two observability matrices. 

After transforming the plant to observer canonical form, we design the feed- 
back gains, L,, as in Section 12.5. Using the matrices from Eqs. (12.87) and the form 
suggested by Eqs. (12.64), we have 


èx = (P'AP — L,CP)ex (12.90a) 
y—j = CPe, (12.90b) 


Since x = P!z, and x = P-'@ then ex =x—x = P~! e. Substituting ex = P-'e, into 
Eqs. (12.90) transforms Eqs. (12.90) back to the original representation. The result is 


è, = (A — PL,C)e, (12.91a) 
y-9= Ce, (12.91b) 


12.7 Alternative Approaches to Observer Design 


Comparing Eq. (12.91a) to (12.64a), we see that the observer gain vector is 
L, = LP, (12.92) 


We now demonstrate the design of an observer for a plant not represented in 
observer canonical form. The first example uses transformations to and from observer 
canonical form. The second example matches coefficients without the transformation. 
This method, however, can become difficult if the system order is high. 


Example 12.8 





Observer Design by Transformation 
PROBLEM: Design an observer for the plant 


1 


(s+ 1)(s + 2)(s +5) (12.93) 





G(s) = 


represented in cascade form. The closed-loop performance of the observer is 
governed by the characteristic polynomial used in Example 12.5: s? + 120s?+ 
2500s + 50,000. 


SOLUTION: First represent the plant in its original cascade form. 


—5 1 0 0 
ż = Az + Bu = 0 -2 1iļz+ļO0Oļu (12.94a) 
ago PDF (Enhancer 
y=Cz=([1 0 Olz (12.94b) 
The observability matrix, Omz, is 
C 1 00 
Om = | CA | = | —5 1 0 (12.95) 
CA? 25 -7 1 


whose determinant equals 1. Hence, the plant is observable. 
The characteristic equation for the plant is 


det(sI — A) = 5° + 8 +175 +10 = 0 (12.96) 








We can use the coefficients of this characteristic polynomial to form the observer 
canonical form: 


x = Axx + Buu (12.97a) 
y = Cx (12.97b) 
where 
—8 1 0 
Ax,=|-17 0 1]; Q=[1 0 0] (12.98) 


—10 0 0 


695 





696 


MATLAB 


Chapter 12 Design via State Space 


The observability matrix for the observer canonical form is 


Cx 1 
Omx = | CcAx | =| -8 1 0 (12.99) 
Cx AZ 47 -8 1 


We now design the observer for the observer canonical form. First form 
(Ax — LxCx), 





-8 1 0 h ~(8+h) 1 0 
Ax- L,C = | -17 0 1/-|b|[1 0 0ļ=]|-07+b) 0 1 
-10 0 0 Is —(10+%}) 0 0 

(12.100) 


whose characteristic polynomial is 


det[sI — (Ax —L,C,)] = ° + (8 + L)? + (17 +h)s+ (10+) (12.101) 





Equating this polynomial to the desired closed-loop observer characteristic 
equation, s? + 120s? + 2500s + 50,000, we find 


112 
Ly = | 2483 (12.102) 
Apago PDF Enhanté 


Now transform the design back to the original representation. Using 
Eq. (12.89), the transformation matrix is 


1 
P=O,, Om=|-3 1 0 (12.103) 
i =i l 


Transforming L, to the original representation, we obtain 


112 
L, = PL = | 2147 (12.104) 
47,619 


The final configuration is shown in Figure 12.18. 

A simulation of the observer is shown in Figure 12.19(a). To demonstrate the 
effect of the observer design, Figure 12.19(b) shows the reduced speed if the 
observer is simply a copy of the plant and all observer feedback paths are 
disconnected. 


Students who are using MATLAB should now run ch1l2p6 inAppendixB. 
You will learn how to use MATLAB to design an observer foraplant 
not represented in observer canonical form. You will see that 
MATLAB does not require transformation to observer canonical 
form. This exercise solves Example 12.8 using MATLAB. 














12.7 Alternative Approaches to Observer Design 


Plant 





47,619 


Observer 








Time (seconds) 


(a) 








Time (seconds) 


(b) 
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FIGURE 12.18 Observer 
design 


FIGURE 12.19 Observer 
design step response 
simulation: a. closed-loop 
observer; b. open-loop 
observer with observer gains 
disconnected 
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Example 12.9 





Observer Design by Matching Coefficients 


PROBLEM: A time-scaled model for the body’s blood glucose level is shown in Eq. 
(12.105). The output is the deviation in glucose concentration from its mean value 
in mg/100 ml, and the input is the intravenous glucose injection rate in g/kg/hr 
(Milhorn, 1966). 


© 407(s + 0.916) 
O = Gy a2 +26 





(12.105) 


Design an observer for the phase variables with a transient response described by 
¢ = 0.7 and œ, = 100. 


SOLUTION: We can first model the plant in phase-variable form. The result is 
shown in Figure 12.20(a). 
For the plant, 


0 1 
a=] | C = [372.81 407] (12.106) 
3.42 —3.96 





FIGURE 12.20 a. Plant; 
b. designed observer for 


35.506 
Example 12.9 (b) 


12.7 Alternative Approaches to Observer Design 699 


Calculation of the observability matrix, Om = [C CA] T shows that the plant is 


observable and we can proceed with the design. Next find the characteristic 
equation of the observer. First we have 


0 1 A 
A-LC = — | |[372.81 407] 
3.42 —3.96 b 


—372.81h (1 — 40741) 
—(3.42 + 372.81) —(3.96 + 40712) 


(12.107) 


Now evaluate det[AI — (A — LC)] = 0 in order to obtain the characteristic equation: 


det{al — (A —LO)] = a| (A + 372.814) —(1 — 4074) | 
(3.42 + 372.812) (à +3.96 + 407h) 
= A? + (3.96 + 372.814 + 407l2)A + (3.42 + 84.391, + 372.81) 
=0 
(12.108) 
From the problem statement, we want ¢ = 0.7 and w, = 100. Thus, 
à? + 1402 + 10,000 = 0 (12.109) 


Comparing the coefficients of Eqs. (12.108) and (12.109), we find the values /; and 
l to be —38.397 and 35.506, respectively. Using Eq. (12.60), where 


0 1 0 
A E. EA Apago* PHE! EWvhancer 
pe 
L = 
35.506 


the observer is implemented and shown in Figure 12.20(b). 


(12.110) 








Skill-Assessment Exercise 12.6 
PROBLEM: Design an observer for the plant 





WileyPLUS 


1 Control Solutions 
G = 
(9) = GS 76t BC+) 





whose estimated plant is represented in state space in cascade form as 


=] 1 0 0 
Ż = Aĉ + Bu = 0 -8 1 ]z+/0lu 
0 0 -9 1 


y =Cx=[1 0 Ojz 


The closed-loop step response of the observer is to have 10% overshoot with a 0.1 
second settling time. 
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ANSWER: 
456 
L,=| 28,640 
1.54 x 10° 


The complete solution is located at www.wiley.com/college/nise. 





Now that we have explored transient response design using state-space 
techniques, let us turn to the design of steady-state error characteristics. 


@ 12.3 Steady-State Error Design via Integral Control 


FIGURE 12.21 Integral control 
for steady-state error design 


In Section 7.8, we discussed how to analyze systems represented in state space for 
steady-state error. In this section, we discuss how to design systems represented in 
state space for steady-state error. 

Consider Figure 12.21. The previously designed controller discussed in Section 
12.2 is shown inside the dashed box. A feedback path from the output has been 
added to form the error, e, which is fed forward to the controlled plant via an 
integrator. The integrator increases the system type and reduces the previous finite 
error to zero. We will now derive the form of the state equations for the system of 
Figure 12.21 and then use that form to design a controller. Thus, we will be able to 
design a system for zero steady-state error for a step input as well as design the 
dciApago RDE. Enhancer 

An additional state variable, xy, has been added at the output of the leftmost 
integrator. The error is the derivative of this variable. Now, from Figure 12.21, 


itn =r—Cx (12.111) 


Writing the state equations from Figure 12.21, we have 


x = Ax+ Bu (12.112a) 
xy = —Cx+r (12.112b) 
y = Cx (12.112c) 





























12.8 Steady-State Error Design via Integral Control 


Eqs. (12.112) can be written as augmented vectors and matrices. Hence, 


| ~ | | | $ HG Ai (12.113a) 
yale ox (12.113b) 

But 
w= -Kt Kety=—|K =K] | (12.114) 


Substituting Eq. (12.114) into (12.113a) and simplifying, we obtain 

















E e 
y=[C 0]) (12.115b) 











Thus, the system type has been increased, and we can use the characteristic equation 
associated with Eq. (12.115a) to design K and K, to yield the desired transient 
response. Realize, we now have an additional pole to place. The effect on the 
transient response of any closed-loop zeros in the final design must also be taken into 
consideration. One possible assumption is that the closed-loop zeros will be the same 
as those of the open-loop plant. Thjs assumption, sxhichpf course must be checked, 
suggests placing higher-order "ÄP Rode: Anhana. 


onstrate with an example. 


Example 12.10 





Design of Integral Control 
PROBLEM: Consider the plant of Eqs. (12.116): 


k= |; + KE (12.116a) 
y=[1 0]x (12.116b) 


a. Design a controller without integral control to yield a 10% overshoot and a 
settling time of 0.5 second. Evaluate the steady-state error for a unit step 
input. 


b. Repeat the design of (a) using integral control. Evaluate the steady-state 
error for a unit step input. 


SOLUTION: 


a. Using the requirements for settling time and percent overshoot, we find that 
the desired characteristic polynomial is 


s? + 16s + 183.1 (12.117) 
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Since the plant is represented in phase-variable form, the characteristic polyno- 
mial for the controlled plant with state-variable feedback is 


s + (5+ k2)s + (3 + kı) (12.118) 
Equating the coefficients of Eqs. (12.117) and (12.118), we have 
K=[k; ko] = [180.1 11] (12.119) 


From Eqs. (12.3), the controlled plant with state-variable feedback represented in 
phase-variable form is 


—183.1 —16 1 
y=Cx=[1 0]x (12.120b) 


x = (A — BK)x+ Br = | 1 [x+ h (12.120a) 


Using Eq. (7.96), we find that the steady-state error for a step input is 


e(oo) = 1+ C(A — BK) 'B 





0 1 10 
=1+[1 0] (12.121) 
—183.1 —16 1 
= 0.995 
b. We now use Eqs. (12.115) to represent the integral-controlled plant as 
follows: 
Apag FE) Enhancer, po aT To 
; -= [ki k2] Ke 
x2 |= —3 = 1 1 X | + Olr 
xn -[1 0] 0 XN 1 
0 1 0 Ki 0 
=| -(3+ki) -(S+k2) Kel | x2] + ]0]r (12.122a) 
—1 0 0 XN 1 
X1 
y=|1 0 O]|] x (12.122b) 
XN 


Using Eq. (3.73) and the plant of Eqs. (12.116), we find that the transfer 
function of the plant is G(s) = 1/(s? + 5s +3). The desired characteristic polyno- 
mial for the closed-loop integral-controlled system is shown in Eq. (12.117). Since 
the plant has no zeros, we assume no zeros for the closed-loop system and augment 
Eq. (12.117) with a third pole, (s + 100), which has a real part greater than five 
times that of the desired dominant second-order poles. The desired third-order 
closed-loop system characteristic polynomial is 


(s + 100) (s* + 16s + 183.1) = s? + 116s? + 1783.1s + 18,310 (12.123) 
The characteristic polynomial for the system of Eqs. (12.112) is 


s+ (5 +k)? + 3+hk)s+ Ke (12.124) 


12.8 Steady-State Error Design via Integral Control 


Matching coefficients from Eqs. (12.123) and (12.124), we obtain 


kı = 1780.1 (12.125a) 
ky = 111 (12.125b) 
ke = 18,310 (12.125c) 


Substituting these values into Eqs. (12.122) yields this closed-loop integral- 
controlled system: 


Pa 0 1 0 xı 0 
i | = | -1783.1 -116 18310||x:|+lolr (12.126a) 
in =f 0 0 xN 1 
xı 
=[1 0 O]} x (12.126b) 
XN 


In order to check our assumption for the zero, we now apply Eq. (3.73) to 
Eqs. (12.126) and find the closed-loop transfer function to be 


18,310 


T(s) = 12.12 
(8) = 33 116s? + 1783 1s + 18,310 (12.121) 





Since the transfer function matches our design, we have the desired transient 
response. 

Now let us find the steady-state error pi DF unit_step input. Applying 
Eq. (7.96) to Eqs. (12.126), we ‘Apago Enhancer 


0 1 0 1 'Tfo 
e(oo) =1+[1 0 0]]—1783.1 —116 18,310 0| =0 (12.128) 
= 0 0 1 


Thus, the system behaves like a Type 1 system. 


Skill-Assessment Exercise 12.7 


PROBLEM: Design an integral controller for the plant 


to yield a step response with 10% overshoot, a peak time of 2 seconds, and zero 
steady-state error. 


ANSWER: K = [2.21 —2.7], Ke = 3.79 


The complete solution is located at www.wiley.com/college/nise. 
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Now that we have designed controllers and observers for transient response 


and steady-state error, we summarize the chapter with a case study demonstrating 
the design process. 


Case Study 





Design Antenna Control: Design of Controller and Observer 
D g 


In this case study, we use our ongoing antenna azimuth position control system to 
demonstrate the combined design of a controller and an observer. We will assume 
that the states are not available and must be estimated from the output. The block 
diagram of the original system is shown on the front endpapers, Configuration 1. 
Arbitrarily setting the preamplifier gain to 200 and removing the existing feedback, 
the forward transfer function is simplified to that shown in Figure 12.22. 


U(s) = E(s) 1325 Y(s) = 6,(s) 
s(s + 1.71)(s + 100) z 


FIGURE 12.22 Simplified block diagram of antenna control system shown on the front 
endpapers (Configuration 1) with K = 200 








The case study will specify a transient response for the system and a faster 
transient response for the observer. The final design configuration will consist of 
the plant, the observer, and the controller, as shown conceptually in Figure 12.23. 
The design of the observer and the controller will be separate. 




















FIGURE 12.23 Conceptual state-space design configuration, showing plant, observer, and 
controller 


Case Study 


PROBLEM: Using the simplified block diagram of the plant for the antenna 
azimuth position control system shown in Figure 12.22, design a controller to yield 
a 10% overshoot and a settling time of 1 second. Place the third pole 10 times as 
far from the imaginary axis as the second-order dominant pair. 

Assume that the state variables of the plant are not accessible and design an 
observer to estimate the states. The desired transient response for the observer is a 
10% overshoot and a natural frequency 10 times as great as the system response 
above. As in the case of the controller, place the third pole 10 times as far from the 
imaginary axis as the observer’s dominant second-order pair. 


SOLUTION: Controller Design: We first design the controller by finding the desired 
characteristic equation. A 10% overshoot and a settling time of 1 second yield 
¢ = 0.591 and œn = 6.77. Thus, the characteristic equation for the dominant poles is 
s? + 8s + 45.8 = 0, where the dominant poles are located at —4 + j5.46. The third 
pole will be 10 times as far from the imaginary axis, or at —40. Hence, the desired 
characteristic equation for the closed-loop system is 








(s? + 8s + 45.8)(s + 40) = s? + 48s” + 365.85 + 1832 = 0 (12.129) 


Next we find the actual characteristic equation of the closed-loop system. The 
first step is to model the closed-loop system in state space and then find its 
characteristic equation. From Figure 12.22, the transfer function of the plant is 

1325 1325 


= 2 12.130 
Gls) = S476 + 100) s74 101.71s +17) ( ) 





Using phase variables, this transfer function is converted to the signal-flow graph 
shown in Figure 12.24, and the state equations are written as follows: 


0 1 0 0 
x=|0 0 1 [x+ ]0]|u= Ax+ Bu (12.131a) 
0 —171 -101.71 1 
y=[1325 0 0]x= Cx (12.131b) 


We now pause in our design to evaluate the controllability of the system. The 
controllability matrix, Cm, is 
0 0 1 
Cm=|B AB A°B]|O 1 —101.71 (12.132) 
1 —101.71 10,173.92 


The determinant of Cy is —1; thus, the system is controllable. 
1 
s 


1 1 
5 is 1325 
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FIGURE 12.24 Signal-flow graph for 
-171 G(s) = 1325/|s(s? + 101.715 + 171)] 
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=k; 


FIGURE 12.25 Plant with state-variable feedback for controller design 


Continuing with the design of the controller, we show the controller’s configu- 
ration with the feedback from all state variables in Figure 12.25. We now find the 
characteristic equation of the system of Figure 12.25. From Eq. (12.7) and Eq. 
(12.131a), the system matrix, A — BK, is 


0 1 0 
A-BK=| 0 0 1 (12.133) 
fe SUA Sees 





Thus, the closed-loop system’s characteristic equation is 


det[sI — (A — BK)] = s$ + (101.71 + k3)s? + (171 +ko)s+ki=0 (12.134) 





Matching the coefficients of Eq. (12.129) with those of Eq. (12.134), we evaluate 
the k,’s as follows: 


kı = 1832 (12.135a) 
ky = 194.8 (12.135b) 
ks = —53.71 (12.135c) 


Observer Design: Before designing the observer, we test the system for observability. 
Using the A and C matrices from Eqs. (12.131), the observability matrix, Om, is 


C 1325 0 0 
Om=/caļ]=| 0 1325 0 (12.136) 
CA? 0 0 1325 


The determinant of Oy is 1325°. Thus, Oy is of rank 3, and the system is observable. 

We now proceed to design the observer. Since the order of the system is not high, we 
will design the observer directly without first converting to observer canonical form. 
From Eq. (12.64a) we need first to find A — LC. A and C from Eqs. (12.131) along with 


h 
L= | (12.137) 


Case Study 


are used to evaluate A — LC as follows: 
—1325h 1 0 
A-LC= | -1325h 0 1 (12.138) 
—1325/, -171 —101.71 
The characteristic equation for the observer is now evaluated as 
det[AI — (A — LC)] = a? + (13254, + 101.71)a? 
+ (134,800/, + 1325% + 171)a 
+ (226,600), + 134,800/2 + 1325/3) 
=0 (12.139) 
From the problem statement, the poles of the observer are to be placed to 
yield a 10% overshoot and a natural frequency 10 times that of the system’s 
dominant pair of poles. Thus, the observer’s dominant poles yield |s? + (2 x 0.591 
x 67.7)s + 67.7°] = (s? + 80s + 4583). The real part of the roots of this polynomial 


is —40. The third pole is then placed 10 times farther from the imaginary axis at 
—400. The composite characteristic equation for the observer is 


(s? + 80s + 4583)(s + 400) = s? + 480s” + 36,580s + 1,833,000 =0 (12.140) 


Matching coefficients from Eqs. (12.139) and (12.140), we solve for the observer 
gains: 











h = 0.286 (12.141a) 
blot (12.141b) 
Iz = 1494 (12.141c) 


Figure 12.26, which follows the general configuration of Figure 12.23, shows the 
completed design, including the controller and the observer. 


F 


14 =k; = -1832 v1 
Controller 















-k =-194.8 











11 = 0.286 


FIGURE 12.26 Completed state- 
space design for the antenna 
Observer azimuth position control 

system, showing controller 
See and observer 
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FIGURE 12.27 Designed response 
of antenna azimuth position 
control system: a. impulse 
response — plant and observer 
with the same initial conditions, 
x1(0) = 21 (0) = 0; b. portion of 
impulse response—plant and 
observer with different initial 
conditions, £1 (0) = 0.006 for the 
plant, x; (0) = 0 for the observer 








A | i i i i i i fi i o 
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Time (seconds) 


(a) 











0 0.01 0.02 0.03 0.04 0.05 0.06 0.07 0.08 0.09 0.1 
Time (seconds) 


(b) 


The results of the design are shown in Figure 12.27. Figure 12.27(a) shows the 
impulse response of the closed-loop system without any difference between the 
plant and its modeling as an observer. The undershoot and settling time approxi- 
mately meet the requirements set forth in the problem statement of 10% and 
1 second, respectively. In Figure 12.27(b), we see the response designed into 
the observer. An initial condition of 0.006 was given to x; in the plant to make 
the modeling of the plant and observer different. Notice that the observer’s 
response follows the plant’s response by the time 0.06 second is reached. 


CHALLENGE: You are now given a case study to test your knowledge of this 
chapter’s objectives: You are given the antenna azimuth position control system 
shown on the front endpapers, Configuration 3. If the preamplifier gain K = 20, do 
the following: 


a. Design a controller to yield 15% overshoot and a settling time of 2 seconds. 
Place the third pole 10 times as far from the imaginary axis as the second-order 
dominant pole pair. Use physical variables as follows: power amplifier output, 
motor angular velocity, and motor displacement. 


b. Redraw the schematic shown on the front endpapers, showing a tachometer that 


yields rate feedback along with any added gains or attenuators required to 
implement the state-variable feedback gains. 


Summary 


c. Assume that the tachometer is not available to provide rate feedback. Design an 
observer to estimate the physical variables’ states. The observer will respond 
with 10% overshoot and a natural frequency 10 times as great as the system 
response. Place the observer’s third pole 10 times as far from the imaginary axis 
as the observer’s dominant second-order pole pair. 


d. Redraw the schematic on the front endpapers, showing the implementation of 
the controller and the observer. 


e. Repeat Parts a and c using MATLAB. 
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@ summary J 


This chapter has followed the path established by Chapters 9 and 11—control system 
design. Chapter 9 used root locus techniques to design a control system with a 
desired transient response. Sinusoidal frequency response techniques for design 
were covered in Chapter 11, and in this chapter we used state-space design 
techniques. 

State-space design consists of specifying the system’s desired pole locations 
and then designing a controller consisting of state-variable feedback gains to meet 
these requirements. If the state variables are not available, an observer is designed to 


emulate the plant and provide estimated state vax í 

Controller aae Apad PRE, nhancenr, u, 
of the system through specified gains. The values of these gains are found 
by matching the coefficients of the system’s characteristic equation with the 
coefficients of the desired characteristic equation. In some cases the control 
signal, u, cannot affect one or more state variables. We call such a system 
uncontrollable. For this system, a total design is not possible. Using the controlla- 
bility matrix, a designer can tell whether or not a system is controllable prior to 
the design. 

Observer design consists of feeding back the error between the actual output 
and the estimated output. This error is fed back through specified gains to the 
derivatives of the estimated state variables. The values of these gains are also found 
by matching the coefficients of the observer’s characteristic equation with the 
coefficients of the desired characteristic equation. The response of the observer 
is designed to be faster than that of the controller, so the estimated state variables 
effectively appear instantaneously at the controller. For some systems, the state 
variables cannot be deduced from the output of the system, as is required by the 
observer. We call such systems unobservable. Using the observability matrix, the 
designer can tell whether or not a system is observable. Observers can be designed 
only for observable systems. 

Finally, we discussed ways of improving the steady-state error performance of 
systems represented in state space. The addition of an integration before the 
controlled plant yields improvement in the steady-state error. In this chapter, 
this additional integration was incorporated into the controller design. 

Three advantages of state-space design are apparent. First, in contrast to the 
root locus method, all pole locations can be specified to ensure a negligible effect of 
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the nondominant poles upon the transient response. With the root locus, we were 
forced to justify an assumption that the nondominant poles did not appreciably 
affect the transient response. We were not always able to do so. Second, with the use 
of an observer, we are no longer forced to acquire the actual system variables for 
feedback. The advantage here is that sometimes the variables cannot be physically 
accessed, or it may be too expensive to provide that access. Finally, the methods 
shown lend themselves to design automation using the digital computer. 

A disadvantage of the design methods covered in this chapter is the designer’s 
inability to design the location of open- or closed-loop zeros that may affect the 
transient response. In root locus or frequency response design, the zeros of the lag or 
lead compensator can be specified. Another disadvantage of state-space methods 
concerns the designer’s ability to relate all pole locations to the desired response; this 
relationship is not always apparent. Also, once the design is completed, we may not 
be satisfied with the sensitivity to parameter changes. 

Finally, as previously discussed, state-space techniques do not satisfy our 
intuition as much as root locus techniques, where the effect of parameter changes 
can be immediately seen as changes in closed-loop pole locations. 

In the next chapter we return to the frequency domain and design digital 
systems using gain adjustment and cascade compensation. 


@ Review Questions 


1. Briefly describe an advantage that state-space techniques have over root locus 


chniques in t t of closed-loop poles for transient response design. 
Ange, PPE Enhancer 


e design AAanSS a controller. 


p 


3. Different signal-flow graphs can represent the same system. Which form facili- 
tates the calculation of the variable gains during controller design? 


4. In order to effect a complete controller design, a system must be controllable. 
Describe the physical meaning of controllability. 


5. Under what conditions can inspection of the signal-flow graph of a system yield 
immediate determination of controllability? 


6. In order to determine controllability mathematically, the controllability matrix 
is formed, and its rank evaluated. What is the final step in determining 
controllability if the controllability matrix is a square matrix? 


7. What is an observer? 


8. Under what conditions would you use an observer in your state-space design of a 
control system? 


9. Briefly describe the configuration of an observer. 
10. What plant representation lends itself to easier design of an observer? 


11. Briefly describe the design technique for an observer, given the configuration 
you described in Question 9. 


12. Compare the major difference in the transient response of an observer to that of 
a controller. Why does this difference exist? 


13. From what equation do we find the characteristic equation of the controller- 
compensated system? 


14. From what equation do we find the characteristic equation of the observer? 


Problems 711 


15. In order to effect a complete observer design, a system must be observable. 


Describe the physical meaning of observability. 


16. Under what conditions can inspection of the signal-flow graph of a system yield 


immediate determination of observability? 


17. In order to determine observability mathematically, the observability matrix is 
formed and its rank evaluated. What is the final step in determining observ- 


ability if the observability matrix is a square matrix? 


GEE -o D 


1. Consider the following open-loop transfer func- 
tions, where G(s) = Y(s)/U(s), Y(s) is the Laplace 
transform of the output, and U(s) is the Laplace 
transform of the input control signal: 























. _ (s+3) 
i. G(s) = (s +4)? 
ii. G(s) = (+5)s+7) 
. 7 20s(s + 7) 
iii. G(s) = (s+ 3)(s+7)(s +9) 
iv. G(s) = tt) 
(6+4(s+5(5+%)Apago PDF 
ie s? + 8s + 15 
% GS) = ay a4 10) 4 384 12) 





For each of these transfer functions, do the follow- 

ing: [Section: 12.2] 

a. Draw the signal-flow graph in phase-variable 
form. 


b. Add state-variable feedback to the signal-flow 
graph. 

c. For each closed-loop signal-flow graph, write the 
state equations. 


d. Write, by inspection, the closed-loop transfer 
function, T(s), for your closed-loop signal-flow 
graphs. 

e. Verify your answers for T(s) by finding the 
closed-loop transfer functions from the state 
equations and Eq. (3.73). 


2. The following open-loop transfer 
functions can be represented by 
signal-flow graphs in cascade form. 


WileyPLUS 


cis 


Control Solutions 


30(s + 2)(s +7) 
s(s+3)(s +5) 





i. G(s) = 


enhanc") rey 


5(s? + 3s +7) 
(s + 2)(s? + 25 + 10) 
For each, do the following: [Section: 12.4] 


a. Draw the signal-flow graph and show the state- 
variable feedback. 


ii. G(s) = 





b. Find the closed-loop transfer function with state- 
variable feedback. 


3. The following open-loop transfer functions can be 


represented by signal-flow graphs in parallel form. 


50(s? + 7s + 25) 


)(s + 4) 


a SG ee ee 





For each, do the following: [Section: 12.4] 

a. Draw the signal-flow graph and show the state- 
variable feedback. 

b. Find the closed-loop transfer function with state- 
variable feedback. 


. Given the following open-loop plant, [Section: 12.2] 


20 
(s+ 2)(s+4)(s +8) 


design a controller to yield a 15% overshoot and a 
settling time of 0.75 second. Place the third pole 10 
times as far from the imaginary axis as the dominant 
pole pair. Use the phase variables for state-variable 
feedback. 


G(s) = 





. Section 12.2 showed that controller design is easier 


to implement if the uncompensated system is rep- 
resented in phase-variable form with its typical 
lower companion matrix. We alluded to the fact 
that the design can just as easily progress using the 
controller canonical form with its upper companion 
matrix. [Section: 12.2] 
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-1 


FIGURE P12.1 


a. Redo the general controller design covered in 
Section 12.2, assuming that the plant is repre- 
sented in controller canonical form rather than 
phase-variable form. 


. Apply your derivation to Example 12.1 if the 
uncompensated plant is represented in controller 
canonical form. 


Given the following open-loop plant: 
[Section: 12.2] 


WileyPLUS 


Control Solutions 
100(s + 2)(s + 20) 
(s+1)(s+3)(s +4) 





G(s) = 
design a controller to yield 15% overshoot with a 
peak time of 0.5 second. Use the controller canoni- 
cal form for state-variable feedback. 


. Given the following open-loop plant: [Section: 12.2] 


= 20(s+2) 


GMS t ET) 


design a controller to yield a 10% overshoot and a 
settling time of 2 seconds. Place the third pole 10 times 
asfar from the imaginary axis as the dominant pole pair. 
Use the phase variables for state-variable feedback. 


. Repeat Problem 4 assuming that the plant is repre- 


sented in the cascade form. Do not convert to phase- 
variable form. [Section: 12.4] 


. Repeat Problem 7 assuming that the plant is repre- 


sented in the parallel form. Do not convert to phase- 
variable form. [Section: 12.4] 


10. 


11. 


Given the plant shown in Figure P12.1, 
what relationship exists between bı and 
b> to make the system uncontrollable? 
[Section: 12.3] 


For each of the plants represented by signal- 
flow graphs in Figure P12.2, determine the con- 


WileyPLUS 


Apago PDF Enhaincétr controllability can be determined 


by inspection, state that it can and then verify your 
conclusions using the controllability matrix. 
[Section: 12.3] 


. Use MATLAB to determine the 


13. 


14. 





MATLAB 
controllability of the systems 
of Figure P12.2(d) and (f). am 


In Section 12.4, we discussed how to design a con- 
troller for systems not represented in phase-variable 
form with its typical lower companion matrix. We 
described how to convert the system to phase- 
variable form, design the controller, and convert 
back to the original representation. This technique 
can be applied just as easily if the original represen- 
tation is converted to controller canonical form with 
its typical upper companion matrix. Redo Example 
12.4 in the text by designing the controller after 
converting the uncompensated plant to controller 
canonical form. [Section: 12.4] 


Consider the following transfer function: 
(s + 6) 
G = 
O) = F3 18) 410) 


If the system is represented in cascade form, as 
shown in Figure P12.3, design a controller to yield 





Control Solutions 


Problems 713 





Enhapn 


u 





FIGURE P12.2 


a closed-loop response of 10% overshoot with a 16. Repeat Problem 14 assuming that the plant is rep- 


settling time of 1 second. Design the controller resented in parallel form. [Section: 12.4] 

by first transforming the plant to phase variables. 17, The open-loop system of Problem 14 WileyPLUS 

[Section: 12.4] is represented as shown in Figure P12.4. 
15. Use MATLAB to design the ere If the output of each block Control Solutions 

controller gains for the CD is assigned to be a state variable, 

system given in Problem 14. design the controller gains for feedback from these 


state variables. [Section: 12.4] 


U(s) 1 Z3(s) 1 Z2(s) s46 Y(s) 
> 
s+10 s+8 s+3 


FIGURE P12.3 
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U(s) 1 Z3(s) s46 ZS) 1 Y(s) = Z1(s) : 
s+3 s+8 s+10 
FIGURE P12.4 
18. If an open-loop plant, 


19. 


100 


ci a s(s + 5)(s +9) 


is represented in parallel form, design a controller 
to yield a closed-loop response of 15% overshoot 
and a peak time of 0.2 second. Design the controller 
by first transforming the plant to controller canoni- 
cal form. [Section: 12.4] 


For a specific individual, the 
linear time-invariant model of 
the hypothalamic-pituitary- 
adrenal axis of the endocrine system with 
five state variables has been found to be 
(Kyrylov, 2005) 





MATLAB 





xy —0.014 0 —14 0 0 
X2 0.023 —0.023 —0.023 0 0 
x3 |=| 0.134 0.67 —0.67 0.38 0.003264 
iy 0 0 o%oApago PD 
X5 0 0 0.0017 0 —0.001 

X1 

X2 

xI x3| +10ldo 

X4 

X5 
The state-variable definitions were 


given in Problem 25, Chapter 3. 
a. Use MATLAB to determine if th 
is controllable. 


b. Use MATLAB to express the matrices A 
and B in phase-variable form. 








system 





20. Consider the plant 


1 


CS) = FIET 


whose state variables are not available. Design an 
observer for the observer canonical variables to 
yield a transient response described by ¢ = 0.4 
and œn = 75. Place the third pole 10 times farther 


21. 


22. 


23. 


from the imaginary axis than the dominant poles. 
[Section: 12.5] 


Design an observer for the plant 


10 

Ol) = Gy 364 Net) 

operating with 10% overshoot and 2 seconds peak 
time. Design the observer to respond 10 times as fast 
as the plant. Place the observer third pole 20 times 
as far from the imaginary axis as the observer 
dominant poles. Assume the plant is represented 
in observer canonical form. [Section: 12.5] 





Repeat Problem 20 assuming that the plant is rep- 
resented in phase-variable form. Do not convert to 
observer canonical form. [Section: 12.7] 


Consider the plant WileyPLUS 
(s +2) 


CO = FEF 


whose phase variables are not available. Design an 


Control Solutions 


Enkangew phase variables with a transient 


24. 


25. 


26. 





response described by ¢ = 0.6 and w, = 120. Do not 
convert to observer canonical form. [Section: 12.7] 
Determine whether or not each of the systems 
shown in Figure P12.2 is observable. [Section: 12.6] 


Use MATLAB to determine the 
observability of the systems 
of Figure P12.2(a) and (f). 
Given the plant of Figure P12.5, what relationship 
must exist between c4 and c in order for the system 
to be unobservable? [Section: 12.6] 


MATLAB 


FIGURE P12.5 





27. Design an observer for the plant 
1 
G = 
O = TGF Be + 20) 


represented in cascade form. Transform the plant to 
observer canonical form for the design. Then trans- 
form the design back to cascade form. The charac- 
teristic polynomial for the observer is to be 
s? + 600s7+ 40,000s + 1,500,000. 


Use MATLAB to design the 
observer gains for the system 
given in Problem 27. 


28. MATLAB 


29. Repeat Problem 27 assuming that the plant is rep- 


resented in parallel form. [Section: 12.7] 


30. Design an observer for 


Gls) = 50 


(s+3)(s+6(s+9) 


represented in phase-variable form with a desired 
performance of 10% overshoot and a settling time 
of 0.5 second. The observer will be 10 times as fast as 
the plant, and the observer’s nondominant pole will 
be 10 times as far from the imaginary axis as the 
observer’s dominant poles. Design the observer 
by first converting to observer canonical form. 


[Section: 12.7] 
a PD 
Observability and controllabilft o> Nee DF 


on the state-space representation chosen for a given 
system. In general, observability and controllability 
are affected when pole-zero cancellations are pres- 
ent in the transfer function. Consider the following 
two systems with representations: 


Xj = AX; = Bir 





31. 


y = Cix; 
0 1 0 
A= ; B, = ; C, =|2 0 
=f 3) mfi) =. o 
0 1 0 0 
A,=| 0 0 1); B= ]|0]; G=[6 2 0] 
—6 —11 -6 1 
a. Show that both systems have the same 
transfer function G;(s) =a after pole-zero 
s 


cancellations. 
b. Evaluate the observability of both systems. 


32. Given the plant 


E THE y=[1 1h 


WileyPLUS 


Control Solutions 


Problems 715 
design an integral controller to yield a 10% over- 
shoot, 0.5-second settling time, and zero steady- 
state error for a step input. [Section: 12.8] 


33. Repeat Problem 32 for the following plant: 
[Section: 12.8] 


DESIGN PROBLEMS 

34. A magnetic levitation system is described in Problem 
50in Chapter 9 (Cho, 1993). Remove the photocell in 
Figure P9.14(b) and design a controller for phase 
variables to yield a step response with 5% overshoot 
and a settling time of 0.5 second. 


35. Problem 24 in Chapter 3 introduced the model for 
patients treated under a regimen of a single day of 
Glargine insulin (Tarin, 2005). The model to find the 
response for a specific patient to medication can be 


expressed in phase-variable form with 


0 1 0 
A= 0 0 1 : 
—501.6 x 1076 —128.8 x 107? —854 x 107° 
Enhancer 
B=/0l; C=[078x10* 414x10* 0.01]; 
0 
D =0 


The state variables will take on a different signifi- 
cance in this expression, but the input and the 
output remain the same. Recall that u = external 
insulin flow, and y = plasma insulin concentration. 


a. Obtain a state-feedback gain matrix so that the 
closed-loop system will have two of its poles 
placed at —1/15 and the third pole at —1/2. 


b. Use MATLAB to verify that the 
poles appear at the positions 
specified in Part a. 


MATLAB 


36. Figure P12.6 shows a continuous stirred tank reactor 
in which an aqueous solution of sodium acetate 
(CH3COONa) is neutralized in the mixing tank 
with hydrochloric acid (HCl) to maintain a particu- 
lar pH in the mixing tank. 

The amount of acid in the mix is controlled by 
varying the rotational speed of a feeding peristaltic 
pump. A nominal linearized transfer function 


from HCl flowrate to pH has been shown to be 
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FIGURE P12.6 (© 2000 IEEE) 


(Tadeo, 2000) 
= = -4 
G(s) 0.9580 x 107"s — 0.01197 x 10 





a. Write the system in state-space phase-variable form. 


b. Use state-feedback methods to design a matrix K 
that will yield an overdamped output pH re- 
sponse with a settling time of T, ~ 5 min for a 
step input change in pH. 

c. Simulate the step respons ates 


of the resulting closed-loop STÐ 
system using MATLAB. 











37. In the dc-dc converter of Problem 67, Chapter 4 


(Van Dijk, 1995) with L = 6 mH, C=1 mF, R= 
1000, a 50% PWM duty cycle, and assuming the 
system’s output is the voltage across the capacitor, 
the model can be expressed as 


ELE | aa. 
o nf] 


a. Find the system’s transfer function. 


b. Express the system’s state equations in phase- 
variable form. 


C. 


38. a. 


39. a. 


Find a set of state-feedback gains to obtain 20% 
overshoot and a settling time of 0.5 second in the 
hase-variable system. 


epee oRpago” PDF Enhance Prresponding set of state-feedback 


gains in the original system. 


Verify that the set of gains in Part d places the 
closed-loop poles at the desired positions. 


Simulate the unit step 
response of the systemusing 
MATLAB. 


MATLAB 


Design an observer for the dc-dc converter of 
Problem 37. The observer should have time 
constants 10 times smaller than those of the 
original system. 


Simulate your system and Simulink 
observer for aunit step input 
using Simulink. Assume that 

the initial conditions for the original 








2 
system are x(0)= HE The observer 


should have initial conditions 


Design an observer for the neutralization system 
using the continuous stirred tank reactor of 


Problem 36. The observer should have time 
constants 10 times smaller than those of the 
original system. Assume that the original state 
variables are those obtained in the phase- 
variable representation. 

b. Simulate your system and Siriulink 
observer for a unit step in- C SL 
put using Simulink. Assume that the ini- 
tial conditions for the original system 








=l 
are x(0)= |—10 |. The observer should 
3 
0 
have initial conditions x(0) = | 0 
0 


40. The conceptual block diagram of a gas-fired heater 


is shown in Figure P12.7. The commanded fuel 
pressure is proportional to the desired temperature. 
The difference between the commanded fuel pres- 
sure and a measured pressure related to the output 
temperature is used to actuate a valve and release 
fuel to the heater. The rate of fuel flow determines 
the temperature. When the output temperature 
equals the equivalent commanded temperature as 
determined by the commanApa SUF 
fuel flow is stopped and the héa’ lo (ei PBF 
1968). 

If the transfer function of the heater, G(s), is 


1 degrees F 
(s + 0.4)(s + 0.8) 





= ft?/min 


and the transfer function of the fuel valve, G,(s), is 





5 ft/min 
Gom = 
s+5 psi 
Commanded Fuel 


fuel pressure 
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42. 


Problems 717 
replace the temperature feedback path with a 
phase-variable controller that yields a 5% over- 
shoot and a settling time of 10 minutes. Also, 
design an observer that will respond 10 times 
faster than the system but with the same percent 
overshoot. 


a. Redesign the dc-dc converter system of Problem 
37 to include integral control. 

b. Simulate your system fora Simulink 
step input using Simulink r SL) 
and verify that the specifi- 
cations aremet. Inparticular, verify 
that the system has zero steady-state 
error. 


The floppy disk drive of Problem 57 
in Chapter 8 is to be redesigned 
using state-variable feedback. The 
controller is replaced by a unity dc gain amplifier, 
G,(s) = 800/(s + 800). The plant, G,(s) = 20,000/ 
[s(s + 100)], is in cascade with the amplifier. 


WileyPLUS 


Control Solutions 


a. Design a controller to yield 10% overshoot and a 
settling time of 0.05 second. Assume that the 
state variables are the output position, output 
velocity, and amplifier output. 


Enhancer steady-state error and redesign 


the system with an integral controller to re- 
duce the steady-state error to zero. (Use of a 
program with symbolic capability is highly 
recommended.) 

c. Simulate the step response gia 
for both the controller- CD 
compensated and integral 
controller-compensated systems. 
Use MATLAB or any other computer 
program. 





Fuel 
volume 
flow 


pressure A error Fuel rate Temperature 
ue 
=) valve Heater ~~~ 


Temperature 
sensor and gain 








FIGURE P12.7 Block diagram of a gas-fired heater 
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43. 


44. 


45. 


46. 


Chapter 12 


Given the angle of attack HAE 
control system for the AFTI/ CD 
F-16 aircraft shown in Figure 

P9.15 (Monahemi, 1992), use MATLAB to 
design a controller for the plant to 
yield 10% overshoot with a settling 
time of 0.5 second. Assume that the phase 
variables are accessible. Have the pro- 











gram display the step response of the 
compensated system. 
For the angle of attack control MATLAB 


system of Problem 43, use MATLAB 

to design an observer for the 

phase variables that is 15 times faster 
than the controller designed system. 





For the angle of attack control system of Problem 
43, do the following: 


a. Design an integral control using phase variables 
to reduce the steady-state error to zero. (Use of a 
program with symbolic capability is highly 
recommended.) 


b. Use MATLAB to obtain the step 
response. 


MATLAB 


The use of feedback control t 
in the blades of a variable speed wind turbine allows 
power generation optimization under variable wind 
conditions (Liu, 2008). At a specific operating point, 
it is possible to linearize turbine models. For exam- 
ple, the model of a three-blade turbine with a 15 m 
radius working in 12 m/s wind-speed and generating 
220 V can be expressed as: 


-5 0 0 0 0 
0 0 1 0 0 
x= | —10.5229 —1066.67 -3.38028 23.5107 0 
0 993.804 3.125 -23.5107 0 
0 0 0 10 —10 
5 
0 
+ļ|O0ļu 
0 
0 
y=[0 0 0 1.223x10 0]ļx 


Design via State Space 


where the state variable vector is given by 


x=[|8 E & Wg Oem | 


Here, £ = pitch angle of the wind turbine blades, 
é = relative angle of the secondary shaft, œg = 
generator speed, and @gm = generator measure- 
ment speed. The system input is u, the pitch angle 
reference, and the output is y, the active power 
generated. 


a. Find a state feedback vector gain such that the 
system responds with a 10% overshoot and a 
settling time of 2 seconds for a step input. 


b. Use MATLAB to verify the 
operation of the system 
under state feedback. 


MATLAB 
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47. 


OhPDE E 


48. 


High-speed rail pantograph. Problem 21 in Chapter 1 
discusses active control of a pantograph mechanism 
for high-speed rail systems (O’Connor, 1997). In 
Problem 79(a), Chapter 5, you found the block dia- 
Ahang Fd pantograph control system. For 

- G ortion of the pantograph system 
modeled in Chapter 5, do the following: 


a. Design a controller to yield 20% overshoot and a 
1-second settling time. 


b. Repeat Part a with a zero steady-state error. 
Control of HIV/AIDS. The linearized model of HIV 
infection when RTIs are used for treatment was 


introduced in Chapter 4 and repeated here for 
convenience (Craig, 2004): 


T —0.04167 0 —0.0058] 5 T 
T | =| 0.0217 —0.24 0.0058 | | T* 
v 0 100 —2.4 v 
5.2 
+| —5.2 | u 
0 
T 
y=[0 0 1]| 7* 
v 
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e(t) 





PAGA] 
— 50 


+ 


Ua(t) 

















l) 
FIGURE P12.8 


T represents the number of healthy T-cells, T* the 
number of infected cells, and v the number of free 
viruses. 


a. Design a state-feedback scheme to obtain 

(1) zero steady-state error for step inputs 

(2) 10% overshoot 

(3) a settling time of approximately 100 days 
(Hint: the system’s transfer function has an open- 


loop zero at approximately —0.02. Use one of the 
poles in the desired closed-loop-pole polynomial to 








0.03787 

















v(t) 


OW) 0.06154 —> 









































with a unity steady-state gain and a time constant 
of 50 ms; and the power amplifier gain set to 50. 
Whereas the state variables remain as the motor 
angular speed, w(t), and armature current, /,(t), we 
assume now that we have only one input variable, 
u-(t), the command voltage from the electronic 
control unit, and one output variable, car speed, 
v = ro/ito = 0.06154m. The change in the load 
torque, Te(t), is represented as an internal feed- 
back proportional to a(t). 

Looking at the diagram, the state equations may 
be written as: 


eliminate this zero. Place the higher-order pole 6.25 
times further than the domn Apag o PDF E uy ancer m 7 ‘ 
. Si i a ‘|= j t 
b. Simulate the unit step sie a 0.2491 re | + PAT ) 
response of your design 
j imulink. I, 
ee y(t) = v(t) = [0 0.05154)] | 
(02) 


49. Hybrid vehicle. In Problem 3.32, we introduced the 
idea that when an electric motor is the sole motive 
force provider for a hybrid electric vehicle (HEV), 
the forward paths of all HEV topologies are simi- 
lar. It was noted that, in general, the forward path 
of an HEV cruise control system can be repre- 
sented by a block diagram similar to that of Figure 
P3.19 (Preitl, 2007). The diagram is shown in 
Figure P12.8, with the parameters substituted by 
their numerical values from Problem 6.69; the 
motor armature represented as a first-order system 


a. Design an integral controller for %OS < 4.32%, a 
settling time, T,< 4.4 sec, and a zero steady-state 
error for a step input (Hint: To account for the effect 
of the integral controller on the transient response, 
use T, = 4 seconds in your calculation of the value 
of the natural frequency, œn, of the required domi- 
nant poles). 


. Use MATLAB to verify that the MATLAB 


design requirements are met. 


GOT «cyber Exploration Laboratory FD 


Experiment 12.1 


Objective To simulate a system that has been designed for transient response via 


a state-space controller and observer. 
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Minimum Required Software Packages MATLAB, Simulink, and the 
Control System Toolbox 


Prelab 


1. This experiment is based upon your design of a controller and observer 
as specified in the Case Study Challenge problem in Chapter 12. Once you 
have completed the controller and observer design in that problem, go on to 
Prelab 2. 


2. What is the controller gain vector for your design of the system specified in the 
Case Study Challenge problem in Chapter 12? 

3. What is the observer gain vector for your design of the system specified in the 
Case Study Challenge problem in Chapter 12? 

4. Draw a Simulink diagram to simulate the system. Show the system, the controller, 
and the observer using the physical variables specified in the Case Study 
Challenge problem in Chapter 12. 


Lab 


1. Using Simulink and your diagram from Prelab 4, produce the Simulink diagram 
from which you can simulate the response. 


2. Produce response plots of the system and the observer for a step input. 
3. Measure the percent overshoot and the settling time for both plots. 


PogBago PDF Enhancer 


1. Make a table showing the design specifications and the simulation results for 
percent overshoot and settling time. 


2. Compare the design specifications with the simulation results for both the system 
response and the observer response. Explain any discrepancies. 


3. Describe any problems you had implementing your design. 


Experiment 12.2 
Objective To use LabVIEW to design a controller and observer 


Minimum Required Software Packages LabVIEW, the Control Design 
and Simulation Module, and the MathScript RT Module. 


Prelab Design a LabVIEW VI that will design the controller and observer for the 
Antenna Control Case Study in this chapter. Your VI will have the following inputs: 
phase-variable form of the plant, the controller poles, and the observer poles to meet 
the requirements. Your indicators will display the following: the phase-variable 
equation of the plant, whether or not the system is controllable, the observer 
canonical equation of the observer, whether or not the system is observable, the 
gains for the controller, and the gains for the observer. Also provide the impulse 
response and initial response curves shown in Figure 12.27. In addition, provide 
similar response curves for the state variables. 


Bibliography 


Lab Run your VI and collect the data from which to compare the results of the 
case study with those found from your VI. 


Postlab Compare and summarize the results found from your VI with those of the 
Chapter 12 Antenna Control Case Study. 
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C Chapter Learning Outcomes 


mes D ancer 


, , Apago 
After completing this chapter the student will be able to: 


Model the digital computer in a feedback system (Sections 13.1-13.2) 
Find z- and inverse z-transforms of time and Laplace functions (Section 13.3) 
Find sampled-data transfer functions (Section 13.4) 


Reduce an interconnection of sampled-data transfer functions to a single sampled- 
data transfer function (Section 13.5) 


Determine whether a sampled-data system is stable and determine sampling rates 
for stability (Section 13.6) 


Design digital systems to meet steady-state error specification (Section 13.7) 


Design digital systems to meet transient response specifications using gain adjust- 
ment (Sections 13.8-13.9) 


Design cascade compensation for digital systems (Sections 13.10-13.11) 


C Case Study Learning Outcomes Ð 


You will be able to demonstrate your knowledge of the chapter objectives with a case 
study as follows: 


Given the analog antenna azimuth position control system shown on the front 
endpapers and in Figure 13.1(a), you will be able to convert the system to a digital 
system as shown in Figure 13.1(b) and then design the gain to meet a transient 
response specification. 
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Antenna 


Desired 





azimuth angle angle 
input output 
(a) 
Antenna 
Computer 





7G) 

Azimuth 
angle 
output 





(b) 


FIGURE 13.1 Conversion of antenna azimuth position control system from a. analog control 
to b. digital control 


@ Given the digital antenna azimuth position control system shown in Figure 13.1(b), 
you will be able to design a digital cascade compensator to improve the transient 
response. 


@ 13.1 Introduction 


This chapter is an introduction to digital control systems and will cover only 
frequency-domain analysis and design. You are encouraged to pursue the study 
of state-space techniques in an advanced course in sampled-data control systems. In 
this chapter, we introduce analysis and design of stability, steady-state error, and 
transient response for computer-controlled systems. 

With the development of the minicomputer in the mid-1960s and the micro- 
computer in the mid-1970s, physical systems need no longer be controlled by 
expensive mainframe computers. For example, milling operations that required 
mainframe computers in the past can now be controlled by a personal computer. 

The digital computer can perform two functions: (1) supervisory — external to 
the feedback loop; and (2) control—internal to the feedback loop. Examples of 


13.1 Introduction 


supervisory functions consist of scheduling tasks, monitoring parameters and var- 
iables for out-of-range values, or initiating safety shutdown. Control functions are of 
primary interest to us, since a computer that performs within the feedback loop 
replaces the methods of compensation heretofore discussed. Examples of control 
functions are lead and lag compensation. 

Transfer functions, representing compensators built with analog components, 
are now replaced with a digital computer that performs calculations that emulate the 
physical compensator. What advantages are there to replacing analog components 
with a digital computer? 


Advantages of Digital Computers 

The use of digital computers in the loop yields the following advantages over analog 
systems: (1) reduced cost, (2) flexibility in response to design changes, and (3) noise 
immunity. Modern control systems require control of numerous loops at the same 
time—pressure, position, velocity, and tension, for example. In the steel industry, a 
single digital computer can replace numerous analog controllers with a subsequent 
reduction in cost. Where analog controllers implied numerous adjustments and 
resulting hardware, digital systems are now installed. Banks of equipment, meters, 
and knobs are replaced with computer terminals, where information about settings 
and performance is obtained through menus and screen displays. Digital computers 
in the loop can yield a degree of flexibility in response to changes in design. Any 
changes or modifications that are required in the future can be implemented with 
simple software changes rather than expensive hardware modifications. Finally, 
digital systems exhibit more noise immunity than analog systems by virtue of the 
methods of implementation. 


Where then is the computer addr e ver Hide jgital 
computer is controlling Ape S, Its POR EH ha epen Ea 
the function it performs. Typically, the computer replaces the cascade compensator 
and is thus positioned at the place shown in Figure 13.2(a). 

The signals r, e, f, and c shown in Figure 13.2(a) can take on two forms: digital or 
analog. Up to this point we have used analog signals exclusively. Digital signals, 


which consist of a sequence of binary numbers, can be found in loops containing 
digital computers. 


r +A e Digital f c 
Ws 








(a) 





r +O Digital c 
+8 


(b) 
FIGURE 13.2 a. Placement of the digital computer within the loop; b. detailed block diagram 
showing placement of A/D and D/A converters 
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Least significant bit 


Most significant bit 


1 volt 


FIGURE 13.3 Digital-to-analog converter 
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Loops containing both analog and digital signals must provide a means for 
conversion from one form to the other as required by each subsystem. A device that 
converts analog signals to digital signals is called an analog-to-digital (A/D) converter. 
Conversely, a device that converts digital signals to analog signals is called a digital-to- 
analog (D/A) converter. For example, in Figure 13.2(b), if the plant output, c, and the 
system input, r, are analog signals, then an analog-to-digital converter must be provided 
at the input to the digital computer. Also, if the plant input, f, is an analog signal, then a 
digital-to-analog converter must be provided at the output of the digital computer. 


Analog Digital-to-Analog Conversion 


O + Digital-to-analog conversion is simple and effectively instan- 
+ 


taneous. Properly weighted voltages are summed together to 
yield the analog output. For example, in Figure 13.3, three 
weighted voltages are summed. The three-bit binary code is 
represented by the switches. Thus, if the binary number is 
1102, the center and bottom switches are on, and the analog 
output is 6 volts. In actual use, the switches are electronic and 
are set by the input binary code. 


Analog-to-Digital Conversion 
Analog-to-digital conversion, on the other hand, is a two-step 
process and is not instantaneous. There is a delay between the 
input analog voltage and the output digital word. In an analog-to-digital converter, 
the analog signal is first converted to a sampled signal and then converted to a 
sequence of binary numbers, the digital signal. 

e sampling st i andwidth of the signal, or else there 
will Apaga O E enhancer is called the Nyquist sampling rate.’ 

In Figure 13.4(a), we start with the analog signal. In Figure 13.4(b), we see the 
analog signal sampled at periodic intervals and held over the sampling interval by a 
device called a zero-order sample-and-hold (z.o.h.) that yields a staircase approxi- 
mation to the analog signal. Higher-order holds, such as a first-order hold, generate 
more complex and more accurate waveshapes between samples. For example, a first- 
order hold generates a ramp between the samples. Samples are held before being 
digitized because the analog-to-digital converter converts the voltage to a digital 
number via a digital counter, which takes time to reach the correct digital number. 
Hence, the constant analog voltage must be present during the conversion process. 

After sampling and holding, the analog-to-digital converter converts the 
sample to a digital number (as shown in Figure 13.4(c)), which is arrived at in 
the following manner. The dynamic range of the analog signal’s voltage is divided 
into discrete levels, and each level is assigned a digital number. For example, in 
Figure 13.4(b), the analog signal is divided into eight levels. A three-bit digital 
number can represent each of the eight levels as shown in the figure. Thus, the 
difference between quantization levels is M/8 volts, where M is the maximum analog 
voltage. In general, for any system, this difference is M/2” volts, where n is the 
number of binary bits used for the analog-to-digital conversion. 

Looking at Figure 13.4(b), we can see that there will be an associated error for 
each digitized analog value except the voltages at the boundaries such as M/8 and 
2M/8. We call this error the quantization error. Assuming that the quantization 
process rounds off the analog voltage to the next higher or lower level, the maximum 


'See Ogata (1987: 170-177) for a detailed discussion. 
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value of the quantization error is 1/2 the difference between quantization levels in 
the range of analog voltages from 0 to 15M/16. In general, for any system using 
roundoff, the quantization error ‘AB ( Ou BDE, in’ 

We have now covered the basi ay of ti sys RARRSE why 
they are used, where the digital computer is placed in the loop, and how to convert 
between analog and digital signals. Since the computer can replace the compensator, 
we have to realize that the computer is working with a quantized amplitude 
representation of the analog signal formed from values of the analog signal at 
discrete intervals of time. Ignoring the quantization error, we see that the computer 
performs just as the compensator does, except that signals pass through the 
computer only at the sampled intervals of time. We will find that the sampling of 
data has an unusual effect upon the performance of a closed-loop feedback system, 
since stability and transient response are now dependent upon the sampling rate; if it 
is too slow, the system can be unstable since the values are not being updated rapidly 
enough. If we are to analyze and design feedback control systems with digital 
computers in the loop, we must be able to model the digital computer and associated 
digital-to-analog and analog-to-digital converters. The modeling of the digital 
computer along with associated converters is covered in the next section. 


@ 13.2 Modeling the Digital Computer 


If we think about it, the form of the signals in a loop is not as important as what 
happens to them. For example, if analog-to-digital conversion could happen instan- 
taneously, and time samples occurred at intervals of time that approached zero, there 
would be no need to differentiate between the digital signals and the analog signals. 
Thus, previous analysis and design techniques would be valid regardless of the 
presence of the digital computer. 
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FIGURE 13.4 Steps in analog- 
to-digital conversion: a. analog 
signal; b. analog signal after 
sample-and-hold; c. conversion 
of samples to digital numbers 
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The fact that signals are sampled at specified intervals and held causes the 
system performance to change with changes in sampling rate. Basically, then, the 
computer’s effect upon the signal comes from this sampling and holding. Thus, in 
order to model digital control systems, we must come up with a mathematical 
representation of this sample-and-hold process. 


Modeling the Sampler 

Our objective at this point is to derive a mathematical model for the digital computer 
as represented by a sampler and zero-order hold. Our goal is to represent the 
computer as a transfer function similar to that for any subsystem. When signals are 
sampled, however, the Laplace transform that we have dealt with becomes a bit 
unwieldy. The Laplace transform can be replaced by another related transform 
called the z-transform. The z-transform will arise naturally from our development of 
the mathematical representation of the computer. 

Consider the models for sampling shown in Figure 13.5. The model in Figure 
13.5(a) is a switch turning on and off at a uniform sampling rate. In Figure 13.5(b), 
sampling can also be considered to be the product of the time waveform to be 
sampled, f(t), and a sampling function, s(t). If s(¢) is a sequence of pulses of width Tw, 
constant amplitude, and uniform rate as shown, the sampled output, f7,, (7), will 
consist of a sequence of sections of f(t) at regular intervals. This view is equivalent to 
the switch model of Figure 13.5(a). 

We can now write the time equation of the sampled waveform, f7,, (t). Using 
the model shown in Figure 13.5(b), we have 


o0 


Frrr ak kT) — u(t — kT — Tw) (13.1) 
Apa gO PDF Enhanc 


r 
nteger between —oo and +00, Tis the period of the pulse train, and Tw 
is the pulse width. 
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FIGURE 13.5 Two views of Pulse width = Ty 


uniform-rate sampling: 

a. switch opening and closing; 

b. product of time waveform T 2T 3T 
and sampling waveform (b) 
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Since Eq. (13.1) is the product of two time functions, taking the Laplace 
transform in order to find a transfer function is not simple. A simplification can be 
made if we assume that the pulse width, Tw, is small in comparison to the period, T, 
such that f(t) can be considered constant during the sampling interval. Over the 
sampling interval, then, f(t )= = f(kT). Hence, 


fo) =p f (kT) [u(t — kT) — u(t — kT — Tw)| (13.2) 


k=-co 





for small Ty. 
Equation (13.2) can be further simplified through insight provided by the 
Laplace transform. Taking the Laplace transform of Eq. (13.2), we have 


p s$ f (KD) [E kTs e kTs— ~- 9 f (kT) [E — e “Je ETS a3 3) 
Tw (S : 











k=—00 k=—0o0 
Replacing e~/”5 with its series expansion, we obtain 
T 
t- fi- russ ws) -..| 
* g —kTs 
Fi} (8) -5 f(kT) F e (13.4) 


For small Tw, Eq. (13.4) becomes 
Fal) = Y FET) [Eek ts L S5 (KT) Twe" (13.5) 


k=-00 k=—00 


Finally, converting back to the tinAppadpove PDE Enhancer 
Fig (t) = Tw So FET) KT) (13.6) 


k=—0o 
where 6(t — kT) are Dirac delta functions. 

Thus, the result of sampling with rectangular pulses can be thought of as a 
series of delta functions whose area is the product of the rectangular pulse width and 
the amplitude of the sampled waveform, or Twf (kT). 

Equation (13.6) is portrayed in Figure 13.6. The sampler is divided into two 
parts: (1) an ideal sampler described by the portion of Eq. (13.6) that is not 
dependent upon the sampling waveform characteristics, 





t) 5 f(kT)3(t — kT) (13.7) 


k=-co 











and (2) the portion dependent upon the sampling waveform’s characteristics, Ty. 


Modeling the Zero-Order Hold 


The final step in modeling the digital computer is modeling the zero-order hold that 
follows the sampler. Figure 13.7 summarizes the function of the zero-order hold, 


Ideal 
sampler 


fi) ma A O 3 JTO „FIGURE 13.6 Model of 
2 Zan mE w Ty San 3(t— kT) sampling with a uniform 


rectangular pulse train 
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Ideal sampler 


a oA O Po Hold AO 





fO LO fy) 


AKT) 5(t — kT) 
FIGURE 13.7 Ideal sampling 
and the zero-order hold t t t 


which is to hold the last sampled value of f(t). If we assume an ideal sampler 
(equivalent to setting Tw = 1), then f*(t) is represented by a sequence of delta 
functions. The zero-order hold yields a staircase approximation to f(t). Hence, the 
output from the hold is a sequence of step functions whose amplitude is f(t) at the 
sampling instant, or f(kKT). We have previously seen that the transfer function of any 
linear system is identical to the Laplace transform of the impulse response since the 
Laplace transform of a unit impulse or delta function input is unity. Since a single 
impulse from the sampler yields a step over the sampling interval, the Laplace 
transform of this step, G;,(s), which is the impulse response of the zero-order hold, is 
the transfer function of the zero-order hold. Using an impulse at zero time, the 
transform of the resulting step that starts at t = 0 and ends at t = T is 





(13.8) 
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In a physical system, samples of the input time waveform, f(kT), are held over 
the sampling interval. We can see from Eq. (13.8) that the hold circuit integrates the 
input and holds its value over the sampling interval. Since the area under the delta 
functions coming from the ideal sampler is f(kT), we can then integrate the ideal 
sampled waveform and obtain the same result as for the physical system. In other 
words, if the ideal sampled signal, f*(t), is followed by a hold, we can use the ideal 
sampled waveform as the input, rather than f7,, (¢). 
In this section, we modeled the digital computer by cascading two elements: 
(1) an ideal sampler and (2) a zero-order hold. Together, the model is known as a 
zero-order sample-and-hold. The ideal sampler is modeled by Eq. (13.7), and the 
zero-order hold is modeled by Eq. (13.8). In the next section, we start to create a 
transform approach to digital systems by introducing the z-transform. 


@ 13.3 The Transform 


The effect of sampling within a system is pronounced. Whereas the stability and 
transient response of analog systems depend upon gain and component values, 
sampled-data system stability and transient response also depend upon sampling 
rate. Our goal is to develop a transform that contains the information of sampling 
from which sampled-data systems can be modeled with transfer functions, analyzed, 
and designed with the ease and insight we enjoyed with the Laplace transform. We 
now develop such a transform and use the information from the last section to obtain 
sampled-data transfer functions for physical systems. 


13.3 The z-Transform 


Equation (13.7) is the ideal sampled waveform. Taking the Laplace transform 
of this sampled time waveform, we obtain 





F* (s) = XO fee (13.9) 
k=0 
Now, letting z = e7, Eq. (13.9) can be written as 
HOED D (13.10) 
k=0 





Equation (13.10) defines the z-transform. That is, an F(z) can be transformed 
to f(KT), or an f(kT) can be transformed to F(z). Alternately, we can write 


F (kT) = F(z) (13.11) 


Paralleling the development of the Laplace transform, we can form a table relating 
f(kT), the value of the sampled time function at the sampling instants, to F(z). Let 
us look at an example. 


Example 13.1 





z-Transform of a Time Function 


PROBLEM: Find the z-transform of a sampled unit ramp. 


SOLUTION: For a unit ramp, f “Api age PIE Ë RES See be 


written from Eq. (13.7) as 


fit= 5 ktd(t — kT) (13.12) 
k=0 


Taking the Laplace transform, we obtain 


F*(s) =X kre (13.13) 
k=0 
Converting to the z-transform by letting e7*Ts = z7*, we have 
F(z) =o kTZ* =TY0 kg = T(z! +27? +37 +-->) (13.14) 
k=0 k=0 


Equation (13.14) can be converted to a closed form by forming the series for zF(z) 
and subtracting F(z). Multiplying Eq. (13.14) by z, we get 


zF(z) = T +277! +37? +-->) (13.15) 
Subtracting Eq. (13.14) from Eq. (13.15), we obtain 
zF(z) — F(z) = (z-1)F(z) = T +z! +z? +-->) (13.16) 


But 


1+zt+z7+z34-:- (13.17) 
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which can be verified by performing the indicated division. Substituting Eq. (13.17) 
into (13.16) and solving for F(z) yields 


(13.18) 


as the z-transform of f(kT) = kT. 


Students who are performing the MATLAB exercises and want to 
explore the added capability of MATLAB’s Symbolic Math Toolbox 
should now run chl3spl1 in Appendix F located at www.wiley.com/ 
college/nise. You will learn how to find the z-transformof time 
functions. Example 13.1 will be solved using MATLAB and the 








Symbolic Math Toolbox. 





The example demonstrates that any function of s, F*(s), that represents a 
sampled time waveform can be transformed into a function of z, F(z). The final 
result, F(z) = Tz/(z — 1)’, is in a closed form, unlike F*(s). If this is the case for 
numerous other sampled time waveforms, then we have the convenient transform 
that we were looking for. In a similar way, z-transforms for other waveforms can be 
obtained that parallel the table of Laplace transforms in Chapter 2. A partial table of 
z-transforms is shown in Table 13.1, and a partial table of z-transform theorems is 


PDF Enhancer 








TABLE 13.1 Partial table of z- and s-transforms 
as 
































fO F(z) JkT) 
1. u(t) L z u(kT) 
z- 
2. t 1 Tz kT 
s (z -17 
l d” 
3. r = im (—1)" £ kT)" 
gntl lim ) da" f r ( ) 
4. e“ 1 zZ eT 
s+a z— eT 
n p—at n! n d” Z n —akT 
5. t'e Gia (1) a £ — — (kT)"e 
6. sin wt ae _ zsinoT sin okT 
s2 +o? z2—2zcoswT +1 
T cos wt a _z(z-cosoT) _ cos wk T 
s2 + o z2—2zcoswT +1 
8. äna w ze“ sinwT oT gin kT 
(s+ a) +o? z? —2ze—*T cos wT + eT 
9. e-“tcos wt sta z? — ze"! coswT e-akT cog ok T 











(s+ a) +a z2 — 2ze—4T cos wT + e~24T 








TABLE 13.2 z-transform theorems 


13.3 The z-Transform 











Theorem Name 
1. z{af(t)} = aF (z) Linearity theorem 
2. 2{fi + falt) } = Fi (z) + F2(2) Linearity theorem 
3. z{e™Tf(t)} = F(e"Tz) Complex differentiation 
4. 2{f(t—nT)} =z "F(z) Real translation 
5. z{tf(t)} = -Tz are) Complex differentiation 
z 

6. f(0) = lim F(z) Initial value theorem 

Z—00 
7. flo) = lim(1 — z7!)F(z) Final value theorem 

zl 
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Note: kT may be substituted for t in the table. 


shown in Table 13.2. For functions not in the table, we must perform an inverse 
z-transform calculation similar to the inverse Laplace transform by partial-fraction 
expansion. Let us now see how we can work in the reverse direction and find the time 
function from its z-transform. 


The Inverse z-Transform 

Two methods for finding the inverse z-transform (the sampled time function from its 
z-transform) will be described: (1) partial-fraction expansion and (2) the power 
series method. Regardless of the method used, remember that since the z-transform 
came from the sampled waveform, the inverse z-transform will yield only the values 


of the time function at the samp Ab. Teje] PDE Ha 
because even as we obtain closed a unctions as EA ey are weet 


at sampling instants. 


Inverse z-Transforms via Partial-Fraction Expansion Recall that the Laplace trans- 
form consists of a partial fraction that yields a sum of terms leading to exponentials, 
that is, A/(s + a). Taking this lead and looking at Table 13.1, we find that sampled 
exponential time functions are related to their z-transforms as follows: 





= z 

a ee =, (13.19) 

We thus predict that a partial-fraction expansion should be of the following form: 
A B 

FQ = p j (13.20) 





Z= Z %— 42 
Since our partial-fraction expansion of F(s) did not contain terms with s in the 
numerator of the partial fractions, we first form F(z) /z to eliminate the z terms in 
the numerator, perform a partial-fraction expansion of F(z)/z, and finally 
multiply the result by z to replace the z’s in the numerator. An example follows. 


Example 13.2 





Inverse z-Transform via Partial-Fraction Expansion 
PROBLEM: Given the function in Eq. (13.21), find the sampled time function. 


0.5z 
f= ae AT 





(13.21) 
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SOLUTION: Begin by dividing Eq. (13.21) by z and performing a partial-fraction 
expansion. 


F(z) 0.5 A B -25 25 














= = | = | 13.22 
z (z —0.5)(z— 0.7) z-05 z-0.77 z-05 z-0.7 ee) 
Next, multiply through by z. 
0.5 —2.5 2.5 
F(z) = a zoe ee (13.23) 


(z—0.5)(z—0.7) z—0.5 z—0.7 


Using Table 13.1, we find the inverse z-transform of each partial fraction. Hence, 
the value of the time function at the sampling instants is 


f(kT) = —2.5(0.5)* + 2.5(0.7)* (13.24) 


Also, from Eqs. (13.7) and (13.24), the ideal sampled time function is 


PA= 5 f(kT)8(t — kT) = 5 [=2:5(0.5)" +2:5(0.7) "att kT) (13.25) 


k=- k=—0o 


If we substitute k = 0,1,2, and 3, we can find the first four samples of the ideal 
sampled time waveform. Hence, 





f(t) = 08(t) + 0.58(t — T) + 0.68(t — 2T) + 0.5458(t — 3T) (13.26) 





Stugents who age rfgrming the MATLAB exercises and want to 
=x AAPAGO:« DE... Enhancer: Symbolic Math Toolbox 
should now run chl3sp2 in Appendix F located at www.wiley.com/ 
college/nise. Youwill learn howto find the inverse z-transform 


of sampled time functions. Example 13.2 will be solved using 
MATLAB and the Symbolic Math Toolbox. 














Inverse z-Transform via the Power Series Method The values of the sampled time 
waveform can also be found directly from F(z). Although this method does not yield 
closed-form expressions for f (kT), it can be used for plotting. The method consists of 
performing the indicated division, which yields a power series for F(z). The power 
series can then be easily transformed into F*(s) and f*(t). 


Example 13.3 





Inverse z-Transform via Power Series 
PROBLEM: Given the function in Eq. (13.21), find the sampled time function. 


SOLUTION: Begin by converting the numerator and denominator of F(z) to 
polynomials in z. 
0.5z 0.5z 


By (z—0.5)\(z—0.7) z2- 1.2z +0.35 iaa 
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Now perform the indicated division. 


0.527! + 0.67? + 0.545277 
z’ — 1.2z + 0.35 )0.5z 











0.5z — 0.6 + 0.175z7! (13.28) 
0.6 — 0.175z7! 
0.6 — 0.720z7! + 0.21 
0.545z-! — 0.21 


Using the numerator and the definition of z, we obtain 
F*(s) = 0.5e-™ + 0.6e-775 + 0.545e37 4 ... (13.29) 
from which 
f(t) = 0.58(t — T) + 0.68(t — 2T) + 0.5455(t — 3T) + --- (13.30) 


You should compare Eq. (13.30) with Eq. (13.26), the result obtained via 
partial expansion. 





Skill-Assessment Exercise 13.1 


PROBLEM: Derive the z-transform for f(t) = sin wt u(t). pill 


=i" 
ANSWER: F(z) i Se Apago PDF Enhancer contol galoni 


~ 1-2z7!cos(w 





The complete solution is located at www.wiley.com/college/nise. 





Skill-Assessment Exercise 13.2 
z(z +1)(z +2) 
(z — 0.5)(z — 0.7)(z — 0.9)" 


ANSWER: f(kT) = 46.875(0.5)* — 114.75(0.7)* + 68.875(0.9)* 










PROBLEM: Find f(kT) if F(z) = 











The complete solution is located at www.wiley.com/college/nise. 


@ 13.4 Transfer Functions 


Now that we have established the z-transform, let us apply it to physical systems by 
finding transfer functions of sampled-data systems. Consider the continuous system 
shown in Figure 13.8 (a). If the input is sampled as shown in Figure 13.8(5), the output is 
still a continuous signal. If, however, we are satisfied with finding the output at the 
sampling instants and not in between, the representation of the sampled-data system 
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= = 


(a) 


R(s) a oO Rie) æ% | cs) 


(b) 


R(s) R*(s) Cs) o 
FIGURE 13.8 Sampled-data So a 


systems: a. continuous; 
b. sampled input; ce. sampled 
input and output Note: Phantom oe is shown in color. 











can be greatly simplified. Our assumption is visually described in Figure 13.8(c), where 
the output is conceptually sampled in synchronization with the input by a phantom 
sampler. Using the concept described in Figure 13.8(c), we derive the pulse transfer 
function of G(s). 


Derivation of the Pulse Transfer Function 
Using Eq. (13.7), we find that the sampled input, r * (t), to the system of Figure 13.8(c) is 


Apago PDF Enhancer n (13.31) 


which is a sum of impulses. Since the impulse response of a system, G(s), is g(t), we 
can write the time output of G(s) as the sum of impulse responses generated by the 
input, Eq. (13.31). Thus, 


c(t) = 3 r(nT)g(t —nT) (13.32) 
n=0 
From Eq. (13.10), 
C(z)= 3 c(kT)z—* (13.33) 
k=0 


c(kT) = 3 r(nT)g(kT — nT) (13.34) 


C(z) = 5 3 r(nT)g|(k — n)T\z-* (13.35) 
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Letting m = k — n, we find 


Cz) = 3 Sra Thgmty" 
a n=0 ee (13.36) 
= [5 sone" S rane} 


m=0 n=0 


where the lower limit, m +n, was changed to m. The reasoning is that m +n = 0 

yields negative values of m for all n > 0. But, since g(mT) = 0 for all m < 0, m is not 

less than zero. Alternately, g(t) = 0 for t < 0. Thus, n = 0 in the first sum’s lower limit. 
Using the definition of the z-transform, Eq. (13.36) becomes 











Ce) = D sont "S r(nT)z ” = G(z)R(z) (13.37) 
m=0 n=0 





Equation (13.37) is a very important result, since it shows that the transform of the 
sampled output is the product of the transforms of the sampled input and the pulse 
transfer function of the system. Remember that although the output of the system is 
a continuous function, we had to make an assumption of a sampled output (phantom 
sampler) in order to arrive at the compact result of Eq. (13.37). 

One way of finding the pulse transfer function, G(z), is to start with G(s), find 
g(t), and then use Table 13.1 to find G(z). Let us look at an example. 












Example 13.4 
pago PDF Enhancer 
Converting G,(s) in Cascade with z.0.h. to G(z) 


PROBLEM: Given a z.o.h. in cascade with G(s) = (s+ 2)/(s + 1) or 
_1-e(s+2) 


GG) s (s+1) 








(13.38) 





find the sampled-data transfer function, G(z), if the sampling time, T, is 0.5 second. 


SOLUTION: Equation (13.38) represents a common occurrence in digital control 
systems, namely a transfer function in cascade with a zero-order hold. Specifically, 
Gi(s) = (s + 2)/(s +1) is in cascade with a zero-order hold, (1 — e775) /s. We can 
formulate a general solution to this type of problem by moving the s in the 
denominator of the zero-order hold to G(s), yielding 





G(s) = (1 — e7") au (13.39) 
from which 
G(z)= (= af EON =; z : [ZO (13.40) 


Thus, begin the solution by finding the impulse response (inverse Laplace trans- 
form) of G1 (s)/s. Hence, 


_Gifs)_ s+2 A B 2 1 
S= s  s(ist1) s s+1 s s+1 





(13.41) 
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TryIt 13.1 Taking the inverse Laplace transform, we get 
Use MATLAB, the Control g(t) =2- et (13.42) 
System Toolbox, and the fol- from which 
lowing statements to find 
G;(s) in Example 13.4 given g (kT) =Jap (13.43) 
eta Using Table 13.1, we find 
num=0. 213; 2z r 
Clem Oman, G>(z) = eee 13.44 
a W= zer? (13.44) 
Toi Substituting T = 0.5 yields 
Gz=zpk (num, den, K,T) s 
Gs=d2c (Gz,'zoh' ) Gi(s) 2z Zz z“ — 0.213z 
G = = = 13.45 
2(2) ef 5 z—1 z—-0607 (z—1)(z—0.607) ae) 
From Eq. (13.40), 
-1 — 0.213 
G(z) = —G,(z) = (13.46) 
ee Zz z — 0.607 
qu» Students who are using MATLAB shouldnowrunch13p1 inAppendixB. You 
will learn how to use MATLAB to convert G (s) in cascade with a zero- 





order hold to G(z). This exercise solves Example 13.4 using MATLAB. 





Students who are performing the MATLAB exercises and want to 
explore the added capability of MATLAB’s Symbolic Math Toolbox 
should now run ch13sp3 in Appendix F located at www.wiley.com/ 
college/nise. MATLAB’s Symbolic Math Toolbox yields an alterna- 
tive method of finding the z-transform of a transfer function in 
cascade witha zero-order hold. Example 13.4 will be solvedusing 


vatApage.: RPE: BnhanceGith a method that follows 


closely the hand calculation shown in that example. 


Symbolic Math 














MATLAB Students who are using MATLAB should now run ch13p2 in Appendix B. 
qi» Youwill learn how to use MATLAB to convert G(s) toG(z) when G(s) is 
not in cascade with a zero-order hold. This is the same as finding 

the z-transform of G(s). 





MATLAB 
Students who are using MATLAB should now run ch13p3 in Appendix B. 


Youwill learn howto create digital transfer functions directly. 




















MATLAB Students who are using MATLAB should now run ch13p4 in Appendix B. 
CD Youwill learn howto use MATLAB to convert G(z)toG(s)whenG(s) is 
not in cascade with a zero-order hold. This is the same as finding 

the Laplace transform of G(z). 











Skill-Assessment Exercise 13.3 


TryIt 13.2 PROBLEM: Find G(z) for G(s) = 8/(s + 4) in cascade with a zero- WileyPLUS 


Use MATLAB, the Control order sample and hold. The sampling period is 0.25 second. 


System Toolbox, and the fol- Control Solutions 


lowing statements to solve ANSWER: G(z) = 1.264/(z — 0.3679) 
Skill-Assessment Exercise 13.3. 


Cenk ih =A, 8) The complete solution is located at www.wiley.com/college/nise. 


Gz=c2d(Gs,0.25,'zoh') 





13.5 Block Diagram Reduction 


The major discovery in this section is that once the pulse transfer function, G(z), 
of a system is obtained, the transform of the sampled output response, C(z), fora given 
sampled input can be evaluated using the relationship C(z) = R(z)G{(z). Finally, the 
time function can be found by taking the inverse z-transform, as covered in Section 
13.3. In the next section, we look at block diagram reduction for digital systems. 


@ 13.5 Block Diagram Reduction 


Up to this point, we have defined the z-transform and the sampled-data system 
transfer function and have shown how to obtain the sampled response. Basically, we 
are paralleling our discussions of the Laplace transform in Chapters 2 and 4. We now 
draw a parallel with some of the objectives of Chapter 5, namely block diagram 
reduction. Our objective here is to be able to find the closed-loop sampled-data 
transfer function of an arrangement of subsystems that have a computer in the loop. 

When manipulating block diagrams for sampled-data systems, you must be careful 
to remember the definition of the sampled-data system transfer function (derived in the 
last section) to avoid mistakes. For example, z{Gi(s)G2(s)} Æ Gi(z)G2(z), where 
z{G(s)G(s)} denotes the z-transform. The s-domain functions have to be multiplied 
together before taking the z-transform. In the ensuing discussion, we use the notation 
G,Gp(s) to denote a single function that is G:(s)G2(s) after evaluating the product. 
Hence, z{G1(s)G2(s)} = z{G1G2(s)} = G1Go(z) # Gi(z)G2(z). 

Let us look at the sampled-data systems shown in Figure 13.9. The sampled- 
data systems are shown under the column marked s. Their z-transforms are shown 
under the column marked z. The standard system that we derived earlier is shown in 
Figure 13.9(a), where the transfor ya a Preppy is This 
system forms the basis for the oti n telai Figure o Hh enCSr 

In Figure 13.9(b), there is no sampler between G4 (s) and G2(s). Thus, we can think of 
a single function, G;(s)G2(s), denoted G;G2(s), existing between the two samplers and 
yielding a single transfer function, as shown in Figure 13.9(a). Hence, the pulse transfer 
function is z{ G1 G2(s)} = G,G(z). The transform of the output, C(z) = R(z)G;G2(z). 

In Figure 13.9(c), we have the cascaded two subsystems of the type shown in Figure 
13.9(a). For this case, then, the z-transform is the product of the two z-transforms, or 
G2(z)G1(z). Hence the transform of the output C(z) = R(z)G2(z)Gi(z). 


Ss Z 


R R* S *(s R zZ 
o (s) C8) Of 9 O @ a f 


(a) 


sk k Ri z 
R(s) A Ok (s) fco) [e] C(s) f A ON (z) C(2) 
(b) 
s * s x Rz 
Rs) Ly” 5 R*(s) x A fe] C(s) a oč (2) Geis C(2) 


(c) 


R R(S)G IROG" 8) RG 
Sfo] OGO f o FOGE w ot RaQ! Gy [C2 


(d) 
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Finally, in Figure 13.9(d), we see that the continuous signal entering the 
sampler is R(s)G;(s). Thus, the model is the same as Figure 13.9(a) with R(s) 
replaced by R(s)G1(s), and Go(s) in Figure 13.9(d) replacing G(s) in Figure 13.9(a). 
The z-transform of the input to G(s) is z{ R(s)Gi(s)} = z{RGi(s)} = RG (z). The 
pulse transfer function for the system G(s) is G2(z). Hence, the output 
C(z) = RG1(z)G2(z). 

Using the basic forms shown in Figure 13.9, we can now find the z-transform of 
feedback control systems. We have shown that any system, G(s), with sampled input 
and sampled output, such as that shown in Figure 13.9(a), can be represented as a 
sampled-data transfer function, G(z). Thus, we want to perform block diagram 
manipulations that result in subsystems, as well as the entire feedback system, that 
have sampled inputs and sampled outputs. Then we can make the transformation to 
sampled-data transfer functions. An example follows. 


Example 13.5 





Pulse Transfer Function of a Feedback System 
PROBLEM: Find the z-transform of the system shown in Figure 13.10(a). 


SOLUTION: The objective of the problem is to proceed in an orderly fashion, 
starting with the block diagram of Figure 13.10(a) and reducing it to the one shown 
in Figure 13.10(/). 

One operation we can always perform is to place a phantom sampler at the 
output of any subsystem that has a sampled input, provided that the nature of the 


sin APaAgaoy RDS Enhantexn. For example in Figure 13.10(b), 


phantom sampler S4 can be added. The justification for this, of course, is that the 


Ris) + a O + a | CON 
= s1 
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FIGURE 13.10 Steps in block X 
diagram reduction of a OF COH AO 

S3 S1 
sampled-data system 


(figure continues) © 


Note: Phantom samplers are shown in color. 
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FIGURE 13.10 (Continued) 


output of a sampled-data system can only be found at the sampling instants 
anyway, and the signal is not an input to any other block. 

Another operation that can be performed is to add phantom samplers $2 and 
S3 at the input to a summing junction whose output is sampled. The justification for 
this operation is that the sampled sum is equivalent to the sum of the sampled 
inputs, provided, of course, that all samplers are synchronized. 

Next, move sampler S1 and G(s) to the right past the pickoff point, as shown 
in Figure 13.10(c). The motivation for this move is to yield a sampler at the input of 
G(s)H(s) to match Figure 13.9(b). Also, G(s) with sampler S1 at the input and 
sampler S4 at the output matches Figure 13.9(a). The closed-loop system now has a 
sampled input and a sampled output. 

G(s)H(s) with samplers S1 and $3 becomes GH(z), and G(s) with samplers $1 
and S4 becomes G(z), as shown Apa LOGS Pyro Erhan cur 
and C*(s) to C(z), we now have thè sys represented ENH ymt omain 

The equations derived in Chapter 5 for transfer functions represented with 
the Laplace transform can be used for sampled-data transfer functions with only a 
change in variables from s to z. Thus, using the feedback formula, we obtain the first 
block of Figure 13.10(e). Finally, multiplication of the cascaded sampled-data 
systems yields the final result shown in Figure 13.10(f). 


Skill-Assessment Exercise 13.4 


PROBLEM: Find T(z) = C(z)/R(z) for the system shown in Figure 13.11. 


FIGURE 13.11 Digital system 
o | ——_ for Skill-Assessment Exercise 
13.4 








Gi G2(z) 


ANSWER: T(z) = 1+ HG,G2(z) 


The complete solution is located at www.wiley.com/college/nise. 
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This section paralleled Chapter 5 by showing how to obtain the closed-loop, 
sampled-data transfer function for a collection of subsystems. The next section 
parallels the discussion of stability in Chapter 6. 


@ 13.6 Stability 


The glaring difference between analog feedback control systems and digital feed- 
back control systems, such as the one shown in Figure 13.12, is the effect that the 
sampling rate has on the transient response. Changes in sampling rate not only 
change the nature of the response from overdamped to underdamped, but also can 
turn a stable system into an unstable one. As we proceed with our discussion, these 
effects will become apparent. You are encouraged to be on the lookout. 

We now discuss the stability of digital systems from two perspectives: 
(1) z-plane and (2) s-plane. We will see that the Routh-Hurwitz criterion can be 
used only if we perform our analysis and design on the s-plane. 


Digital System Stability via the z-Plane 

In the s-plane, the region of stability is the left half-plane. If the transfer function, G(s), 
is transformed into a sampled-data transfer function, G(z), the region of stability on the 
z-plane can be evaluated from the definition, z = e75. Letting s = a + jw, we obtain 


Ts _ el (ati) = eT ¢joT 
= e° (coswT +jsin wT) 


=e! fT (13.47) 


in R299, PRE = Enh ancer 


Each region of the s-plane can be mapped into a corresponding region on the 
z-plane (see Figure 13.13). Points that have positive values of a are in the right half 


Z= 





FIGURE 13.12 A lathe using digital numerical control (© David J. Green—Industry/Alamy) 
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of the s-plane, region C. From Eq. (13.47), the magnitudes of the mapped points are 
e*’ > 1. Thus points in the right half of the s-plane map into points outside the unit 
circle on the z-plane. 

Points on the jw-axis, region B, have zero values of «œ and yield points on the 
z-plane with magnitude =1, the unit circle. Hence, points on the jw-axis in the 
s-plane map into points on the unit circle on the z-plane. 

Finally, points on the s-plane that yield negative values of a a(left—half-plane 
roots, region A) map into the inside of the unit circle on the z-plane. 

Thus, a digital control system is (1) stable if all poles of the closed-loop transfer 
function, T(z), are inside the unit circle on the z-plane, (2) unstable if any pole is 
outside the unit circle and/or there are poles of multiplicity greater than one on the 
unit circle, and (3) marginally stab Aipa OnPDEt Enhancenricle 


and all other poles are inside the unit circle. Let us look at an example. 


Example 13.6 





Modeling and Stability 


PROBLEM: The missile shown in Figure 13.14(a) can be aerodynamically controlled 
by torques created by the deflection of control surfaces on the missile’s body. The 
commands to deflect these control surfaces come from a computer that uses tracking 
data along with programmed guidance equations to determine whether the missile is 
on track. The information from the guidance equations is used to develop flight- 
control commands for the missile. A simplified model is shown in Figure 13.14(b). 
Here the computer performs the function of controller by using tracking information 
to develop input commands to the missile. An accelerometer in the missile detects the 
actual acceleration, which is fed back to the computer. Find the closed-loop digital 
transfer function for this system and determine if the system is stable for K = 20 and 
K = 100 with a sampling interval of T = 0.1 second. 


SOLUTION: The input to the control system is an acceleration command developed 

by the computer. The computer can be modeled by a sample-and-hold. The s-plane 

model is shown in Figure 13.14(c). The first step in finding the z-plane model is to 

find G(z), the forward-path transfer function. From Figure 13.14(c) or (d), 
1-e Ka 


G(s) = £c (13.48) 





743 


FIGURE 13.13 Mapping 
regions of the s-plane onto the 
z-plane 
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where a = 27. The z-transform, G(z), is (1 — z~')z{Ka/[s*(s + a)]}. 
The term Ka/[s?(s + a)] is first expanded by partial fractions, after which we 
find the z-transform of each term from Table 13.1. Hence, 


ag a) 
Tz z/a z/a 














=K (z-1% gol zaet 
L Tz (1 p eg 
gi" eg=Dig-<e") (13.49) 
Thus, 
= eat 
re- - e-d =) 
G(z)=K (13.50) 





13.6 Stability 


Letting T = 0.1 and a = 27, we have 


__ K(0.0655z + 0.02783) 
Gle) = iz — 0.0672) 





(13.51) 


Finally, we find the closed-loop transfer function, T(z), for a unity feedback system: 
T(z) = G(z) K(0.0655z + 0.02783) 
I= TE G(z) z? + (0.0655K — 1.0672)z + (0.02783K + 0.0672) 


The stability of the system is found by finding the roots of the denominator. 
For K = 20, the roots of the denominator are 0.12 + j0.78. The system is thus stable 
for K = 20, since the poles are inside the unit circle. For K = 100, the poles are at 
—0.58 and —4.9. Since one of the poles is outside the unit circle, the system is 
unstable for K = 100. 





(13.52) 








Students who are using MATLAB should now run ch1l3p5 inAppendixB. 
You will learn how to use MATLAB to determine the range of K for 
stability inadigital system. This exercise solves Example 13.6 














using MATLAB. 


MATLAB 
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In the case of continuous systems, the determination of stability hinges upon 
our ability to determine whether the roots of the denominator of the closed-loop 
transfer function are in the stable region of the s-plane. The problem for high-order 
systems is complicated by the fact that the closed-loop transfer function denomina- 
tor is in polynomial form, not factored form. The same problem surfaces with closed- 
loop sampled-data transfer functions. 

Tabular methods for determi AP ag, ADE: Enhanterhod 
used for higher-order continuous systems, exist for sampled-data systems. These 
methods, which are not covered in this introductory chapter to digital control systems, 
can be used to determine stability in higher-order digital systems. If you wish to go 
further into the area of digital system stability, you are encouraged to look at Raible’s 
tabular method or Jury’s stability test for determining the number of a sampled-data 
system’s closed-loop poles that exist outside the unit circle and thus indicate instability.” 

The following example demonstrates the effect of sampling rate on the stability 
of a closed-loop feedback control system. All parameters are constant except for the 
sampling interval, T. We will see that varying T will lead us through regions of 
stability and instability just as though we were varying the forward-path gain, K. 


Example 13.7 





Range of T for Stability 


PROBLEM: Determine the range of sampling interval, T, that will make the system 
shown in Figure 13.15 stable, and the range that will make it unstable. 


SOLUTION: Since H(s) = 1, the z-transform of the closed-loop system, T(z), is 
found from Figure 13.10 to be 


T(z) = =< (13.53) 


? A discussion of Raible’s tabular method and Jury’s stability test can be found in Kuo (1980: 278-286). 
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FIGURE 13.15 Digital system 
for Example 13.7 
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Hold Plant 


-Ts 
R(s) + l-e 10 C(s) 
= So g 


To find G(z), first find the partial-fraction expansion of G(s). 


1- es eo ee 


Taking the z-transform, we obtain 

















G(s) = 





10(z—1)[ z z le") 
G(z) = = 10 ——_~ 13.55 
(2) z f -1 z- =| (z= eT) ( ) 
Substituting Eq. (13.55) into (13.53) yields 
aoe 
T(z) = Dea (13.56) 





z — (1le-7 — 10) 


The pole of Eq. (13.56), (11e7T — 10), monotonically decreases from +1 to —1 for 
0 < T < 0.2. For 0.2 < T < œ, (11e~7 — 10) monotonically decreases from —1 to 
—10. Thus, the pole of T(z) will be inside the unit circle, and the system will be 
stable if 0 < T < 0.2. In terms of frequency, where f = 1/T, the system will be 
stable as long as the sampling frequency is 1/0.2 = 5 hertz or greater. 
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now have found, via the z-plane, that sampled systems are stable if their 
poles are inside the unit circle. Unfortunately, this stability criterion precludes the 
use of the Routh-Hurwitz criterion, which detects roots in the right half-plane rather 
than outside the unit circle. However, another method exists that allows us to use the 
familiar s-plane and the Routh-Hurwitz criterion to determine the stability of a 
sampled system. Let us introduce this topic. 


Bilinear Transformations 

Bilinear transformations give us the ability to apply our s-plane analysis and design 
techniques to digital systems. We can analyze and design on the s-plane as we have 
done in Chapters 8 and 9 and then, using these transformations, convert the results to 
a digital system that contains the same properties. Let us look further into this topic. 

We can consider z = e75 and its inverse, s = (1/T) In z, as the exact transfor- 
mations between z and s. Thus, if we have G(z) and substitute z = e”°, we obtain 
G(e?) as the result of converting to s. Similarly, if we have G(s) and substitute 
s = (1/T)In z, we obtain G((1/T)In z) as the result of converting to z. Unfortunately, 
both transformations yield transcendental functions, which we of course take care of 
through the rather complicated z-transform. 

What we would like is a simple transformation that would yield linear 
arguments when transforming in both directions (bilinear) through direct substitu- 
tion and without the complicated z-transform. 

Bilinear transformations of the form 

as +b 


= 13.57 
$ cs+d ( ) 
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and its inverse, 


-dz +b 
os (13.58) 


cz —a 
have been derived to yield linear variables in s and z. Different values of a, b, c, and d 
have been derived for particular applications and yield various degrees of accuracy 
when comparing properties of the continuous and sampled functions. 

For example, in the next subsection we will see that a particular choice 
of coefficients will take points on the unit circle and map them into points on 
the jw-axis. Points outside the unit circle will be mapped into the right half-plane, and 
points inside the unit circle will be mapped into the left half-plane. Thus, we will be 
able to make a simple transformation from the z-plane to the s-plane and obtain 
stability information about the digital system by working in the s-plane. 

Since the transformations are not exact, only the property for which they are 
designed can be relied upon. For the stability transformation just discussed, we 
cannot expect the resulting G(s) to have the same transient response as G(z). 
Another transformation will be covered that will retain that property. 


Digital System Stability via the s-Plane 

In this subsection, we look at a bilinear transformation that maps jw-axis points on 
the s-plane to unit-circle points on the z-plane. Further, the transformation maps 
right—half-plane points on the s-plane to points outside the unit circle on the z-plane. 
Finally, the transformation maps left—half-plane points on the s-plane to points 
inside the unit circle on the z-plane. Thus, we are able to transform the denominator 
of the pulsed transfer function, D(z), to the denominator of a continuous transfer 


function, D(s), and use the Rout DAaG a =S DI DaD HI Aau ar 


The bilinear transformatio 





























itl (13.59) 
z—-1 
and its inverse 
pee aes (13.60) 
s—1 





perform the required transformation (Kuo, 1995). We can show this fact as follows: 
Letting s = a + jw and substituting into Eq. (13.60), 











(a+1)+jo 
= 13.61 
= @-1) + jo we 
from which 
(a +1)? + 
z| = > (13.62) 
(a — 1) + a 
Thus, 


z|<1 whena< .63a 
1 wh 0 13.63 
|z] >1 whena>0 (13.63b) 


747 


748 


WileyPLUS 


Control Solutions 


Chapter 13 Digital Control Systems 


and 
\z]=1 whena=0 (13.63c) 


Let us look at an example that shows how the stability of sampled systems can be 
found using this bilinear transformation and the Routh-Hurwit criterion. 


Example 13.8 


Stability via Routh-Hurwitz 


PROBLEM: Given T(z) = N(z)/D(z), where D(z) = z? — z? — 0.2z + 0.1, use the 
Routh-Hurwitz criterion to find the number of z-plane poles of T(z) inside, outside, 
and on the unit circle. Is the system stable? 


SOLUTION: Substitute Eq. (13.60) into D(z) = 0 and obtain? 
$ — 19s — 45s — 17 =0 (13.64) 


The Routh table for Eq. (13.64), Table 13.3, shows one root in the right—half- 
plane and two roots in the left—half-plane. Hence, T(z) has one pole outside the unit 
circle, no poles on the unit circle, and two poles inside the unit circle. The system is 
unstable because of the pole outside the unit circle. 


TABLE 13.3 Routh table for Example 13.8 





s 1 


x 19 
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sS —17 





Skill-Assessment Exercise 13.5 


PROBLEM: Determine the range of sampling interval, T, that will make the system 
shown in Figure 13.16 stable. 


R(s) + 


FIGURE 13.16 Digital system 
for Skill-Assessment 
Exercise 13.5 


ANSWER: 0 < T < 0.1022 second 





The complete solution is located at www.wiley.com/college/nise. 





3 Symbolic math software, such as MATLAB’s Symbolic Math Toolbox, is recommended to reduce the 
labor required to perform the transformation. 


13.7 Steady-State Errors 


Skill-Assessment Exercise 13.6 


PROBLEM: Given T(z) = N(z)/D(z), where D(z) = z? — z? — 0.5z + 0.3, use the 
Routh-Hurwitz criterion to find the number of z-plane poles of T(z) inside, outside, 
and on the unit circle. Is the system stable? 


ANSWER: T(z) has one pole outside the unit circle, no poles on the unit circle, and 
two poles inside the unit circle. The system is unstable. 


The complete solution is located at www.wiley.com/college/nise. 





In this section, we covered the concepts of stability for digital systems. Both 
z- and s-plane perspectives were discussed. Using a bilinear transformation, we are 
able to use the Routh-Hurwitz criterion to determine stability. 

The highlight of the section is that sampling rate (along with system parame- 
ters, such as gain and component values) helps to determine or destroy the stability 
of a digital system. In general, if the sampling rate is too slow, the closed-loop digital 
system will be unstable. We now move from stability to steady-state errors, paral- 
leling our previous discussion of steady-state errors in analog systems. 


@ 13.7 Steady-State Errors 


We now examine the effect of sampling upon the s 16) See roufor digital systems. 
Any general conclusion about t Qc B is Enhances the 
dependence of those conclusions upon the placement of the sampler in the loop. 
Remember that the position of the sampler could change the open-loop transfer 
function. In the discussion of analog systems, there was only one open-loop transfer 
function, G(s), upon which the general theory of steady-state error was based and from 
which came the standard definitions of static error constants. For digital systems, 
however, the placement of the sampler changes the open-loop transfer function and 
thus precludes any general conclusions. In this section, we assume the typical place- 
ment of the sampler after the error and in the position of the cascade controller, and we 
derive our conclusions accordingly about the steady-state error of digital systems. 

Consider the digital system in Figure 13.17(a), where the digital computer is 
represented by the sampler and zero-order hold. The transfer function of the plant is 
represented by G(s) and the transfer function of the z.o.h. by (1 — e77") /s. Letting G(s) 
equal the product of the z.o.h. and G;(s), and using the block diagram reduction techniques 
for sampled-data systems, we can find the sampled error, E* (s) = E(z). Adding synchro- 
nous samplers at the input and the feedback, we obtain Figure 13.17(b). Pushing G(s) 
and its input sampler to the right past the pickoff point yields Figure 13.17(c). Using 
Figure 13.9(a), we can convert each block to its z-transform, resulting in Figure 13.17(d). 

From this figure, E(z) = R(z) — E(z)G(z), or 

R(z) 


E(z) = IGO (13.65) 


The final value theorem for discrete signals states that 


e*(œ0) = lim(1 — z7! )E(z) (13.66) 


zl 
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FIGURE 13.17 a. Digital R(z) + 
feedback control system for 

evaluation of steady-state errors; 

b. phantom samplers added; 

c. pushing G(s) and its samplers 

to the right past the pickoff Apag o PDF E 
point; d. z-transform 

equivalent system Note: Phantom samplers are shown in color. 











where e*(oo) is the final sampled value of e(t), or (alternatively) the final value of 
e(kT)." 
Using the final value theorem on Eq. (13.65), we find that the sampled steady- 
state error, e*(oo), for unity negative-feedback systems is 
R(z) 


e (00) = lim(1 — z)E(z) = lim(1 — ERT (13.67) 


Equation (13.67) must now be evaluated for each input: step, ramp, and parabola. 


Unit Step Input 
For a unit step input, R(s) = 1/s. From Table 13.1, 
z 
R(z) = — 13.68 
(= (13.68) 
Substituting Eq. (13.68) into Eq. (13.67), we have 
1 


(13.69) 


seleg + lim G(z) 
L— 


4See Ogata (1987: 59) for a derivation. 


13.7 Steady-State Errors 


Defining the static error constant, Kp, as 




















K, = lim G(z) (13.70) 
Zl 
we rewrite Eq. (13.69) as 
(oe 13.71 
eC) oa K, (13.71) 











Unit Ramp Input 
For a unit ramp input, R(z) = Tz/(z — 1)”. Following the procedure for the step 
input, you can derive the fact that 





1 
f =— 13.72 
e(o) =g (13.72) 
where 
I 
K, = =lim(z — 1)G(z) (13.73) 
Tz1 











Unit Parabolic Input 
For a unit parabolic input, R(z) -Apago) / PDP | Bnhance r 

















oe (13.74) 
where 
et 1)°G (13.75) 
oaa l= CE) - 











Summary of Steady-State Errors 
The equations developed above for e*(oo), Kp, K,, and K, are similar to the 
equations developed for analog systems. Whereas multiple pole placement at the 
origin of the s-plane reduced steady-state errors to zero in the analog case, we can 
see that multiple pole placement at z = 1 reduces the steady-state error to zero for 
digital systems of the type discussed in this section. This conclusion makes sense 
when one considers that s = 0 maps into z = 1 under z = e7”. 

For example, for a step input, we see that if G(z) in Eq. (13.69) has one pole at 
z = 1, the limit will become infinite, and the steady-state error will reduce to zero. 

For a ramp input, if G(z) in Eq. (13.73) has two poles at z = 1, the limit will 
become infinite, and the error will reduce to zero. 

Similar conclusions can be drawn for the parabolic input and Eq. (13.75). Here, 
G(z) needs three poles at z = 1 in order for the steady-state error to be zero. Let us 
look at an example. 
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Example 13.9 
Finding Steady-State Error 


PROBLEM: For step, ramp, and parabolic inputs, find the steady-state error for the 
feedback control system shown in Figure 13.17(a) if 


10 
Gi(s) = s(s+ 1) 
SOLUTION: First find G(s), the product of the z.o.h. and the plant. 
10(1 — e77") 1 1 1 | 


= —Ts | 
s*(s +1) =a - s stl 


(13.76) 


G(s) = 





(13.77) 


The z-transform is then 





G(z) = 





“ul, 
z—1 z=eT (13.78) 


For a step input, 
K, = lim G(z) = o0; (13.79) 


z= 
For a ramp input, 
K, = Liim — 1)G(z)= 10;  e*(c) (13.80) 
Tz 
For a parabolic input, 


Apago, Ber Enhancer... 1 _.. (13.81) 


You will notice i the answers obtained are the same as the results obtained 
for the analog system. However, since stability depends upon the sampling interval, 
be sure to check the stability of the system after a sampling interval is established 
before making steady-state error calculations. 


Students who are using MATLAB should now run ch13p6 inAppendixB. 
You will learn how to use MATLAB to determine Kp, Ky, and Ka ina 
digital system as well as check the stability. This exercise 
solves Example 13.9 using MATLAB. 





Skill-Assessment Exercise 13.7 


PROBLEM: For step, ramp, and parabolic inputs, find the steady-state error for the 
feedback control system shown in Figure 13.17(a) if 


__20(s +3) 
Cals) (s+ 4)(s +5) 


Let T = 0.1 second. Repeat for T = 0.5 second. 


ANSWER: For T = 0.1 second, Kp = 3, K, = 0,and K, = 0; for T = 0.5 second, the 
system is unstable. 


The complete solution is located at www.wiley.com/college/nise. 





13.8 Transient Response on the z-Plane 


In this section, we discussed and evaluated the steady-state error of digital 
systems for step, ramp, and parabolic inputs. The equations for steady-state error 
parallel those for analog systems. Even the definitions of the static error constants 
were similar. Poles at the origin of the s-plane for analog systems were replaced with 
poles at +1 on the z-plane to improve the steady-state error. We continue our 
parallel discussion by moving into a discussion of transient response and the root 
locus for digital systems. 


@ 13.8 Transient Response on the z-Plane 


Recall that for analog systems a transient response requirement was specified by 
selecting a closed-loop, s-plane pole. In Chapter 8, the closed-loop pole was on the 
existing root locus, and the design consisted of a simple gain adjustment. If the 
closed-loop pole was not on the existing root locus, then a cascade compensator was 
designed to reshape the original root locus to go through the desired closed-loop 
pole. A gain adjustment then completed the design. 

In the next two sections, we want to parallel the described analog methods and 
apply similar techniques to digital systems. For this introductory chapter, we will 
parallel the discussion through design via gain adjustment. The design of compen- 
sation is left to you to pursue in an advanced course. 

Chapter 4 established the relationships between transient response and the 
s-plane. We saw that vertical lines on the s-plane were lines of constant settling time, 
horizontal lines were lines of constant peak time, and radial lines were lines of 
constant percent overshoot. In ordgr to draw equi prow ns on the z-plane, 
we now map those lines through ago P nnance 

The vertical lines on the s-plane are lines of constant settling time and are 


characterized by the equation s = o1 + jw, where the real part, o1 = —4/T,, is constant 
and is in the left-half-plane for stability. Substituting this into z = e*’, we obtain 
gael = Hee (13.82) 


Equation (13.82) denotes concentric circles of radius r4. If o4 is positive, the circle has 
a larger radius than the unit circle. On the other hand, if 0; is negative, the circle has a 
smaller radius than the unit circle. The circles of constant settling time, normalized to 
the sampling interval, are shown in Figure 13.18 with radius e% = e~4/(7s/7), Also, 
T;/T = —4/In(r), where r is the radius of the circle of constant settling time. 

The horizontal lines are lines of constant peak time. The lines are characterized 
by the equation s = o + jwi, where the imaginary part, w; = 2/T,, is constant. 
Substituting this into z = e°’, we obtain 


zee teint — pT pitt (13.83) 


Equation (13.83) represents radial lines at an angle of 64. If ø is negative, that section 
of the radial line lies inside the unit circle. If o is positive, that section of the radial 
line lies outside the unit circle. The lines of constant peak time normalized to the 
sampling interval are shown in Figure 13.18. The angle of each radial line is 
œT = 6, =2/(T,/T), from which T,/T = 1/04. 

Finally, we map the radial lines of the s-plane onto the z-plane. Remember, 
these radial lines are lines of constant percent overshoot on the s-plane. From Figure 
13.19, these radial lines are represented by 


4 


D o 1 La 
= tan(sin™ ¢) = iz 


(13.84) 
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Im 








FIGURE 13.18 Constant 
damping ratio, normalized 
settling time, and normalized 
peak time plots on the z-plane 














Hence, 





S=o+jw=—-w + jw (13.85) 


Je 


Transforming Eq. (13.85) to the z-plane yields 


z= eT =e MVE) eiT — eot (iVE) pt (13.86) 
jo 
A 


Constant percent 
overshoot line 


s-plane 








FIGURE 13.19 The s-plane 
sketch of constant percent 
overshoot line 
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Thus, given a desired damping ratio, ¢, Eq. (13.86) can be plotted on the z-plane 
through a range of œT as shown in Figure 13.18. These curves can then be used as 
constant percent overshoot curves on the z-plane. 

This section has set the stage for the analysis and design of transient 
response for digital systems. In the next section, we apply the results to digital 
systems using the root locus. 


@ 13.9 Gain Design on the z-Plane 


In this section, we plot root loci and determine the gain required for stability 
as well as the gain required to meet a transient response requirement. Since 
the open-loop and closed-loop transfer functions for the generic digital 
system shown in Figure 13.20 are identical to the continuous system except 
for a change in variables from s to z, we can use the same rules for plotting a 
root locus. 

However, from our previous discussion, the region of stability on the 
z-plane is within the unit circle and not the left half-plane. Thus, in order to 
determine stability, we must search for the intersection of the root locus with the unit 
circle rather than the imaginary axis. 

In the last section, we derived the curves of constant settling time, peak time, 
and damping ratio. In order to design a digital system for transient response, we find 
the intersection of the root locus with the appropriate curves as they appear on the z- 
plane in Figure 13.18. Let us look at the following example. 


Apago PDF Enhancer 
Example 13.10 


C(z) 








FIGURE 13.20 Generic digital feedback 
control system 









Stability Design via Root Locus 


PROBLEM: Sketch the root locus for the system shown in Figure 13.21. Also, 
determine the range of gain, K, for stability from the root locus plot. 


R@) + K(z+1) CR) 2 o. 
(z - 1)(z- 0.5) FIGURE 13.21 Digital 
T feedback control for 


Example 13.10 











SOLUTION: Treat the system as if z were s, and sketch the root locus. The result is 
shown in Figure 13.22. Using the root locus program discussed in Appendix H.2 at 
www.wiley.com/college/nise, search along the unit circle for 180°. Identification of 
the gain, K, at this point yields the range of gain for stability. Using the program, we 
find that the intersection of the root locus with the unit circle is 160°. The gain at 
this point is 0.5. Hence, the range of gain for stability is 0 < K < 0.5. 


Students who are using MATLAB shouldnowrunchl13p7 inAppendixB. 


MATLAB 
Youwill learn howtouseMATLABtoplota root locus onthe z-plane qi» 


as well as superimpose the unit circle. You will learn how to 
select interactively the intersection of the root locus and the 








unit circle to obtain the value of gain for stability. This 
xercise solves Example 13.10 using MATLAB. 
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FIGURE 13.22 Root locus for the system of Figure 13.21 





In the next example, we design the value of gain, K, in Figure 13.21 to meet a 
transient response specification, The problem is handled similarly to the analog system 
dei RA Q ‘oR Mar lar the root techs crossed the specified 
damping ratio, settling time, or peak time curve. In digital systems, these curves are as 
shown in Figure 13.18. In summary, then, draw the root locus of the digital system and 
superimpose the curves of Figure 13.18. Then find out where the root locus intersects the 
desired damping ratio, settling time, or peak time curve and evaluate the gain at that 
point. In order to simplify the calculations and obtain more accurate results, draw a radial 
line through the point where the root locus intersects the appropriate curve. Measure the 
angle of this line and use the root locus program in Appendix H.2 at www.wiley.com/ 
college/nise to search along this radial line for the point of intersection with the root locus. 


Example 13.11 





Transient Response Design via Gain Adjustment 


PROBLEM: For the system of Figure 13.21, find the value of gain, K, to yield a 
damping ratio of 0.7. 


SOLUTION: Figure 13.23 shows the constant damping ratio curves superimposed 
over the root locus for the system as determined from the last example. Draw a 
radial line from the origin to the intersection of the root locus with the 0.7 damping 
ratio curve (a 16.62° line). The root locus program discussed in Appendix H.2 at 
www.wiley.com/college/nise can now be used to obtain the gain by searching along 
a 16.62° line for 180°, the intersection with the root locus. The results of the 
program show that the gain, K, is 0.0627 at 0.719 + j 0.215, the point where the 0.7 
damping ratio curve intersects the root locus. 
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Y 
We can now check our design by finding the unit sampled step response of the 
system of Figure 13.21. Using our design, K = 0.0627, along with R(z) = z/(z — 1), 
a sampled step input, we find the sampled output to be 
R(z)G(z) 0.0627z? + 0.0627z 


= (13.87) 


C2) = TPG) 2 2AB + 2z 0.5027 





Performing the indicated division, we obtain the output valid at the sampling 
instants, as shown in Figure 13.24. Since the overshoot is approximately 5%, the 
requirement of a 0.7 damping ratio has been met You should remember, however, 


that the plot is valid only at intAPAGR: RDB ancer 


Students who are using MATLAB should now run ch13p8 in Appendix B. 
YouwilllearnhowtouseMATLABtoplotaroot locus onthe z-planeas 
well as superimpose a grid of damping ratio curves. Youwill learn 
how to obtain the gain anda closed-loop step response of a digital 
system after interactively selecting the operating point on the 
root locus. This exercise solves Example 13.11 using MATLAB. 





























c*(t) 











0 2 4 6 8 10 12 14 16 18 20 


Sampling instant 


Note: Valid only at integer values of sampling instant 
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FIGURE 13.23 Root locus for 
the system of Figure 13.21 with 
constant 0.7 damping ratio 
curve 


MATLAB 


FIGURE 13.24 Sampled step 
response of the system of 
Figure 13.21 with K = 0.0627 
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Skill-Assessment Exercise 13.8 


PROBLEM: For the system of Figure 13.20 where H(z) = 1 and 





Use MATLAB, the Control System Gee K(z + 0.5) 


Toolbox, and the following statements 


(z — 0.25)(z — 0.75) 


to solve Skill-Assessment Exercise 


13.8. 


find the value of gain, K, to yield a damping ratio of 0.5. 


6z=Zals (0 S02 Saa 


1,[)) 

rlocus (Gz) 
acere C 

[K, p]=rlocfind (Gz) 


ANSWER: K = 0.31 


The complete solution is at www.wiley.com/college/nise. 


Note: When the root locus appears, 
click on the intersection of the 0.5 
damping ratio curve and the root locus 


to calculate the gain. 





Simulink 


Gui Tool 


MATLAB’s Simulink provides an alternative method of simulating 
digital systems to obtain the time response. Students who are 
performing the MATLAB exercises and want to explore the added 
capability of Simulink should now consult Appendix C, MATLAB’s 
Simulink Tutorial. Example C.4 in the tutorial shows how to use 
Simulink to simulate digital systems. 
































MATLAB’s LTI Viewer provides another method of simulating digital 
syApage:P e tE SE EBtudents who are performing 
the MATLAB exercises and want to explore the added capability of 
MATLAB’s LTI Viewer should now consult Appendix E at www.wiley. 
com/college/nise, which contains a tutorial on the LTI Viewer as 
well as some examples. One of the illustrative examples, Example 
E.5, finds the closed-loop step response ofadigital systemusing 
the LTI Viewer. 
































In this section, we used the root locus and gain adjustment to design the 
transient response of a digital system. This method suffers the same drawbacks as 
when it was applied to analog systems; namely, if the root locus does not intersect a 
desired design point, then a simple gain adjustment will not accomplish the design 
objective. Techniques to design compensation for digital systems can then be 
applied. 


@ 13.10 Cascade Compensation via the s-Plane 


In previous sections of this chapter, we analyzed and designed digital systems 
directly in the z-domain up to and including design via gain adjustment. We are 
now ready to design digital compensators, such as those covered in Chapters 9 and 
11. Rather than continuing on this path of design directly in the z-domain, we depart 
by covering analysis and design techniques that allow us to make use of previous 
chapters by designing on the s-plane and then transforming our s-plane design to a 


13.10 Cascade Compensation via the s-Plane 


digital implementation. We covered one aspect of s-plane analysis in Section 13.6, 
where we used a bilinear transformation to analyze stability. We now continue with 
s-plane analysis and design by applying it to cascade compensator design. Direct 
design of compensators on the z-plane is left for a dedicated course in digital control 
systems. 


Cascade Compensation 

In order to perform design in the s-plane and then convert the continuous 
compensator to a digital compensator, we need a bilinear transformation that 
will preserve, at the sampling instants, the response of the continuous compen- 
sator. The bilinear transformation covered in Section 13.6 will not meet that 
requirement. A bilinear transformation that can be performed with hand 
calculations and yields a digital transfer function whose output response at 
the sampling instants is approximately the same as the equivalent analog 
transfer function is called the Tustin transformation. This transformation is 
used to transform the continuous compensator, G,(s), to the digital compensa- 
tor, G,(z). The Tustin transformation is given by” 


_ Ae = i) 
a eal (13.88) 





and its inverse by 








s?” Enhancer 
(13.89) 














As the sampling interval, T, gets smaller (higher sampling rate), the 
designed digital compensator’s output yields a closer match to the analog 
compensator. If the sampling rate is not high enough, there is a discrepancy 
at higher frequencies between the digital and analog filters’ frequency responses. 
Methods are available to correct the discrepancy, but they are beyond the scope 
of our discussion. The interested reader should investigate the topic of prewarp- 
ing, covered in books dedicated to digital control and listed in the Bibliography 
at the end of this chapter. 

Astrom and Wittenmark (1984) have developed a guideline for selecting the 
sampling interval, T. Their conclusion is that the value of Tin seconds should be in 
the range 0.15/wo,, to 0.5/w@,,, where wọ, is the zero dB frequency (rad/s) of the 
magnitude frequency response curve for the cascaded analog compensator and 
plant. 

In the following example, we will design a compensator, G,(s), to meet the 
required performance specifications. We will then use the Tustin transformation to 
obtain the model for an equivalent digital controller. In the next section, we will 
show how to implement the digital controller. 


>See Ogata (1987: 315-318) for a derivation. 
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Example 13.12 





Digital Cascade Compensator Design 
PROBLEM: For the digital control system of Figure 13.25(a), where 


1 
Co) = 5 6)s 10) 


(13.90) 


design a digital lead compensator, G,(z), as shown in Figure 13.25(c), so that the 
system will operate with 20% overshoot and a settling time of 1.1 seconds. Create 
your design in the s-domain and transform the compensator to the z-domain. 


Digital 
controller Plant 


R + E ii Cs 
o) f wo Digital Lal pya CON 
ae computer 











(a) 


Lead 
compensator Plant 


Cs) 
~~ 











Digital 
lead Plant with 
compensator sample-and-hold 


C(z) 











FIGURE 13.25 a. Digital control system showing the digital computer performing compen- 
sation; b. continuous system used for design; c. transformed digital system 


SOLUTION: Using Figure 13.25(b), design a lead compensator using the techniques 
described in Chapter 9 or 11. The design was created as part of Example 9.6, where 
we found that the lead compensator was 


_ 1977(s +6) 


() = 54) (13.91) 
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Using Eqs. (13.90) and (13.91), we find that the zero dB frequency, we,,, for 
G,(s)G(s) is 5.8 rad/s. Using the guideline described by Astrom and Wittenmark 
(1984), the lowest value of T should be in the range 0.15/@@,, = 0.026 to 0.5/wo,, = 
0.086 second. Let us use T = 0.01 second. 

Substituting Eq. (13.88) into Eq. (13.91) with T = 0.01 second yields 


_ 1778z — 1674 


The z-transform of the plant and zero-order hold, found by the method discussed in 
Section 13.4 with T = 0.01 second, is 


(1.602 x 1077z2) + (6.156 x 1077z) + (1.478 x 1077) 
z3 — 2.84722 + 2.699z — 0.8521 





G,(z) = (13.93) 


The time response in Figure 13.26 (T = 0.01 s) shows that the compensated 
closed-loop system meets the transient response requirements. The figure also 
shows the response for a compensator designed with sampling times at the 
extremes of Astrom and Wittenmark’s guideline. 


MATLAB 
Students who are using MATLAB shouldnow run ch13p9 inAppendixB. 


You will learn how to use MATLAB to design a digital lead compen- 
sator using the Tustin transformation. This exercise solves 
Example 13.12 using MATLAB. 
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Note: Valid only at integer values of sampling instant 


FIGURE 13.26 Closed-loop response for the compensated system of Example 13.12 
showing effect of three different sampling frequencies 
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Skill-Assessment Exercise 13.9 


WileyPLUS PROBLEM: In Example 11.3, a lead compensator was designed for a unity feed- 
back system whose plant was 


Control Solutions 


= 100K 
~ s(s + 36)(s + 100) 





G(s) 


The design specifications were as follows: percent overshoot = 20%, peak time 
0.1 second, and K, = 40. In order to meet the requirements, the design yielded 
K = 1440 and a lead compensator, 


s+ 25.3 


G.(s) = 2.38 5 





If the system is to be computer controlled, find the digital controller, G,(z). 


z —0.975 
ANSWER: G,(z) = 2.34 z 0.9416" T = 0.001 second 


The complete solution is at www.wiley.com/college/nise. 





Now that we have learned how to design a digital cascade compensator, G,(z), 
the next section will teach us how to use the digital computer to implement it. 


@ 13.11 Implementing the Digital CéffPensator 


The controller, G.(z), can be implemented directly via calculations within the digital 
computer in the forward path as shown in Figure 13.27. Let us now derive a 
numerical algorithm that the computer can use to emulate the compensator. We 
will find an expression for the computer’s sampled output, x* (t), whose transforms 
are shown in Figure 13.27 as X(z). We will see that this expression can be used to 
program the digital computer to emulate the compensator. 

Consider a second-order compensator, G,(z), 


X(z)__ a3z7 + az? + az + ap 
E(z) b22? + bız + bo 





G.(z) = (13.94) 


Cross-multiplying, 
(boz” + bız + bo) X (z) = (a32? + az? + aiz + ao) E(z) (13.95) 


Solving for the term with the highest power of z operating on the output, X(z), 


baz? X (z) = (a32? + az? + az + ay) E(z) — (biz + bo) X(2) (13.96) 
Computer Plant with 
. emulating compensator sample-and-hold 
FIGURE 13.27 Block diagram 
: : E(z) X(z) C(z) 
showing computer emulation Gz) G(z) 


of a digital compensator 


13.11 Implementing the Digital Compensator 








e(t) ay x*(1) - 

















by 
Delay Delay 
T seconds T seconds 
+ 
> ai bı 
b, + + = by 
+ —e, 
Delay 
T seconds 
e*(t-2T) a bo x*(t-2T) 
by by 





b b 
X(z) = (£ ge a a E(z) — (Fen + 2?) xla) (13.97) 
2 2 











* a3 * 2 x ay * a0 * 
x(t = bee (t+ T)+ i (t) i (t—T)+ by (t—2T) ae 
bi , bo , l 
by (t — T) = (t —2T) 


We can see from this equation tha RAGA sd PBs (BNHAACSMput, 


x*(t), is a function of future (e*(t+ T)) present (e*(t)) and past (e*(t— T)) and 
e*(t—2T)) samples of e(t), along with past values of the output, x*(t— T) and 
x*(t — 2T). Obviously, if we are to physically realize this compensator, the output 
sample cannot be dependent upon future values of the input. Hence, to be 
physically realizable, a; must equal zero for the future value of e(t) to be zero. 
We conclude that the numerator of the compensator’s transfer function must be 
of equal or lower order than the denominator in order that the compensator be 
physically realizable. 

Now assume that a3 does indeed equal zero. Equation (13.98) now becomes 
bi , 


X(t- T) a 2T) 
bz 


elt-T)+2et-—2T) 
bo 


b2 





(13.99) 


Hence, the output sample is a function of current and past input samples of the input 
as well as past samples of the output. Figure 13.28 shows the flowchart of the 
compensator from which a program can be written for the digital computer.° The 
figure shows that the compensator can be implemented by storing several successive 
values of the input and output. The output is then formed by a weighted linear 
combination of these stored variables. Let us now look at a numerical example. 


°For an excellent discussion on basic flowcharts to represent digital compensators, including the 
representation shown in Figure 13.28 and alternative flowcharts with half as many delays, see Chassaing 
(1999, pp. 135-143). 
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FIGURE 13.28 Flowchart for a 
second-order digital 
compensator (Reprinted with 
permission of John Wiley & 
Sons, Inc.) 
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Example 13.13 


Digital Cascade Compensator Implementation 


PROBLEM: Develop a flowchart for the digital compensator defined by Eq. (13.100). 


z+0.5 
Gla) E(z) 22—0.52+ 0.7 (13100) 





SOLUTION: Cross-multiply and obtain 
(z? — 0.5z +0.7)X (z) = (z + 0.5) E(z) (13.101) 
Solve for the highest power of z operating on the output, X(z), 
z’ X(z) = (z+0.5)E(z) — (—0.5z + 0.7) X(z) (13.102) 
Solving for X(z) on the left-hand side, 
X(z) = (z! + 0.52) E(z) — (-0.527* + 0.7z-7)X(z) (13.103) 
Implementing Eq. (13.103) with the flowchart of Figure 13.29 completes the design. 


x(t) 
> 





Delay Delay 
T seconds T seconds 


x(t-T) 


FIGURE 13.29 Flowchart to Delay 
z+0.5 T seconds 


implement G,(z) = ae Cea, 


(Reprinted with permission of 
John Wiley & Sons, Inc.) 











Skill-Assessment Exercise 13.10 
PROBLEM: Draw a flowchart from which the compensator 


eee 189922 — 3761z + 1861 
c\Z) = 73 1.908z + 0.9075 





can be programmed if the sampling interval is 0.1 second. 


ANSWER: The complete solution is at www.wiley.com/college/nise. 
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In this section, we learned how to implement a digital compensator. The 
resulting flowchart can serve as the design of a digital computer program for the 
computer in the loop. The design consists of delays that can be thought of as storage 
for each sampled value of input and output. The stored values are weighted and 
added. The engineer then can implement the design with a computer program. 

In the next section, we will put together the concepts of this chapter as we apply 
the principles of digital control system design to our antenna azimuth control system. 


Case Studies 





Antenna Control: Transient Design via Gain 


Design 


We now demonstrate the objectives of this chapter by turning to our ongoing D) 
antenna azimuth position control system. We will show where the computer is 

inserted in the loop, model the system, and design the gain to meet a transient 

response requirement. Later, we will design a digital cascade compensator. 

The computer will perform two functions in the loop. First, the computer will be 
used as the input device. It will receive digital signals from the keyboard in the form of 
commands, and digital signals from the output for closed-loop control. The keyboard 
will replace the input potentiometer, and an analog-to-digital (A/D) converter along 
with a unity gain feedback transducer will replace the output potentiometer. 

Figure 13.30(a) shows the original analog system, and Figure 13.30(b) shows 
the system with the computer in the loop. Here the computer is receiving digital 
signals from two sources: (1) the input via the keyboard or other tracking commands 
and (2) the output via an A/D converter. The plant is receiving signals from the digital 
computer via a digital-to-analog (D/A) converter and the sample-and-hold. 

Figure 13.30(b) shows some simplifying assumptions we have made. The 
power amplifier’s pole is assumed to be far enough away from the motor’s pole that 
we can represent the power amplifier as a pure gain equal to its dc gain of unity. 
Also, we have absorbed any preamplifier and potentiometer gain in the computer 
and its associated D/A converter. 


PROBLEM: Design the gain for the antenna azimuth position control system 
shown in Figure 13.30(b) to yield a closed-loop damping ratio of 0.5. Assume a 
sampling interval of T = 0.1 second. 


Power 
Pot Preamp amp Motor & load Gears 


6+ 100 2.083 
$ - 


(a) 


& 























Computer Power 
& D/A amp Motor & load Gears 
O; E Sample-and- 2.083 0o 
FIGURE 13.30 Antenna 
control system: a. analog 
A/D ; F sa 
implementation; b. digital 


(b) implementation 
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SOLUTION: Modeling the System: Our first objective is to model the system in the 
z-domain. The forward transfer function, G(s), which includes the sample-and- 
hold, power amplifier, motor and load, and the gears, is 


1—e-? 0.2083 0.2083 
G(s) = = = d= 
s  s(s+a) a s (s +a) 
where a = 1.71, and T = 0.1. 
Since the z-transform of (1 — e77") is (1 — z7!) and, from Example 13.6, the 
z-transform of a/[s?(s + a)] is 


a 





(13.104) 














a Tz ASen) 
= 13.105 
aera} -y ae Dee") ae 
the z-transform of the plant, G(z), is 
0.2083 A a 
re a Meare 
(13.106) 
_ 0.2083 = — (1 — e™T)]z + [(1 — eT) — 2 
o æ (z — 1)(z —e-*7) 
Substituting the values for a and T, we obtain 
846 x 1074(z + 0.945 
E U (13.107) 





O Ee e 


Figure 13.31 shows the computer and plant as part of the digital feedback control 
system. 

Designing for Transient Response: Now that the modeling in the z-domain is 
complete, we can begin to design the system for the required transient response. We 
superimpose the root locus over the constant damping ratio curves in the z-plane, 
as shown in Figure 13.32. A line drawn from the origin to the intersection forms an 
8.58° angle. Searching along this line for 180°, we find the intersection to be 
(0.915 + j0.138), with a loop gain, 9.846 x 10-*K, of 0.0135. Hence, K = 13.71. 

Checking the design by finding the unit sampled step response of the closed-loop 
system yields the plot of Figure 13.33, which exhibits 20% overshoot (¢ = 0.456). 


CHALLENGE: We now give you a case study to test your knowledge of this chapter’s 
objectives: You are given the antenna azimuth position control system shown on 
the front endpapers, Configuration 2. Do the following: 


a. Convert the system into a digital system with T = 0.1 second. For the purposes 
of the conversion, assume that the potentiometers are replaced with unity gain 
transducers. Neglect power amplifier dynamics. 


b. Design the gain, K, for 16.3% overshoot. 
c. For your designed value of gain, find the steady-state error for a unit ramp input. 


d. Repeat Part b using MATLAB. 
Computer Plant = G(z) 


9.846 x 10(z + 0.945) C(z) 
K =| = 
(z— 1)(z- 0.843) 





FIGURE 13.31 Analog 
antenna azimuth position 
control system converted to a 
digital system 
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Note: Valid only at integer values of sampling instant 


FIGURE 13.33 Sampled step response of the antenna 
azimuth position control system 





-0.6 





FIGURE 13.32 Root locus superimposed over constant 
damping ratio curve 


Antenna Control: Digital Cascade Compensator Design 


PROBLEM: Design a digital lead compensator to reduce the settling time by a 
factor of 2.5 from that obtained for the antenna azimuth control system in the 
previous Case Study problem in this chapter. 


SOLUTION: Figure 13.34 shows a simplified block diagram of the continuous 
system, neglecting power amplifier dynamics and assuming that the potentiometers 
are replaced with unity gain transducers as previously explained. 

We begin with an s-plane design. From Figure 13.33, the settling time is about 5 
seconds. Thus, our design requirements are a settling time of 2 seconds and a 
damping ratio of 0.5. The natural frequency is œn = 4/(¢T,) = 4 rad/s. The com- 
pensated dominant poles are located at —C@, + jøn y1 — ¢ = —2 + j3.464. 

Designing a lead compensator zero to cancel the plant pole on the s-plane at 
—1.71 yields a lead compensator pole at —4. Hence the lead compensator is 
given by 








sal 


Gels) =- (13.108) 


Lead compensator Plant 


0.2083 G(s) 
s(s + 1.71) FIGURE 13.34 Simplified 


block diagram of antenna 
azimuth control system 














Design 
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Using root locus to evaluate the gain, K, at the design point yields 0.2083K = 16, 
or K = 76.81. 
We now select an appropriate sampling frequency as described in Section 13.10. 
Using the cascaded compensator, 


_ 76.81(s + 1.71) 





KG,(s) = ——__— 13.10 
Gels) = (13.109) 
and plant, 
0.2083 
the equivalent forward-path transfer function, G.(s) = KG,(s)G,(s), is 
16 
e(s) = 13.111 
Gils) s(s + 4) ( ) 


The magnitude frequency response of Eq. (13.111) is 0 dB at 3.1 rad/s. Thus, from 
Section 13.10, the value of the sampling interval, T, should be in the range 0.15/wo,, = 
0.05 to 0.5/@@,, = 0.16 second. Let us choose a smaller value, say T = 0.025 second. 

Substituting Eq. (13.88) into Eq. (13.111), where T = 0.025, yields the digital 
compensator 


74.72z — 71.59 
KGsz) = — = 9048 


In order to simulate the digital system, we calculate the z-transform of the plant in 
Figure 13.34 in cascade with a zero-order sample-and-hold. The z-transform of the 
sampled plant is evaluated by the method discussed in Section 13.4 using 
T = 0.025. The result is 


(13.112) 


Bij) = I es 
P\Z) ~~~ 2 = 1.9582 + 0.9582 





(13.113) 


The step response in Figure 13.35 shows approximately 20% overshoot and a 
settling time of 2.1 seconds for the closed-loop digital system. 








FIGURE 13.35 Closed-loop 0 = 

ate 0 0.5 1 IES 2 2.5 3 
igital step response for , 

antenna control system with Time (seconds) 

a lead compensator Note: Valid only at integer values of sampling instant 





Summary 


x*(f) 
Laa 


Delay 
0.025 second 


x*(t-0.025) 








pe t) 
ae 74.72 
Delay 
0.025 second 


e*(t-0.025) 


















We conclude the design by obtaining a flowchart for the digital compensator. Using 
Eq. (13.112), where we define KG,(z) = X(z)/E(z), and cross-multiplying yields 


(z — 0.9048) X(z) = (74.72z — 71.59) E(z) (13.114) 
Solving for the highest power of z operating on X(z), 
ZX(z) = (74.72z — 71.59) E(z) + 0.9048X(z) (13.115) 
Solving for X(z), 
X(z) = (74.72 — 71.5977!) E(z) + 0.9048z7!X (z) (13.116) 


Implementing Eq. (13.116) as a flowchart yields Figure 13.36. 


CHALLENGE: You are now given a case study to test your knowledge of this 
chapter’s objectives. You are given the antenna azimuth position control system 
shown on the front endpapers, Configuration 2. Replace the potentiometers with 
unity gain transducers, neglect power amplifier dynamics, and do the following: 


a. Design a digital lead compensator to yield 10% overshoot with a 1-second peak 
time. Design in the s-plane and use the Tustin transformation to specify and 
implement a digital compensator. Choose an appropriate sampling interval. 


b. Draw a flowchart for your digital lead compensator. 
c. Repeat Part a using MATLAB. 
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FIGURE 13.36 Flowchart for 
digital lead compensator. 
(Reprinted with permission of 


John Wiley & Sons, Inc.) 


MATLAB 





@ summary P 


In this chapter, we covered the design of digital systems using classical methods. 
State-space techniques were not covered. However, you are encouraged to pursue 
this topic in a course dedicated to sampled-data control systems. 

We looked at the advantages of digital control systems. These systems can 
control numerous loops at reduced cost. System modifications can be implemented 
with software changes rather than hardware changes. 

Typically, the digital computer is placed in the forward path preceding the plant. 
Digital-to-analog and analog-to-digital conversion is required within the system to 
ensure compatibility of the analog and digital signals throughout the system. The 
digital computer in the loop is modeled as a sample-and-hold network along with any 
compensation that it performs. 

Throughout the chapter, we saw direct parallels to the methods used for 
s-plane analysis of transients, steady-state errors, and the stability of analog systems. 
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The parallel is made possible by the z-transform, which replaces the Laplace 
transform as the transform of choice for analyzing sampled-data systems. The 
z-transform allows us to represent sampled waveforms at the sampling instants. 
We can handle sampled systems as easily as continuous systems, including block 
diagram reduction, since both signals and systems can be represented in the 
z-domain and manipulated algebraically. Complex systems can be reduced to a 
single block through techniques that parallel those used with the s-plane. Time 
responses can be obtained through division of the numerator by the denominator 
without the partial-fraction expansion required in the s-domain. 

Digital systems analysis parallels the s-plane techniques in the area of stability. 
The unit circle becomes the boundary of stability, replacing the imaginary axis. 

We also found that the concepts of root locus and transient response are easily 
carried into the z-plane. The rules for sketching the root locus do not change. We can 
map points on the s-plane into points on the z-plane and attach transient response 
characteristics to the points. Evaluating a sampled-data system shows that the 
sampling rate, in addition to gain and load, determines the transient response. 

Cascade compensators also can be designed for digital systems. One method is 
to first design the compensator on the s-plane or via frequency response techniques 
described in Chapters 9 and 11, respectively. Then the resulting design is transformed 
to a digital compensator using the Tustin transformation. Designing cascade com- 
pensation directly on the z-plane is an alternative method that can be used. 
However, these techniques are beyond the scope of this book. 

This introductory control systems course is now complete. You have learned 
how to analyze and design linear control systems using frequency-domain and state- 
space techniques. This course is only a ae You may consider furthering your 
study Api agi Eta eero. in digital, nonlinear, and 
optim me where you will learn Hie techniques for analyzing and designing 
classes of systems not covered in this book. We hope we have whetted your appetite 
to continue your education in control systems engineering. 


C Review Questions Ð 


1. Name two functions that the digital computer can perform when used with 
feedback control systems. 


N 


. Name three advantages of using digital computers in the loop. 


wW 


. Name two important considerations in analog-to-digital conversion that yield 
errors. 


. Of what does the block diagram model for a computer consist? 

. What is the z-transform? 

What does the inverse z-transform of a time waveform actually yield? 
. Name two methods of finding the inverse z-transform. 


ryt nAm s 


. What method for finding the inverse z-transform yields a closed-form expression 
for the time function? 


9. What method for finding the inverse z-transform immediately yields the values 
of the time waveform at the sampling instants? 


10. In order to find the z-transform of a G(s), what must be true of the input and the 
output? 
11. If input R(z) to system G(z) yields output C(z), what is the nature of c(t)? 


12. 


13. 


14. 
15. 


16. 


17. 


18. 


19. 


20. 
21. 


Problems 


If a time waveform, c(t), at the output of system G(z) is plotted using the inverse 
z-transform, and a typical second-order response with damping ratio =0.5 
results, can we say that the system is stable? 

What must exist in order for cascaded sampled-data systems to be represented 
by the product of their pulse transfer functions, G(z)? 

Where is the region for stability on the z-plane? 

What methods for finding the stability of digital systems can replace the Routh- 
Hurwitz criterion for analog systems? 

To drive steady-state errors in analog systems to zero, a pole can be placed at the 
origin of the s-plane. Where on the z-plane should a pole be placed to drive the 
steady-state error of a sampled system to zero? 

How do the rules for sketching the root locus on the z-plane differ from those for 
sketching the root locus on the s-plane? 

Given a point on the z-plane, how can one determine the associated percent 
overshoot, settling time, and peak time? 

Given a desired percent overshoot and settling time, how can one tell which 
point on the z-plane is the design point? 

Describe how digital compensators can be designed on the s-plane. 

What characteristic is common between a cascade compensator designed on the 
s-plane and the digital compensator to which it is converted? 
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GE oe D 


1. 


. Repeat all parts of Problem 1 Symbolic Math 











Derive the z-transforms for the time functions listed 4. Repeat all parts of Problem3 Symbolic math 
below. Do not use any z-transform tables. Use the using MATLAB and MATLAB’s Sym- 

plan f(t) — f (t) — F* (s) — F(z), followed by con- bolic Math Toolbox. 

verting F(z) into closed form making use of the 5. For each F(z) in Problem 3, do the following: 
fact that 1/1- 71) =1 47t tz? tz e [Section: 13.3] 

Assume ideal sampling. [Section: 13.3] 


a. Find f(kT) using the power series expansion. 


a. “u(t b. Check your results against your answers from 
b. u(t) Problem 3. 

c. Pe u(t) 6. Using partial-fraction expansion and ae 
d. cos wt u(t) Table 13.1, find the z-transform for each 


[Section: 13.3] 





using MATLAB and MATLAB’s 











Control Solutions 


G(s) shown below if T = 0.5 second. 























~ 2(z —0.2)(z — 0.5)(z — 0.7) 





Symbolic Math Toolbox. _ +4 

7 a COO a Sn 

. For each F(z), find f(kT) using partial-fraction (s + 2)(s +5) 
expansion. [Section: 13.3] b. G(s) = (s+ 1)(s+2) 
i FA z(z + 3)(z +5) s(s + 3)(s + 4) 
(z — 0.4)(z — 0.6)(z — 0.8) e= 20 

b. F(z) = (z +0.2)(z + 0.4) (s + 3)(s? + 6s + 25) 

À (z — 0.1)(z — 0.5)(z — 0.9) d. G(s) = — ae — 
eTe (z + 1)(z + 0.3) (z + 0.4) 
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7. Repeat all parts of Problem 6 symbolic Math 10. Find C(z) in general terms for the digital system 


using MATLAB and MATLAB’s Sym- shown in Figure P13.3. [Section: 13.5] 

bolic Math Toolbox. 11. Find the closed-loop transfer function, T(z) = 
8. Find G(z) = C(z)/R(z) for each of the block dia- C(z)/R(z), for the system shown in Figure P13.4. 

grams shown in Figure P13.1 if T = 0.3 second. [Section: 13.5] 

[Section: 13.4] 12. Given the system in Figure P13.5, WileyPLUS 
9. Find T(z) = C(z)/R(z) for each of the systems find the range of sampling interval, WPCS 

shown in Figure P13.2. [Section: 13.5] T, that will keep the system stable. Control Solutions 


[Section: 13.6] 


= So A rou | re 7 
SUS 
(a) 
RE) _/1 20 1 C 
= T] +| its | ü 
(b) 
R(s) 20 1 C(s) 


FIGURE P13.1 


go PDF Enhanc r 



























FIGURE P13.2 


oa a rer 
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H,(s) 




















FIGURE P13.3 


RG) + s) + Ve WO y 1 C(s) 
noa 


FIGURE P13.4 
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R Ci 
> i So A rou | i 
5 T s(s + 1) 





























FIGURE P13.5 
13. Write a MATLAB program that can MATLAB R(s) IQ) de ae 1 COs) 
be used to find the range of sam- a 2 T=0.5 s+2 
pling time, T, for stability. The pro- | 
gram will be used for systems of the type 
represented in Figure P13.6 and should System 1 


meet the following requirements: 


a. MATLAB will convert G (s) cascaded A 200) So a 
with a sample-and-hold to G(z). cae 


= T=0.1 

b. The programwill calculate the z-plane | 
roots of the closed-loop system for a 
range of Tanddetermine the valueof T, 


if any, below which the system will be RO) + E38 co 
stable. MATLAB will display this value 4 7=05 a 

















System 2 














of Talong with the z-plane poles of the 
closed-loop transfer function. 





























k System 3 
R(s) t Fa J Gus 
-= ae RZ) + 0.13(z + 1) CON 
D anger |c-De-0.74 
FIGURE P13.6 
System 4 
Test the program on 
FIGURE P13.8 
10(s +7) 
E (s+1)(s+3)(s+4)(s+5) 
16. Write a MATLAB program that canbe _ MATLAB 
14. Find the range of gain, K, to make the system shown used to find Kp, Kv, and Ka for dig- 
in Figure P13.7 stable. [Section: 13.6] ital systems. The program will be used 





for systems of the type represented in 
ee Figure P13.6. Test your program for 
R(s) + f 3K s 
Hold 
-9 a j ee 0.04406z3 — 0.036242? — 0.03284z + 0.02857 
| zł — 3.39423 + 4.29z? — 2.393z + 0.4966 

where G(z) is the pulse transfer func- 
; WileyPLUS tion for Ga)(s) in cascade with the z.o.h. 

15. Find the static error constants and the WPCS Sd POA. second 
steady-state error for each of the digital 


systems shown in Figure P13.8 if the 
inputs are [Section: 13.7] 

















FIGURE P13.7 


Control Solutions 17. For the digital system shown in Figure P13.6, where 
G(s) = K/{(s +1) x (s + 4)], find the value of K to 
yield a 16.3% overshoot. Also find the range of K 


a. u(t) for stability. Let T = 0.1 second. [Section: 13.9] 

b. tu(t) 18. Use Simulink to simulate the step Simulink 
Lo (t) response for the system of Prob- 

e 2 “ lem 17. Set the value of gain, K, to that 


designedinProblem17 for16.3%overshoot. 
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19. 


20. 


21. 


22. 


23. 


24. 
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Use MATLAB’s LTI Viewer to deter- _GtiTool The designed PID controller was 
mine the peak time and settling 
time of the closed-loop step response G(s) = 4.6 (s + 55.92)(s + 0.5) 
for System 4 in Figure P13.8 s 
Write a MATLAB program that canbe _MATLAB Find the digital transfer function, G,(z), of the PID 
used to design the gain of a digi- controller in order for the system to be computer 
tal control system to meet a percent over- controlled if the sampling interval, T, is 0.01 second. 
shoot requirement. The program will be [Section: 13.10] 
used for systems of the type represented 25, A continuous unity feedback system has __WileyPlus 
in Figure P13.6 and meet the following a forward transfer function of 
requirements: Control Solutions 
a. The user will input the desired per- G(s) ee S 
cent overshoot. s(s + 5)(s + 8) 
b. MATLAB will convert G(s) cascaded The system is to be computer controlled with the 
with the sample-and-hold to G(z). following specifications: 
c. MATLAB will display the root locus on Percent overshoot: 10% 
the z-plane along with an overlay of Settling time: 2 seconds 
the percent overshoot curve. Sampling interval: 0.01 second 
d. The user will click with the mouse at Design a lead compensator for the digital system to 
the intersection of the root locus and meet the specifications. [Section: 13.10] 





percent overshoot overlay and MATLAB 
will respond with the value of gain 
followed by a display of the step 
response of the closed-loop system. 


Apply your program toApag PDE Be danie BF adne control for the UFSS vehi- 


compate results. cle shown on the back endpapers (Johnson, 1980) 


26. Repeat Problem 25 using MATLAB. _ MATLAB 








For the digital system shown in Figure P13.6, where into a digitally controlled system. 
Gı(s) = K/[s(s + 1)], find the value of K to yield a b. Find the closed-loop pulse transfer function, 
peak time of 2 seconds if the sampling interval, T, is T(z), if T = 0.1 second. 


0.1 second. Also, find the range of K for stability. 
[Section: 13.9] 


For the digital system shown in Figure WileyPLUS : 
P13.6 where Gi(s) = K/[s(s + 1) WPCS 28. A robot equipped to perform arc welding was dis- 


(s +3)], find the value of K to yield a Control Solutions cussed in Problem 45, Chapter 8. The robot was 
20% overshoot if the sampling interval, T, is compensated by feeding back pressure and velocity 


0.1 second. Also, find the range of K for stability, signals as shown in Figure P8.13(b). Eliminating 
(Section: 13.9] these feedback paths yields the block diagram shown 


in Figure P13.9 (Hardy, 1967). 


c. Find the range of heading gain to keep the digital 
system stable. 


For the digital system shown in Figure P13.6, where 
G(s) = K(s + 2) + [s(s + 1)(s + 3)], find the value 











of K to yield a settling time of 15 seconds if R(s) IQ) K C(s) 

the sampling interval, T, is 1 second. Also, find ~ s(s* + 7s +1220) 

the range of K for stability. [Section: 13.9] 

AP ID controller was designed in Example 9.5 for a FIGURE P13.9 Simplified block diagram for robot swing 
continuous system with unity feedback. The sys- motion 


tem’s plant was 
a. Convert the robot to a digital control system. Use 


G(s) = (s +8) a sampling time of 0.1 second. 
(s + 3)(s + 6)(s + 10) b. Sketch the root locus. 





29. 


30. 


c. Find the range of gain, K, to keep the digital 
system stable. 


d. Repeat all previous parts using MATLAB 


MATLAB. 
The floppy disk drive of Problem 57, Chapter 8 is to 


be digitally controlled. If the analog system is as 
shown in Figure P13.10, do the following: 








Desired Actual 
position Motor and load position 
Y; (s) 
= 


Xp(s) + „| _20,000 
F s(s + 100) 


FIGURE P13.10 Simplified block diagram of a floppy 
disk drive 








a. Convert the disk drive to a digital system. Use a 
sampling time of 0.01 second. 

b. Find the range of digital controller gain to keep 
the system stable. 

c. Find the value of digital controller gain to yield 
15% overshoot for a digital step response. 


d. Repeat all previous parts and _ MATLAB 





obtain the step r PAP go ML y 
Part c using MATLAB. ai 


Scanning probe microscopes are used to visualize 
samples in the sub-micron dimensional range. They 
typically use a silica-based probe to physically track 
the sample topography to create a viable image. 
However, these devices are very sensitive to exter- 
nal disturbance and vibrations. An approach called 
inherent disturbance suppression tries to alleviate 
the disturbance problem through the addition of a 
laser interferometer that is used to measure the 
probe-sample interaction and compensate for un- 
desired probe movements. The technique was 
implemented in a tapping mode atomic force mi- 
croscope measuring single DNA molecules. It was 
shown that for a significant range of frequencies the 
open-loop transmission from the probe’s voltage 
input to probe’s displacement is (Sparks, 2006) 


_ 20000 
E S 





G(s) 


Assuming the probe is digitally controlled in a loop, 
as shown in Figure P13.6, calculate the sampling 
period range that will result in a stable closed-loop 
system. 


31. 


32. 


Problems 775 
Problem 35, Chapter 9 described a two-tank system 
where the objective was to maintain a constant 
liquid level in one of the tanks via control of an 
inflow valve. Assume for this problem that the 
transfer function relating liquid-level output, Y(s), 
to flow rate input F,(s), for the lower tank is 
(Romagnoli, 2006) 


G(s) = Y(s) _ 0.0187 
~ Fols)  s? + 0.2378 + 0.00908 





Assume that the system will be controlled in closed 
loop by means of a digital computer system with a 
sample period T =1 second, as shown in Figure 
P13.6, with G(s) = KG(s). Use the bilinear trans- 
formation and the Routh-Hurwitz method to find 
the range of K that will result in a stable closed- 
loop system. 


Assume that the two-tank system of Problem 31 is 
controlled by a digital computer in the configuration 
of Figure P13.6, where G1 (s) = KG(s). If a sampling 
period of T = 1 second is used, do the following 
(Romagnoli, 2006). 


a. Use MATLAB to draw the root MATLAB 


locus. 


Eñ areare of K that will result in a stable 


33. 


system with a damping factor of ¢ = 0.7. 


c. Use the root locus of Part b to predict the step- 
response settling time, 7, and peak time, T,. 


d. Calculate the final value of the closed-loop sys- 
tem to a unit step input. 


e. Obtain the step response of Simulink 
the system using Simulink. 
Verify the predictions you made in 


Parts c andd. 


In Problem 48, Chapter 9, and Problem 39, Chapter 
10, we considered the radial pickup position control 
of a DVD player. A controller was designed and 
placed in cascade with the plant in a unit feedback 
configuration to stabilize the system. The controller 
was given by 











0.5(s + 1.63) 
Mo == 
(s) s(s + 0.27) 
and the plant by (Bittanti, 2002) 
P(s) = 0.63 
E 14 236 s2 1 004 a s2 
305.4 305.4? 248.2" 248.2? 
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34. 


35. 


Chapter 13 


It is desired to replace the continuous system by an 
equivalent discrete system without appreciably af- 
fecting the system performance. 


a. Find an appropriate sampling frequency for the 
discretization. 


b. Using the chosen sampling frequency, translate 
the continuous compensator into a discrete 
compensator. 

Use Simulink to simulate the 
continuous and discrete sys- 
tems on the same graph. 


Simulink 


Assume a unit step input. Are there 
significant differences in the sys- 
tems performance? 


In Problem 25, Chapter 11, we discussed an EVAD, 
a device that works in parallel with the human heart 
to help pump blood in patients with cardiac condi- 
tions. The device has a transfer function 

Pao(s) _ 1361 

Em(s) s2 + 69s + 70.85 

where E,,,(s) is the motor’s armature voltage, and 
P.o(s) is the aortic blood pressure (Tasch, 1990). 
Using continuous techniques, a cascaded compen- 





G(s) = 


sator is designed in a unity eApa gdeuPDE EBRAaA 


with a transfer function 
0.5(s + 1) 
Gels) = 0.08 
Selecting to control the device using a microcon- 


troller, a discrete equivalent has to be found for 
G(s). Do the following. 


a. Find an appropriate sampling frequency for the 
discretization. 


b. Translate the continuous compensator into a 
discrete compensator using the sampling fre- 
quency found in Part a. 


Use Simulink to simulate the simulink 

continuous and discrete sys- 

tems on the same graph for a unit step 

input. There should be little differ- 
nce between the compensated continu- 


ous and discrete systems. 











In Problem 46, Chapter 9, a steam-driven turbine- 
governor system was implemented by a unity feed- 
back system with a forward-path transfer function 
(Khodabakhshian, 2005) 


G(s) = = 


(s + 0.08)(s +2)(s + 5) 





36. 


37. 


Digital Control Systems 


a. Use a sampling period of T = 0.5 s and find a 
discrete equivalent for this system. 


MATLAB 
a 


c. Find the value of K that will result in a stable 
system with a damping factor of ¢ = 0.7. 


b. Use MATLAB to draw the root 
locus. 


Use the root locus found in Part a to predict the 
step-response settling time, T,, and peak time, T,. 
Calculate the final value of the closed-loop sys- 
tem unit step response. 


e 


f. Obtain the step response of Simulink 


the system using Simulink. 
Verify the predictions you made in 
Parts candd. 





WileyPLUS 


Control Solutions 


If you have not already done so, do 
Problem 45 in Chapter 9. In this prob- 
lem, you design a PID controller for a 
temperature control system. Digitize your PID de- 
sign and draw a flowchart from which the PID 
controller can be implemented. 


Discrete time controlled systems can exhibit unique 
characteristics not available in continuous control- 
@ple, assuming a specific input and 
some conditions, it is possible to design a system 
to achieve steady state within one single time sam- 
ple without overshoot. This scheme is well known 
and referred to as deadbeat control. We illustrate 
deadbeat control design with a simple example. For 
a more comprehensive treatment see (Ogata, 1987). 
Assume in Figure 13.25(a) that G,(s) = 4T 
The purpose of the design will be to find a compen- 
sator, G,(z), such that for a step input the system 
achieves steady state within one sample. We start by 
translating the system into the discrete domain to 
obtain the equivalent of Figure 13.25(c). The pulse 
(l—e?)z1 
1-—eFz-1’ 
using Eq. (13.40), since it is assumed that the com- 
pensator will be followed by a zero-order hold. In 
Figure 13.25(c), the closed-loop transfer function is 

C(z) G.(Z)Gp(z) P 
R@ > T(z) = AOA or, solving 

for the compensator, we get G,(z) = 1 1 
i Í Gp(z) 1 — T(z) 
The desired system output is a unit step delayed by one 
Z „l 


unit sample. Thus, C(z) = 7-1" 


transfer function, G,(z) is found 


given by 








ZT Since 


38. 


39. 


the input is a unit step, R(z) oa the desired 


z= 
C(z) _ = 5-1 
Ro T(z) =z, 
and the resulting compensator, found by direct sub- 
(z-e) 
l-eT z-1 ` 
Assume now that the plant is given by G,(s) = §, 
and a sampling period of T= 0.05 second is used. 





closed-loop transfer function is 





stitution, is given by G,(z) = 


a. Design a deadbeat compensator to reach steady 
state within one time sample for a step input. 


b. Calculate the resulting steady-state error for a 
unit-slope ramp input. 


c€. Simulate your system using Simulink 
SIMULINK. (Hint: Following ( SL ] 
Figure 13.25, the forward path will 
consist of the cascading of G.(z), a 
zero-order hold, and G,(s).) Show 
that the system reaches steady state 
after one sample. Also verify your 
steady-state error ramp result. 





LabVIEW 


m 
Use the LabVIEW contro: APA, PRF 


lation Module to (1) convert G(s) toa 
digital transfer function using a sam- 
pling rate of 0.25 second; and (2) plot 
the step responses of the discrete and 
the continuous transfer functions. 

LabVIEW 


Given 








Given 
K(z+ 0.5) 
(z — 0.25)(z — 0.75) 


G(z) 





Use the LabVIEW Control Design MATLAB 


and Simulation Module and the CD 
MathScript RT Module to (1) obtain the 
value of Kthat will yielda damping ratio 
of 0.5 for the closed-loop system in Fig- 
ure 13.20, where H(z)=1; and (2) display 
the step response of the closed-loop sys- 
tem in Figure 13.20 where H(z) =1. Com- 
pare your results with those of Skill- 
Assessment Exercise 13.8. 


























PROGRESSIVE ANALYSIS AND DESIGN PROBLEMS 


40. 


High-speed rail pantograph. Problem 21 in Chapter 1 
discusses active control of a pantograph mechanism 
for high-speed rail systems (O’Connor, 1997). In 


41. 


Problems 777 
Problem 79(a), Chapter 5, you found the block dia- 
gram for the active pantograph control system. In 
Chapter 9, you designed a PID controller to yield a 
settling time of 0.3 second with zero steady-state 
error. Assuming that the active control system is to 
be computer controlled, do the following: 


a. Convert the PID controller designed in Problem 
55, Chapter 9, to a digital controller by specifying 
its sampled transfer function, G.(z). Assume that 
the potentiometers are replaced by a keyboard, 
A/D converters, and unity gain transducers. 


b. Draw a flowchart from which the PID controller 
can be implemented. 


c€. Use MATLAB to simulate the step MATLAB 
response of the digital active 
control system. 


Control of HIV/AIDS. In Chapter 11, a continuous 
cascaded compensator for a unity feedback system 
was designed for the treatment of the HIV-infected 
patient treated with RTIs (Craig, 2004). The transfer 
function of the designed compensator was 








_ —2 x 10~4(s? + 0.04s + 0.0048) 


Gels) = s(s + 0.02) 








Enhancer 
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The linearized plant was given by 


O ¥(s) —520s — 10.3844 
~ U) 88 + 2.681782 + 0.11s + 0.0126 





P(s) 


The compensated system is overdamped with an 
approximate settling time of 100 seconds. This system 
must be discretized for practical reasons: (1) HIV 
patient cannot be monitored continuously and (2) 
medicine dosage cannot be adjusted continuously. 


a. Show that a reasonable sampling period for this 
system is T = 8 days (medicine dosage will be 
updated on a weekly basis). 

b. Use Tustin’s method and T = 8 days to find a 
discrete equivalent to G,(S). 

Simulink 
step in- 
the same 


c. Use Simulink to simulate the 
continuous and discrete com- 
pensated systems for a unit 
put. Plot both responses on 
graph. 


Hybrid vehicle. In Problem 7.69 (Figure 
P7.34), the block diagram of a cascade 
scheme for the speed control of an HEV (Preitl, 
2007) was represented as a unity feedback system. 


MATLAB 


Chapter 13 


In that diagram the output of the system is the speed 
transducer’s output voltage, C(s) = Ks V(s). In 
Part b of Problem 11.35, where a compensator 
was designed for this problem, we discussed the 
feasibility of achieving full pole-zero cancellation 
when we place a PI speed controller’s zero, Z;, on 
top of the uncompensated system’s real pole, closest 
to the origin (located at —0.0163). Noting that 
perfect pole-zero cancellation may not be main- 
tained, we studied a case, in which the PI-controller’s 
zero changed by +20%, moving to —0.01304. In 
that case, the transfer function of the plant with 
a PI speed controller, which has a proportional 
gain = K, was given by: 


K(s + 0.6)(s + 0.01304) 
s(s + 0.0163) (s + 0.5858) 





G(s) = 


Assuming that G;(s) in Figure P13.6 equals the 
transfer function, G(s), given above for the vehicle 
with the speed controller: 


a. Develop a MATLAB M-file that wouldal- 
low you to do the following: [ Hint: 
Refer to the M-files you developed 
for Problems 13 and 20 of this chapter] 
(1) Convert G, ( cas 

ple-and- oe to G( 


Search over the range 0 <T < 5 sec- 
onds for the largest sampling pe- 
riod Tmax below which the system is 
stable.Calculatethez-planeroots 
of the closed-loop system for the 


(2) 





\pago PDF En 


e 


Digital Control Systems 


Run 


whole range of the sampling time, 
T. Subsequently set T = 0.75Thmnax? 





Designthe gainofadigital control 
system to meet a percent overshoot 
requirement, OS, allowingtheuser 
to input the value of the desired 
SOS and the value of the PI speed 
controller’s proportional gain, K; 


Plot the step response of that dig- 
ital system (in per unit, p. u., 
vs. time in seconds) 


the M-file you developed in Part a 


and enter the values of the desired 


per 
spe 
K= 
Sel 
dis 
all 
fun 
GIT 





Wri 
tio 
the 


hancer, rT, 


the 
Plo 
sys 
sec 
ter 
set 





cent overshoot, %0S=0, and the PI 
ed controller's proportional gain, 
61; 
ect a point in the graphics window 
playing the root locus, such that 
poles of the closed-loop transfer 
ction, T,, are inside the unit 
cle. 





te the sampled-data transfer func- 
ns obtained, G, and T,, indicating 

corresponding value of the sam- 
and all poles, r, of 
closed-loop transfer function, Tz; 


t the step response of that digital 
tem (in per unit, p. u., vs. time in 
onds) noting the following charac- 
istics: finalvalue, risetime, and 
tling time. 











COIs cyber Exploration Laboratory FD 


Experiment 13.1 


Objective To design the gain of a digital control system to meet a transient 
response requirement; to simulate a digital control system to test a design; to see the 
effect of sampling rate upon the time response of a digital system. 


Minimum Required Software Packages MATLAB, Simulink, and the 


Control System Toolbox 
Prelab 


1. Given the antenna azimuth control system shown on the front endpapers, use 
Configuration 2 to find the discrete transfer function of the plant. Neglect the 
dynamics of the power amplifier and include the preamplifier, motor, gears, and 
load. Assume a zero-order hold and a sampling interval of 0.01 second. 


Cyber Exploration Laboratory 


. Using the digital plant found in Prelab 1, find the preamplifier gain required for a 


closed-loop digital system response with 10% overshoot and a sampling interval 
of 0.01 second. What is the peak time? 


. Given the antenna azimuth control system shown on the front endpapers, use 


Configuration 2 to find the preamplifier gain required for the continuous system 
to yield a closed-loop step response with 10% overshoot. Consider the open-loop 
system to be the preamplifier, motor, gears, and load. Neglect the dynamics of the 
power amplifier. 


Lab 


. Verify your value of preamplifier gain found in Prelab 2 using the SISO Design 


Tool to generate the root locus for the digital open-loop transfer function found in 
Prelab 1. Use the Design Constraints capability to generate the 10% overshoot 
curve and place your closed-loop poles at this boundary. Obtain a plot of the root 
locus and the design boundary. Record the value of gain for 10% overshoot. Also, 
obtain a plot of the closed-loop step response using the LTI Viewer and record 
the values of percent overshoot and peak time. Use the same tool to find the 
range of gain for stability. 


. Using Simulink set up the closed-loop digital system whose plant was found 


in Prelab 1. Make two diagrams: one with the digital transfer function for the 
plant and another using the continuous transfer function for the plant 
preceded by a zero-order sample-and-hold. Use the same step input for 
both diagrams and obtain the step response of each. Measure the percent 
overshoot and peak time. 


. Using Simulink, set up both (Apagoud PDRokshanwerd in 


Prelabs 2 and Prelab 3, respectively, to yield 10% overshoot. Build the digital 
system with a sample-and-hold rather than the z-transform function. Plot the step 
response of each system and record the percent overshoot and the peak time. 


. For one of the digital systems built in Lab 2, vary the sampling interval and record 


the responses for a few values of sampling interval above 0.01 second. Record 
sampling interval, percent overshoot, and peak time. Also, find the value of 
sampling interval that makes the system unstable. 


Postlab 


1. 


Make a table containing the percent overshoot, peak time, and gain for each of 
the following closed-loop responses: the digital system using the SISO Design 
Tool; the digital system using Simulink and the digital transfer functions; the 
digital system using Simulink and the continuous transfer functions with the zero- 
order sample-and-hold; and the continuous system using Simulink. 


. Using the data from Lab 4, make a table containing sampling interval, percent 


overshoot, and peak time. Also, state the sampling interval that makes the system 
unstable. 


. Compare the responses of all of the digital systems with a sampling interval of 


0.01 second and the continuous system. Explain any discrepancies. 


. Compare the responses of the digital system at different sampling intervals with 


the continuous system. Explain the differences. 


. Draw some conclusions about the effect of sampling. 
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Experiment 13.2 


Objective To use the various functions from the LabVIEW Control Design and 
Simulation Module for the analysis of digital control systems. 


Minimum Required Software Packages LabVIEW with the Control De- 
sign and Simulation Module and the MathScript RT Module; MATLAB with the 
Control Systems Toolbox. 


Prelab You are given Figure P8.28 and the parameters listed in the Prelab of 
Cyber Exploration Laboratory Experiment 8.2 for the open-loop NASA eight-axis 
ARMII (Advanced Research Manipulator II) electromechanical shoulder joint/ 
link, actuated by an armature-controlled dc servomotor. 

9x(s) 
Vrep(8)’ 
or use your calculation from Cyber Exploration Laboratory Experiment 8.2. 





1. Obtain the open-loop transfer function of the shoulder joint/link, G(s) = 


2. Use MATLAB and design a digital compensator to yield a closed-loop response 
with zero steady-state error and a damping ratio of 0.7. If you already have 
performed Cyber Exploration Laboratory Experiment 8.2, modify your M-file 
from that experiment. Test your design using MATLAB. 


Lab Simulate your Prelab design using a Simulation Loop from the LabVIEW 
Control Design and Simulation Module. Plot the step response of two loops as 
follows: (1) a unity feedback with the forward path consisting of the continuous 
system transfer function preceded by a zero-order hold, and (2) a unity feedback 
with the forward path consisting of the equivalent discrete transfer function of your 
compensator in cascade with the open-loop plant. 


Po ARa Iaf PRE ANNANS AThose from your prelab MATLAB 


program. Comment on time-performance specifications. 


C Bibliography D 


Astrom, K. J., and Wittenmark, B. Computer Controlled Systems. Prentice Hall, Upper Saddle 
River, NJ, 1984. 

Bittanti, S., Dell’Orto, F, Di Carlo, A., and Savaresi, S. M. Notch Filtering and Multirate 
Control for Radial Tracking in High Speed DVD-Players. IEEE Transactions on Consumer 
Electronics, vol. 48, 2002, pp. 56—62. 

Boyd, M., and Yingst, J. C. PC-Based Operator Control Station Simplifies Process, Saves 
Time. Chilton’s I & CS, September 1988, pp. 99-101. 

Chassaing, R. Digital Signal Processing. Wiley, New York, 1999. 


Craig, I. K., Xia, X., and Venter, J. W. Introducing HIV/AIDS Education into the Electrical 
Engineering Curriculum at the University of Pretoria. IEEE Transactions on Education, 
vol. 47, no. 1, February 2004, pp. 65-73. 


Craig, J. J. Introduction to Robotics. Mechanics and Control, 3d ed. Prentice Hall, Upper 
Saddle River, NJ, 2005. 


Hardy, H. L. Multi-Loop Servo Controls Programmed Robot. Instruments and Control 
Systems, June 1967, pp. 105-111. 


Hostetter, G. H. Digital Control System Design. Holt, Rinehart & Winston, New York, 1988. 


Johnson, H. et al. Unmanned Free-Swimming Submersible (UFSS) System Description. NRL 
Memorandum Report 4393. Naval Research Laboratory, Washington, D.C., 1980. 


Bibliography 


Katz, P. Digital Control Using Microprocessors. Prentice Hall, Upper Saddle River, NJ, 1981. 

Khodabakhshian, A., and Golbon, N. Design of a New Load Frequency PID Controller Using 
QFT. Proceedings of the 13th Mediterranean Conference on Control and Automation, 2005, 
pp. 970-975. 

Kuo, B. C. Automatic Control Systems, 7th ed. Prentice Hall, Upper Saddle River, NJ, 1995. 

Kuo, B. C. Digital Control Systems. Holt, Rinehart & Winston, New York, 1980. 

Nyzen, R. J. Analysis and Control of an Eight-Degree-of-Freedom Manipulator, Ohio 
University Masters Thesis, Mechanical Engineering, Dr. Robert L. Williams II, Advisor, 
August 1999. 

O’Connor, D. N., Eppinger, S. D., Seering, W. P., and Wormly, D. N. Active Control of a High- 
Speed Pantograph. Journal of Dynamic Systems, Measurements, and Control, vol. 119, 
March 1997, pp. 1—4. 

Ogata, K. Discrete-Time Control Systems. Prentice Hall, Upper Saddle River, NJ, 1987. 

Phillips, C. L., and Nagle, H. T., Jr., Digital Control System Analysis and Design. Prentice Hall, 
Upper Saddle River, NJ, 1984. 

Preitl, Z., Bauer, P., and Bokor, J. A Simple Control Solution for Traction Motor Used in 
Hybrid Vehicles. 4th International Symposium on Applied Computational Intelligence and 
Informatics. IEEE, 2007. 

Romagnoli, J. A., and Palazoglu, A. Introduction to Process Control. CRC Press, Boca Raton, 
FL, 2006. 

Smith, C. L. Digital Computer Process Control. Intext Educational Publishers, NY, 1972. 
Sparks, A. W., and Manalis, S. R. Atomic Force Microscopy with Inherent Disturbance 
Suppression for Nanostructure Imaging. Nanotechnology, vol. 17, 2006, pp. 1574-1579. 
Tasch, U., Koontz, J. W., Ignatoski, M. A., and Geselowitz, D. B. An Adaptive Aortic Pressure 

Observer for the Penn State Electric Ventricular Assist Device. IEEE Transactions on 


Biomedical Engineering, vol. 37, 19 374-383. 
Tou, J. Digital and Sampled-Data AF al 0 RDE .Rnhancer 
Williams, R. L. II. Local Performance Optimization for a Class of Redundant Eight-Degree- 


of-Freedom Manipulators. NASA Technical Paper 3417, NASA Langley Research Center, 
Hampton VA, March 1994. 


781 


This page intentionally left blank 


Apago PDF Enhancer 


Appendix A: List of Symbols 


Percent overshoot 

Ampere — unit of electrical current 

System matrix for state-space representation 

Motor time constant 

Mechanical rotational coefficient of viscous friction in N-m-s/rad 
Input matrix for state-space representation 

Electrical capacitance in farads 

Output matrix for state-space representation 

Laplace transform of the output of a system 

Output of a system 

Controllability matrix 

Mechanical rotational CAP AGS PDE nRRHAN cer 
Feedforward matrix for state-space Tepresentation 

Motor armature coefficient of viscous damping in N-m-s/rad 


Total coefficient of viscous friction at the armature of a motor, including 
armature coefficient of viscous friction and reflected load coefficient of 
viscous friction in N-m-s/rad 


Energy 
Laplace transform of the error 
Error; electrical voltage 


Laplace transform of the motor armature input voltage; Laplace transform of the 
actuating signal 


Motor armature input voltage; actuating signal 
Farad—unit of electrical capacitance 

Laplace transform of f (t) 

Mechanical force in newtons; general time function 
Mechanical translational coefficient of viscous friction 
Acceleration due to gravity 

Electrical conductance in mhos 

Forward-path transfer function 

Compensator transfer function 

Sampled transfer function for a compensator 

Gain margin 


Sampled transfer function for a plant 
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Appendix A: List of Symbols 


H 
H(s) 
I 

i(t) 


N/m 
N-m 
N-m-s/ 
rad 
N-m/A 
N-m/rad 
Om 
P 


Ap 


Henry— unit of electrical inductance 
Feedback-path transfer function 

Identity matrix 

Electrical current in amperes 

Moment of inertia in kg-m* 

Motor armature moment of inertia in kg-m? 


Total moment of inertia at the armature of a motor, including armature moment 
of inertia and reflected load moment of inertia in kg-m* 


Controller gain matrix 
Mechanical translational spring constant in N/m or rotational spring constant in 
N-m/rad; amplifier gain; residue 
Controller feedback gain; running index 
Acceleration constant 
Back emf constant in V/rad/s 
Feedback gain 
Kilogram = newton seconds” /meter—unit of mass 
Kilogram meters? = newton-meters seconds”/radian—unit of moment of inertia 
Motor gain 
Position constant 
Motor torque constant relating developed torque to armature current in N-m/A 
Velocity constant 
Electrical inductance in henries 
vOPDF "Enhancer 
Observer feedback gain 
Mass in kilograms; slope of the root locus asymptotes 
Meter—unit of mechanical translational displacement 
Magnitude of a sinusoidal response 
Meters/second—unit of mechanical translational velocity 
Peak magnitude of the sinusoidal magnitude response 
Newton—unit of mechanical translational force in kilogram meters/second” 


Newton-seconds/meter—unit of mechanical translational coefficient of viscous 
friction 


System type 
Newton/meter—unit of mechanical translational spring constant 
Newton-meter—unit of mechanical torque 


Newton-meter-seconds/radian— unit of mechanical rotational coefficient of 
viscous friction 


Newton-meter/ampere—unit of motor torque constant 
Newton-meter/radian—unit of mechanical rotational spring constant 
Observability matrix 

Similarity transformation matrix 

Compensator pole 

Coulomb — unit of electrical charge 


Electrical charge in coulombs 
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Electrical resistance in ohms 

Laplace transform of the input to a system 

Nonlinear electrical resistance 

Input to a system 

Motor armature resistance in ohms 

Radian — unit of angular displacement 

Radian/second — unit of angular velocity 

Second — unit of time 

Complex variable for the Laplace transform 

Sensitivity of F to a fractional change in P 

Time constant; sampling interval for digital signals 
Closed-loop transfer function; Laplace transform of mechanical torque 
Mechanical torque in N-m 

Torque at the armature developed by a motor in N-m 

Laplace transform of the torque at the armature developed by a motor 
Peak time in seconds 

Rise time in seconds 

Settling time in seconds 

Pulse width in seconds 

Input or control vector for state-space representation 

Input control signal for state-space representation 

Unit step input 

Volt-seconds/radian — unit APAGRx oot DEn enhan cer 
Mechanical translation velocity in m/s; electrical voltage 
Motor back emf in volts 

Error voltage 

Power amplifier input in volts 

State vector for state-space representation 

Mechanical translation displacement in meters; a state variable 
Time derivative of a state variable 

Time derivative of the state vector 

Output vector for state-space representation 

Output scalar for state-space representation 

Complex variable for the z-transform 

Compensator zero 

Pole-scaling factor for a lag compensator, where «œ > 1; angle of attack 
Pole-scaling factor for a lead compensator, where 8 < 1 
Pole-scaling factor for a lag-lead compensator, where y > 1 
Thrust angle 

Damping ratio 

Angle of a vector with the positive extension of the real axis 
Angular displacement 


Angle of a root locus asymptote with the positive extension of the real axis 


785 


786 Appendix A: List of Symbols 


be Angular contribution of a compensator on the s-plane 
m(t) Angular displacement of the armature of a motor 

À Eigenvalue of a square matrix 

o Real part of the Laplace transform variable, s 

Oa Real-axis intercept of the root locus asymptotes 

Dy Phase margin 

P(t) State transition matrix 

$ Sinusoidal phase angle; body angle 

Pe Sinusoidal phase angle of a compensator 

Pmax Maximum sinusoidal phase angle 

Q Ohm — unit of electrical resistance 

U Mho—unit of electrical conductance 

w Imaginary part of the Laplace transform variable, s 
w(t) Angular velocity in rad/s 

WBW Bandwidth in rad/s 

wd Damped frequency of oscillation in rad/s 

wpm Phase-margin frequency in radians 

Gy Gain-margin frequency in radians 

On Natural frequency in rad/s 

Wp Peak-magnitude frequency of the magnitude frequency response in rad/s 
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Appendix B: MATLAB Tutorial 


@ 8.1 Introduction 


MATLAB is a high-level technical computing environment suitable for solving 
scientific and engineering problems. When used with routines from its companion 
software, the Control System Toolbox, MATLAB can be used to analyze and design 
control systems problems such as those covered in this textbook. MATLAB and the 
Control System Toolbox are commercial software products available from The 
Math-Works, Inc., 3 Apple Hill Drive, Natick, MA 01760-2098. Phone: (508) 647- 
7000. Email: info@mathworks.com. URL: www.mathworks.com. 

The MATLAB examples in this tutorial consist of solved problems that 
demonstrate the application of MATLAB to the analysis and design of control 
systems. Many problems were taken from examples in the text (identified with a 
MATLAB icon) that were solved w t TL o the 
end of this appendix lists key ABAJO, tSand enkanger 

The code in this tutorial is also available in the Control Systems Engineering 
Toolbox folder at www.wiley.com/college/nise and at www.mathworks.com/matlab- 
central/fileexchange. You should have MATLAB 2009b and the Control System 
Toolbox Version 8.4 installed on your machine to execute this appendix’s code in the 
Control Systems Engineering Toolbox Version 6. 

To run the M-files, first be sure the files are either added to the search path in 
Set Path . .. under the File menu or appear in the Current Folder window, which is 
part of the MATLAB window. To see the computer responses after installing the M- 
files, run each problem by typing the M-file name, such as ch2p1, after the prompt 
(>>) in the Command Window. You may also run the files by right-clicking the file 
name, if it appears in the Current Folder window, and select Run File. 

To view all or part of the M-file in the Command Window, enter “type <file 
name>” or “help <file name>,’ respectively, after the prompt. You may also view 
and make changes to the M-file by double-clicking the file in the Current Folder 
window. This action brings up the editor. After editing, be sure to save the revised 
file before executing. 

If you do not have the Control Systems Engineering Toolbox M-files, you can 
create your own M-files by typing the code for each problem in this appendix into a 
separate M-file (there is no need to type the final pause statement or comments), and 
naming each M-file with a .m extension, as in ch2p1.m. You can also type the code for 
more than one problem into an M-file, including the pause command, and name the 
M-file with the .m extension. You can then call the file from the Command Window, 
and continue past the pause statements to the next problem by pressing any key. 
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By its nature, this appendix cannot cover all the background and details 
necessary for a complete understanding of MATLAB. For further details, you 
are referred to other sources, including MATLAB reference manuals and instruc- 
tions specific to your particular computer. The bibliography at the end of this 
appendix provides a partial listing of references. This appendix should give you 
enough information to be able to apply MATLAB to the analysis and design 
problems covered in this book. 

The code contained in this appendix and in the Control Systems Engineering 
Toolbox was developed on a PC using MATLAB Version 7.9 and the Control System 
Toolbox Version 8.4. The code will also run on workstations that support MATLAB. 
Consult the MATLAB Installation Guide for your platform for minimum system 
hardware requirements. 


@ 8.2 MATLAB Examples 


Chapter 2: Modeling in the Frequency Domain 
ch2p1 Bit strings will be used to identify parts of this tutorial on the computer output. 
Bit strings are represented by the text enclosed in apostrophes, such as ‘ab’. 
Comments begin with % and are ignored by MATLAB. Numbers are entered 
without any other characters. Arithmetic can be performed using the proper 
arithmetic operator. Numbers can be assigned using a left-hand argument and an 
equals sign. Finally, we can find the magnitude and angle of a complex number, Q 
using abs (Q) and angle (Q), respectively. 

Apago PDF Enhancer 
"(ch2pl1)’ % Display label. 
‘How are you? ’ Display string. 


o 


oe 


-3.96 % Display scalar number -3.96. 
-44+7i % Display complex number -4+7i. 
-5-6j % Display complex number -5-6j. 


(-4+7i)+(-5-6i) 


ae 


Add two complex numbers and 
display sum. 

ultiply two complex numbers and 
display product. 


ae 








(-4+7j)*(-5-6j) 


oe 





oe 








M=5 % Assign 5toMand display. 

N=6 % Assign 6 to N and display. 
P=M+N % Assign M+N to P and display. 
Q=3+4j % Define complex number, Q. 
MagQ=abs (Q) % Findmagnitude of Q. 
ThetaQ=(180/pi) *angle (Q) % Find the angle of Qindegrees. 
pause 


ch2p2 Polynomials in s can be represented as row vectors containing the coef- 
ficients. Thus P4 = s* + 78? — 3s + 23 can be represented by the vector shown below 
with elements separated by a space or comma. Bit strings can be used to identify 
each section of this tutorial. 


r(ch2p2)! % Display label. 

P1=[17-323] % Store polynomial s*3+7s*2 -3s+ 
$23asPlanddisplay. 

pause 


B.2 MATLAB Examples 789 


ch2p3 Running the previous statements causes MATLAB to display the results. 
Ending the command with a semicolon suppresses the display. Typing an expression 
without a left-hand assignment and without a semicolon causes the expression to be 
evaluated and the result displayed. Enter P2 in the MATLAB Command Window 
after execution. 


"(ch2p3)’ 
P2=[3578]; 


oe 


Display label. 

Assign 3s^3 + 5s^2 +7s +8 to P2 
without displaying. 
Evaluate 3*5 and display result. 


oe 


oe 





3*5 
pause 


oe 


ch2p4 An F(s) in factored form can be represented in polynomial form. Thus P3 = 
(s + 2)(s + 5)(s + 6) can be transformed into a polynomial using poly (V), where V 
is a row vector containing the roots of the polynomial and poly (V) forms the 
coefficients of the polynomial. 


"(ch2p4)’ % Display label. 
P3=poly ([-2 -5 -6]) % Store polynomial 
% (st+2) (s+5) (s+6) as P3 and 
% display the coefficients. 
pause 


ch2p5 We can find roots of polynomials using the roots (V) command. The roots 
are returned as a column vector. For example, find the roots of 


A 3 2 = 
5st +75 + 9s? — 3s +2 = 0. Apago PDF Enhancer 


"(ch2p5)’ % Display label. 

P4=[5 7 9 -3 2] % Form 5s^4+7s^3+9s^2-3s+2 and 
% display. 

rootsP4=roots (P4) % Find roots of 5s%44+7s%*3+9s%*2 
$-3st2, 


% assign to rootsP4, anddisplay. 
pause 


ch2p6 Polynomials can be multiplied together using the conv (a,b) command 
(standing for convolve). Thus, Ps = (s? + 7s? + 10s + 9) (s4 — 353 + 6s? + 2s + 1) is 
generated as follows: 


r(ch2p6)" % Display label. 
P5=conv ([1 710 9],[1 -3 6 2 1]) % Form (s^3+7s^2+10s+9) (s^4- 
% 3s^3+6s^2+2s+1), assign to P5, 
% and display. 
pause 


ch2p7 The partial-fraction expansion for F(s) = b(s)/a(s) can be found using the 
[K, p, k]=residue (b, a) command (K = residue; p = roots of denominator; k = 
direct quotient, which is found by dividing polynomials prior to performing a partial- 
fraction expansion). We expand F(s) = (7s? + 9s + 12)/[s(s +7)(s? + 10s + 100)] 
as an example. Using the results from MATLAB yields: F(s) = [(0.2554 — 
0.3382i) / (s + 5.0000 — 8.6603i)] + [(0.2554 + 0.3382i) / (s + 5.0000 + 8.6603i)] — 
[0.5280/ (s + 7)] + [0.0171 /s]. 


790 


Appendix B: MATLAB Tutorial 


"(ch2p7)’ 

numf=[7 9 12] 

denf=conv (poly ([0-7]) ,[1 10 100)]) ; 
[K, p, k]J=residue (numf ,denf) 


oe 


Display label. 

Define numerator of F(s). 
Define denominator of F(s). 
Find residues and assign to kK; 
find roots of denominator and 
assigntop; find 

constant andassigntok. 


AJP WP Æ Æ Æ 


oe 


pause 


ch2p8 (Example 2.3) Let us do Example 2.3 in the book using MATLAB. 





'(ch2p8) Example 2.3’ % Display label. 

numy=32; % Define numerator. 

deny=poly ([0 -4 -8]); % Define denominator. 

[r, p, k]J=residue (numy, deny) % Calculate residues, poles, and 





% direct quotient. 
pause 


ch2p9 Creating Transfer Functions 

Vector Method, Polynomial Form 

A transfer function can be expressed as a numerator polynomial divided by a 
denominator polynomial, that is, F(s) = N(s)/D(s). The numerator, N(s), is repre- 
sented by a row vector, numf, that contains the coefficients of N(s). Similarly, the 
denominator, D(s), is represented by a row vector, denf, that contains the coef- 
ficients of D(s). We form F(s) with the command, F=tf (numf, denf).Fiscalleda 
linear time-invariant (LTI) object. This object, or transfer function, can be used as an 
niApaigor PDE sufi hdpe ul tiplication. We demonstrate with 
F(s) = 150(5 + 2s + 7)/|s(s* + 5s + 4)]. Notice after executing the tf command, 
MATLAB prints the transfer function. 


Vector Method, Factored Form We also can create LTI transfer functions if the 
numerator and denominator are expressed in factored form. We do this by using row 
vectors containing the roots of the numerator and denominator. Thus G(s) = 
K*N(s)/D(s) can be expressed as an LTI object using the command, G=zpk 
(numg, deng, K), where numg is a row vector containing the roots of N(s) 
and deng is a row vector containing the roots of D(s). The expression zpk stands for 
zeros (roots of the numerator), poles (roots of the denominator), and gain, K. We 
demonstrate with G(s) = 20(s + 2)(s + 4)/[(s + 7)(s + 8)(s + 9)]. Notice after exe- 
cuting the zpk command, MATLAB prints the transfer function. 





Rational Expression in s Method, Polynomial Form (Requires Control System 
Toolbox 8.4) This method allows you to type the transfer function as you normally 
would write it. The statement s=tf (’s’) must precede the transfer function if you 
wish to create an LTI transfer function in polynomial form equivalent to using 
G=tf (numg, deng). 


Rational Expression in s Method, Factored Form (Requires Control System Toolbox 
8.4) This method allows you to type the transfer function as you normally would 
write it. The statement s=zpk (’s’) must precede the transfer function if you 
wish to create an LTI transfer function in factored form equivalent to using 
G=zpk (numg, deng, K). 
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For both rational expression methods the transfer function can be typed in any 
form regardless of whether s=tf (’s’) or s=zpk(‘s’) is used. The difference is in 
the created LTI transfer function. We use the same examples above to demonstrate 
the rational expression in s methods. 


"(ch2p9)’ 
"Vector Method, Polynomial Form’ 
numf=150*[1 2 7] 


isplay label. 
isplay label. 
tore 150 (s*2+2s+7) innumf and 


isplay. 

denf=[1 5 4 0] tores (s+1) (s+4) indenf and 
isplay. 

1F (s)! 

F=tf (numf, denf) ormF (s) and display. 

clear lear previous variables from 


orkspace. 

isplay label. 

tore (s+2) (s+4) in numg and 
isplay. 
tore (s+7) (s+8) (s+9) in deng 
and display. 


Vector Method, Factored Form 


D 
D 
S 
d 
S 
d 
Display label. 
F 
Cc 
w 
D 
numg=[-2 -4] S 
d 
S 


deng=[-7 -8 -9] 





K=20 DefineK. 

'G(s)’ Display label. 

G=zpk (numg, deng, K) FormG(s) anddisplay. 

clear Clear previous variables from 


JP AP AP AP AP AP AP P P OP AP cP P AP AP AP DP DP oP Æ 


workspace. 
‘Rational Expression Method, Polynomial Form’ 
% Display label. 
See VS) Apago* PDF *Efihancer 
olynomial form. 
FormF (s) asanLTI transfer 





F=150*(s*2+2%s+7) /[s*(s*2+... 


JP Æ Æ AP AO 


5*s+4)] function in polynomial form. 
G=20*(s+2)*(st+4)=[(st+7)*... FormG(s) asan LTI transfer 
(s+8)*(st+9)] function in polynomial form. 


o 


clear % Clear previous variables from 
% workspace. 
‘Rational Expression Method, Factored Form’ 
% Display label. 
Define’s’ as an LTI object in 
factored form. 





s=zpk (‘s’) 


JP al? ol 


F=150*(s*2+2%s+7) /[s*(s*2+5%*s+4) ] 





FormF (s) asan LTI transfer 
function in factored form. 


dP ol? 


G=20*(s+2)*(s+4) /[ (S+7)*(St+8) *(St+9)] 
% FormG(s) asanLTI transfer 
% function in factored form. 


pause 


ch2p10 Transfer function numerator and denominator vectors can be converted 
between polynomial form containing the coefficients and factored form containing the 
roots. The MATLAB function, tf 2 zp (numtf, dentf), converts the numerator 
and denominator from coefficients to roots. The results are in the form of column 
vectors. We demonstrate this with F(s) = (10s? + 40s + 60)/(s* + 4s? + 5s + 7). The 
MATLAB function, zp2tf£ (numzp, denzp, K), converts the numerator and de- 
nominator from roots to coefficients. The arguments numzp and denzp must be 
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column vectors. In the demonstration that follows, apostrophes signify transpose. We 
demonstrate the conversion from roots to coefficients with G(s) = 10(s + 2) 
(s + 4)/[s(s + 3)(s + 5)]. 


"(ch2p10)’ 
‘Coefficients for F(s)’ 
numftf=[10 4 0 60] 


oe 


Display label. 

Display label. 
Formnumerator of F (s)= 
(10s*2+40s+60) / (s*3+4s*2+5s 
+7). 
Form denominator of F (s)= 
(10s%*2+40s+60) /(s*3+4s%2+5s 
FIN ee 

Display label. 


ae oP g 


denftf=[1 45 7] 











JP oP ol? 


ae oe 


‘Roots for F(s)’ 
[numfzp,denfzpl=tf2zp (numftf, denftf 





Convert F(s) to factored form. 
Display label. 
Formnumerator of 
G(s) =10(s+2) (s+4)=[s (s+ 3) 
(s+5)]. 
Form denominator of 
G(s)=10(s+2) (s+4)/[s(s+3) (st+5)]. 
‘Coefficients for G(s)’ Display label. 
[numgtf, dengtfJ=zp2tf (numgzp’, dengzp’, K) 

% Convert G(s) to polynomial form. 


‘Roots for G(s)’ 
numgzp=[-2 -4] 
K=10 


AJP oP ol? 


ae oP ol? 


dengzp=[0 -3 -5] 








ae ol? 


pause 


ch2p11 LTI models can also be converted between polynomial and factored forms. 
MAADA aPDF ab nhaneesxu for the conversion between LTI 
models. If a transfer function, Fzpk(s), is expressed as factors in the numerator and 
denominator, then tf (Fzpk) converts Fzpk(s) to a transfer function expressed as 
coefficients in the numerator and denominator. Similarly, if a transfer function, Ftf 
(s), is expressed as coefficients in the numerator and denominator, then zpk (Ftf) 

converts Ftf(s) to a transfer function expressed as factors in the numerator and 
denominator. The following example demonstrates the concepts. 


"(ch2p11)’ 
'Fzpkl (s)’ 
Fzpkl=zpk ([-2-4],[0-3-5], 10) 


ae 


Display label. 
Display label. 
Form Fzpk1 (s)= 
10(s+2) (s+4) /[s(st+3) (s+5)]. 
Display label. 
Convert Fzpkl (s) to 
coefficients form. 
Display label. 
Form Ftf2(s)= 

(10s*2+40s+60) /(s*3+4s%*2+5s 
+7). 

Display label. 

Convert Ftf2 (s) to 

factored form. 


AJP oP ol? 


‘FEEL 
Ftfl=tf (Fzpk1) 


ae oP ol? 














(FETZ 
Ftf2=tf([10 40 60],[1 45 7]) 


A oP ol? 


'"Fzpk2’ 
Fzpk2=zpk (Ftf2) 


ae oP ol? 


oe 


pause 


ch2p12 Functions of time can be easily plotted using MATLAB’s plot (X, Y, 
S), where X is the independent variable, Y is the dependent variable, and S is a 
character string describing the plot’ color, marker, and line characteristic. Type 
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HELP PLOT in the Command Window to see a list of choices for S. Multiple plots also 
can be obtained using plot (X1, Y1, S1, X2, Y2, S2, X3, Y3, S3, ...).In 
the following example we plot on the same graph sin(5¢) in red and cos(5¢) in green 
for t = 0 to 10 seconds in 0.01 second increments. Time is specified as t=start: 
increment: final. 


"(ch2p12)’ % Display label. 

t=0:0.01:10; % Specify time range and increment. 
fl=cos (5*t) ; % Specify fltobecos(5t). 
£2=sin(5*t); % Specify f2 tobe sin (5t). 

plot(t, £1 iy t,£2,'9") % Plot f1 in redand f2 in green. 
pause 


Chapter 3: Modeling in the Time Domain 
0 1 0 
ch3p1 The square system matrix, A = 0 0 1 | is written with a space or 
—9 —8 -7 


comma separating the elements of each row. The next row is indicated with a 
semicolon or carriage return. The entire matrix is then enclosed in a pair of square 
brackets. 


"(ch3pl1)’ % Display label. 

A=[0 1 0;0 01; -9-8 -7] Apago-PĐDF Enhancer 
Tor’ 

A=[0 10 % Represent A. 

001 

-9-8 -7] 

pause 


ch3p2 A row vector, such as the output matrix C, can be represented with elements 
separated by spaces or commas and enclosed in square brackets. A column vector, 
such as input matrix B, can be written as elements separated by semicolons or 
carriage returns, or as the transpose (’) of a row vector. 


"(ch3p2)’ % Display label. 

C=[2 3 4] % Represent rowvectorcC. 
B=[7 ; 8; 9] % Represent column vector B. 
Tor’ 

B=[7 % Represent column vector B. 
8 

9] 

torf 

B=[7 8 97 % Represent column vector B. 
pause 


ch3p3 The state-space representation consists of specifying the A, B, C, and D 
matrices followed by the creation of an LTT state-space object using the MATLAB 
command, ss (A,B,C, D) . Hence, for the matrices in (ch3p1) and (ch3p2), the state- 
space representation would be: 
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"(ch3p3)’ % Display label. 

A=[010;001; -9-8 -7] % Represent A. 

B=[7; 8; 9]; % Represent column vector B. 

C=[2 3 4]; % Represent rowvectorcC. 

D=0; % Represent D. 

F=ss (A,B,C,D) % Create an LTI object and display. 


ch3p4 (Example 3.4) Transfer functions represented either by numerator and 
denominator or an LTI object can be converted to state space. For numerator and 
denominator representation, the conversion can be implemented using[A, B, C, D] 
=tf2ss (num, den). The A matrix is returned in a form called the controller 
canonical form, which will be explained in Chapter 5 in the text. To obtain the phase- 
variable form, [Ap, Bp, Cp, Dp], we perform the following operations: Ap=inv 
(P) *A*P; Bp=inv (P)*B; Cp=C*P, Dp=D, where P is a matrix with 18 along the 
anti-diagonal and 08 elsewhere. These transformations will be explained in Chapter 
5. The command inv (X) finds the inverse of a square matrix. The symbol *signifies 
multiplication. For systems represented as LTI objects, the command ss (F), where 
F is an LTI transfer-function object, can be used to convert F to a state-space object. 
Let us look at Example 3.4 in the text. For the numerator-denominator representa- 
tion, notice that the MATLAB response associates the gain, 24, with the vector C 
rather than the vector B as in the example in the text. Both representations are 
equivalent. For the LTI transfer-function object, the conversion to state space does 
not yield the phase-variable form. The result is a balanced model that improves the 
accuracy of calculating eigenvalues, which are covered in Chapter 4. Since ss (F) 
does not yield familiar forms of the state equations (nor is it possible to easily 
convert to familiar forms), we will have limited use for that transformation at this 


impago PDF Enhancer 








’ (ch3p4) Example 3.4’ % Display label. 
‘Numerator-denominator representation conversion’ 

Display label. 

Display label. 

Define numerator of 
G(s)=C(s)/R(s). 

Define denominator of G(s). 
Convert G(s) tocontroller 
canonical form, store matrices 
A, B, C, D, anddisplay. 
Display label. 
Formtransformationmatrix. 
FormAmatrix, phase-variable 


‘Controller canonical form’ 
num=24 ; 


den=[1 9 26 24]; 
[A, B,C, DJ=tf£2ss (num, den) 


‘Phase-variable forn’ 
P=[001;010;10 0]; 
Ap=inv (P) *A*P 


form. 

Bp=inv (P)*B FormBvector, phase-variable 
form. 

Cp=C*P FormC vector, phase-variable 
form. 

Dp=D Form D phase-variable form. 


'LTI object representation’ 
T=tf (num, den) 


Display label. 

Represent T(s)=24/ (s*3+9s%*2 + 
26s+24) asan LTI transfer- 
function object. 

Convert T(s) to state space. 








Š 


AP AP Æ X AP AP AP AP AP AP P P P P AP P AP AP AP AP Æ Æ 





[ss=ss(T) 
pause 
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ch3p5 State-space representations can be converted to transfer functions repre- 
sented by a numerator and a denominator using [num, den]=ss2tf (A,B,C,D, 
iu), where iu is the input number for multiple-input systems. For single-input, 
single-output systems iu=1. For an LTI state-space system, Tss, the conversion can 
be implemented using Ttf=tf (Tss) to yield the transfer function in polynomial 
form or Tzpk=zpk (Tss) to yield the transfer function in factored form. For 
example, the transfer function represented by the matrices described in (ch3p3) can 


be found as follows: 


"(ch3p5)’ 
‘Non LTI’ 
A=[0 10;001;-9-8 -7]; 
B=[7; 8; 9]; 
C=[2 3 4] 
D=0; 
TEE tS)” 
[num, den]J=ss2tf (A,B,C,D,1) 


ETI 
Tss=ss (A,B,C,D) 
‘Polynomial form, Ttf(s)’ 
Ttf=tf (Tss) 





% Display label. 
% Display label. 
% RepresentaA. 

% Represent B. 

% Representc. 

% Represent D. 

Display label. 

% Convert state-space 
representation toa 

transfer function representedas 
a numerator and denominator in 

% polynomial form, G(s)=num/den, 

% and display numandden. 

Display label. 

Form LTI state-space model. 
Display label. 

Transform from state space to 
transfer function in polynomial 


JP o le oP oP 


o 


JP A P AAP Æ X 


Apagon PDF Enhancer 


'Factored form, Tzpk(s)” 
Tzpk=zpk (Tss) 


pause 


Chapter 4: Time Response 


o 


Display label. 

Transform from state space to 
transfer function in factored 
form. 





JP Æ Æ ol 


ch4p1 (Example 4.6) We can use MATLAB to calculate characteristics of a second- 
order system, such as damping ratio, ¢; natural frequency, wn; percent overshoot, %OS 
(pos); settling time, 7,; and peak time, 7,. Let us look at Example 4.6 in the text. 


'(ch4p1) Example 4.6’ 
p1=[1 3+7*i]; 


Display label. 

Define polynomial containing 
first pole. 

Define polynomial containing 
second pole. 


p2=[1 3 -7*i]; 


JP oP oP Æ Æ 





deng=conv (pl ,p2); % Multiply the two polynomials to 
% find the 2ndorder polynomial, 
% as^2+bs+c. 

omegan=sqrt (deng (3) /deng (1)) % Calculate the natural frequency, 
% sqrt (c/a). 

zeta= (deng (2) /deng (1) ) / (2%omegan) 
% Calculate damping ratio, 
% ((b/a) /2*wn) . 

Ts=4/ (zeta*omegan) % Calculate settling time, 
% ( 


4/z*wn). 
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Tp=pi/ (omegan*sqrt (1 -zeta%2) ) % Calculate peak time, 

% pi/wn*sqrt (1 -z^2). 
pos=100*exp ( -zetařpi/sqrt (1l -zeta^2)) 

% Calculate percent overshoot 

% (100*^ (-z*pi/sqrt(l-z^2)). 
pause 


ch4p2 (Example 4.8) We can use MATLAB to obtain system step responses. These 
responses are particularly valuable when the system is not a pure two-pole system and 
has additional poles or zeros. We can obtain a plot of the step response of a transfer 
function, T(s) =num/ den, using the command step (T), where T is an LTI transfer- 
function object. Multiple plots also can be obtained using step (T1, T2,...) 

Information about the plots obtained with step (T) can be found by left- 
clicking the mouse on the curve. You can find the curves label as well as the 
coordinates of the point on which you clicked. Right-clicking away from a curve 
brings up a menu. From this menu you can select (1) system responses to be 
displayed and (2) response characteristics to be displayed, such as peak response. 
When selected, a dot appears on the curve at the appropriate point. Let your mouse 
rest on the point to read the value of the characteristic. You may also select (3) 
choice for grid on or off, (4) choice to normalize the curve, and (5) properties, such as 
labels, limits, units, style, and characteristics. 

If we add the left-hand side, [y, t]l=step (T), we create vectors containing 
the plots points, where y is the output vector and t is the time vector. For this case, a 
plot is not made until the plot (t, y) command is given, where we assume we want 
to plot the output (y) versus time (t). We can label the plot, the x-axis, and the y- 
axis with title (’ab’ xlabel (’ab’) , and ylabel (’ab’), respectively. The 
co ea Rie. Enhancexinay, text can be placed anywhere 
on the graph using the command text (X, Y, text’), where (X, Y) are the graph 
coordinates where ‘text’ will be displayed. Let us look at Example 4.8 in the text. 


"(ch4p2) Example 4.8’ 
‘Test Run’ 
clf 
numt1=[(24.542]; 

dent1=[1 4 24.542]; 


Display label. 

Display label. 

Clear graph. 

Define numeratorofTl. 
Define denominator of Tl. 


Ae oP 





ade oP ol? 





'T1(s)’ % Display label. 
T1l=tf (numt1,dent1) % Create anddisplayTl(s). 
step (T1) Run a demonstration step response 


plot 
Add title to graph. 


ae oP ol? 


title (‘Test Runof T1 (s) ’) 
pause 

‘Complete Run’ 

[yl,tl]=step (T1); 


Display label. 

Run step response of T1 and 
collect points. 

Define numerator of T2. 

Define (st+10) in denominator 

o£ T2:. 

Define (s*2+4s+24.542) in 
denominator of T2. 

ultiply (s+10) (s*2+4s+24.542) 
for denominator of T2. 

Display label. 
Create and display T2. 


A o 


numt2=[245.42]; 
p1=[1 10]; 


ae oP ol? 


p2=[1 4 24.542]; 


AP oP ol? 


dent2=conv(pl,p2); 








ae oP ol? 


E28)" 
T2=tf (numt2, dent2) 





oe 
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[y2,t2]=step (T2); % Run step response of T2 and 
collect points. 

Define numerator of T3. 

Define (st+3) in denominator 

o£ T3. 

Multiply (s+3) (s*2+4s+24.542) 


fo) 


numt3=[73.626]; 
p3=[1 3]; 


dent3=conv (p3,p2); 


JP oP AP Æ AP Æ Æ 





for denominator of T3. 
T35)" Display label. 
T3=tf (numt3,dent3) % Create and display T3. 
[y3, t3]=step (T3); % Run step response of T3 and 
collect points. 
clf % Clear graph. 


plot(tl,yl,t2,y2,t3,y3) Plot acquired points with all 
three plots on one graph. 
title (‘Step Responses of T1 (s),T2 (s), andT3(s)’) 

% Add title to graph. 
xlabel (’Time (seconds)’) % Add time axis label. 
ylabel (‘Normalized Response’) Add response axis label. 
text (0.7,0.7,'c3 (t)") Label step response of T1. 
text (0r Tr Epl CA (EN) Label step response of T2. 
text (0.5,1.3,"cl (t)”") Label step response of T3. 
pause 
step (T1,T2,T3) 


ae oP oP oP 











JP oP Æ Æ 











Use alternate method of plotting 
step responses. 
title (’ Step Responses of Tl(s), T2(s), andT3(s)’) 

% Add title to graph. 


oP oP 





pause 


ch4p3 We also can plot the step reARAGC- PRE BA RABeCeh the 


step (T, t) command. Here T is any LTI object and t=a: b: cis the range for the time 
axis, where a is the initial time, b is the time step size, and c is the final time. For example, 
t=0:1:10 means time from 0 to 10 seconds in steps of 1 second. The t field is optional. 
Finally, in this example we introduce the command grid on, which superimposes a grid 
over the step response. Place the grid on command after the step (T, t) command. 





"(ch4p3)’ % Display label. 

CLE % Clear graph. 

A=[0 1 0; 001; -24-26 -9]; % Generate Amatrix. 

B=[0; 0; 1]; % Generate B vector. 

C=[2 7 1]; % Generate C vector. 

D=0; % Generate D. 

T=ss (A,B,C,D) % Generate LTI object, T, in state 
% space and display. 

t=0:0.1:10; % Define range of time for plot. 

step (T,t) % Plot step response for given 
% range of time. 

gridon % Turn gridon for plot. 

pause 


ch4p4 (Antenna Control Case Study) We now use MATLAB to plot the step 
response requested in the Antenna Control Case Study. 


’ (ch4p4) Antenna Control Case Study’ 
Display label. 
Clear graph. 


go 
© 
o 
© 


clf 
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Define numerator of G(s). 
Define denominator of G(s). 
Display label. 

Formand display transfer 
Function G(s). 

Generate step respons 


numg=2 0 .83; 
deng=[1 101.71 171]; 
'G(s)’ 

G=tf (numg, deng) 


AJP WP Æ Æ Æ Æ 


step (G); 
title (‘Angular Velocity Response’) 
% Add title. 





pause 


ch4p5 (UFSS Case Study) As a final example, let us use MATLAB to do the UFSS 
Case Study in the text (Johnson, 1980). We introduce table lookup to find the rise 
time. Using the interp1 (y, t, y1) command, we set up a table of values of 
amplitude, y, and time, t, from the step response and look for the value of time for 
which the amplitude is y 1=0.1 and 0.9. We also generate time response data over a 
defined range of time using t=a:b:c followed by[y, t]=step(G, t). Here Gisan 
LTI transfer-function object and t is the range for the time axis, where a is the initial 
time, b is the time step size, and c is the final time; y is the output. 


' (ch4p5) UFSS Case Study’ 
clf 

r (a)’ 

numg=0.0169; 


deng=[1 0.226 0.0169]; 


AJP AP AP Æ AP oP Æ Æ 


'G(s 


omegan=sqrt (deng (3)) 
zeta=deng (2) / (2 *omegan) 

Ts=4/ (zeta*omegan) 

Tp=pi/ (omegan*sqrt (1-zeta%2) ) 
pos=exp/ (-zeta*pi/sqrt (1-zeta%2) )* 





t=0:0.1:35; 
[y, t]=step(G,t); 
Tlow=interpl(y,t,0.1); 


Thi=interpl (y,t,0.9); 





Tr=Thi-Tlow 

(bo)! 

numc=0.125*[1 0.435]; 

denc=conv (poly ([0-1.23]),[1 0.2260. 


[K, p, k]=residue (numc, denc) 

TEAN” 

numg=0.125%1 0.435]; 

deng=conv ([11.23],[1 0.226 0.0169)]) ; 


JP PAP AP œ AP AP AP AP AP AP AP AP AP AP AP Æ Á AP P oP Ol? 


'G (s)! 
G=tf (numg, deng) 


AP oP oP 


Display label. 

Clear graph. 

Display label. 

Define numerator of 2nd order 
approximationof G(s). 
Define 2nd order termof 
denominatorof G(s). 

Display label. 





Apaga, PDF EnhancCe@f£. andaispiay cis). 


Find natural frequency. 
Find damping ratio. 
Find settling time. 
Find peak time. 


0 
Find percent overshoot. 

Limit time to find rise time. t=0 
to 35instepsof0.1. 

Generate and save points of step 
r 

S 

y 

S 





sponse over defined range oft. 
earch table for time when 
=0 . 1*finalvalue. 
earch table for 
time=0.9*finalvalue. 
Calculate rise time. 
Display label. 
Define numerator of C(s). 
169]); 
Define denominator of C(s). 
Find partial-fraction expansion. 
Display label. 
Define numerator of G(s). 


Define denominator of G(s). 
Display label. 
Create anddisplay G(s). 
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[y, t]l=step (G); % Generate complete step respons 
% and collect points. 

plot(t,y) % Plot points. 

title (’ Pitch Angle Response’) % Add title. 

xlabel ('Time (seconds)’) % label time axis. 

ylabel (‘Pitch Angle (radians) ’) % Label y-axis. 

pause 


Chapter 5: Reduction of Multiple Subsystems 

ch5p1 (UFSS Pitch Control System) MATLAB can be used for block diagram 
reduction. Three methods are available: (1) Solution via Series, Parallel, & Feedback 
Commands, (2) Solution via Algebraic Operations, and (3) Solution via Append & 
Connect Commands. Let us look at each of these methods. 


1. Solution via Series, Parallel, & Feedback Commands 

The closed-loop transfer function is obtained using the following commands 
successively, where the arguments are LTI objects: series (G1, G2) fora 
cascade connection of G(s); and G2(s); parallel (G1, G2) for a parallel 
connection of G(s) and G(s); feedback(G,H, sign) for a closed-loop 
connection with G(s) as the forward path, H(s) as the feedback, and sign is 
—1 for negative-feedback systems or +1 for positive-feedback systems. The sign is 
optional for negative-feedback systems. 


2. Solution via Algebraic Operations 

Another approach is to use arithmetic operations successively on LTI transfer 
functions as follows: G2*G1 for a cascade connection of G,(s) and G2(s); G1+G2 
for a parallel connection of Apaygo"PPF Enkanvek 
negative-feedback connection with G(%) as the forward path and H(s) as the 
feedback; G/ (1-G*H) for positive-feedback systems. When using division we 
follow with the function minreal (sys) to cancel common terms in the 
numerator and denominator. 


3. Solution via Append & Connect Commands 

The last method, which defines the topology of the system, may be used 
effectively for complicated systems. First, the subsystems are defined. Second, 
the subsystems are appended, or gathered, into a multiple-input/multiple-output 
system. Think of this system as a single system with an input for each of the 
subsystems and an output for each of the subsystems. Next, the external inputs 
and outputs are specified. Finally, the subsystems are interconnected. Let us 
elaborate on each of these steps. 

The subsystems are defined by creating LTI transfer functions for each. The 
subsystems are appended using the command G=append (G1, G2, G3, 
G4, . . . . Gn), where the Gi are the LTI transfer functions of the subsystems 
and G is the appended system. Each subsystem is now identified by a number 
based upon its position in the append argument. For example, G3 is 3, based on 
the fact that it is the third subsystem in the append argument (not the fact that we 
write it as G3). 

Now that we have created an appended system, we form the arguments 
required to interconnect their inputs and outputs to form our system. The first 
step identifies which subsystems have the external input signal and which 
subsystems have the external output signal. For example, we use inputs= 
[1 5 6] and outputs=[3 4] to define the external inputs to be the inputs of 
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subsystems 1,5, and 6 and the external outputs to be the outputs of subsystems 3 
and 4. For single-input/single-output systems, these definitions use scalar quanti- 
ties. Thus inputs=5, outputs=8 define the input to subsystem 5 as the 
external input and the output of subsystem 8 as the external output. 

At this point we tell the program how all of the subsystems are interconnected. 
We form a Q matrix that has a row for each subsystem whose input comes from 
another subsystem’s output. The first column contains the subsystem’s number. 
Subsequent columns contain the numbers of the subsystems from which the 
inputs come. Thus, a typical row might be as follows: [3 6 —7], or subsystem 38 
input is formed from the sum of the output of subsystem 6 and the negative of the 
output of subsystem 7. 

Finally, all of the interconnection arguments are used in the connect (GQ 
inputs, outputs) command, where all of the arguments have been previously 
defined. 

Let us demonstrate the three methods for finding the total transfer 
function by looking at the back endpapers and finding the closed-loop 
transfer function of the pitch control loop for the UFSS with Kı = K2 =1 
(Johnson, 1980). The last method using append and connect requires that all 
subsystems be proper (the order of the numerator cannot be greater than the 
order of the denominator). The pitch rate sensor violates this requirement. 
Thus, for the third method, we perform some block diagram maneuvers by 
pushing the pitch rate sensor to the left past the summing junction and 
combining the resulting blocks with the pitch gain and the elevator actuator. 
These changes are reflected in the program. You should verify all computer 
results with hand calculations. 


Apago PDF Enhancer 


'(ch5p1) UFSS Pitch Control System’ 
'& Feedback Commands’ 


'Solution via Series, Parallel’ Display labels. 


ae oP 





numg1=[-1]; Define numeratorofGl(s). 
deng1=[1]; % Define denominator of G1 (s). 
numg2=[0 2]; % Define numerator of G2 (s). 
deng2=[1 2]; % Define denominator of G2 (s). 


numg3=-0.12541 0.435]; 
deng3=conv ([1 1.23],[1 0.226 0.0169]); 


ae 


Define numerator of G3(s). 


`~ 


ae 


Define denominator of G3(s). 





























numh1l=[-1 0]; % Define numerator of H1(s). 

denh1=(0 1]; % Define denominator of H1(s). 

Gl=tf(numgl,dengl1) ; % Create LTI transfer function, 
%$G1(s). 

G2=tf (numg2,deng2) ; % Create LTI transfer function, 
%$G2(s). 

G3=tf (numg3,deng3) ; % Create LTI transfer function, 
% G3 (s). 

H1=tf (numh1,denh1); % Create LTI transfer function, 
% H1 (s). 

G4=series (G2,G3); % Calculate product of elevator 
% and vehicle dynamics. 

G5=feedback (G4,H1); % Calculate close-loop transfer 


% function of inner loop. 
Ge=series(G1,G5); % Multiply inner-loop transfer 


function andpitch gain. 


ae 
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'T(s) via Series, Parallel, & Feedback Commands’ 

% Display label. 

Find closed-loop transfer 
function. 


T=feedback (Ge, 1) 


ade Æ ole 


‘Solution via Algebraic Operations’ 
Display label. 


clear % Clear session. 

numgl=[-1]; % Define numerator of Gl(s 
deng1l=[1]; % Define denominator of Gl(s). 
numg2=[0 2]; % Define numerator of G2(s 
deng2=[1 2]; % Define denominator of G2(s). 


numg3=-0.125410.435]; 
deng3=conv ([1 1.23],[1 0.226 0.0169]) 


Define numerator of G3(s 


`e 


Define denominator of G3 (s). 
Define numerator of H1(s). 
Define denominator of H1(s). 








numh1=[-10]; 
denh1=[01]; 








ae AP ole 





function of inner loop. 

G5=minreal (G5); Cancel common terms. 

Ge=G5*G1; % Multiply inner-loop transfer 
functj 

'T(s) viaAlgebraic operation Apaga PDE.. Enhancer 

T=Ge/ (1+Ge) ; Find closed-loop transfer function. 

T=minreal (T) Cancel common terms. 

‘Solution via Append & Connect Commands’ 

Display label. 

Display label. 

Define numerator of G1 (s) 

Define denominator of Gl(s). 

Create LTI transfer function, 

G1 (s)=pitch gain* 

1 (1/Pitch rate sensor). 

Display label. 

Define numerator of G2(s) 

Define denominator of G2(s). 

Create LTI transfer function, 

G2 (s)=pitch rate sensor*vehicl 

dynamics. 

'G3 (s)=-0.125(s +0.435)/((s+1.23) (S*2+0.226s+0.0169))’ 

Display label. 

Define numerator of G3(s). 


Gl=tf(numgl, dengl); % Create LTI transfer function, Gl1(s) 
G2=tf (numg2,deng2) ; % Create LTI transfer function, G2(s). 
G3=tf (numg3,deng3) ; % Create LTI transfer function, G3(s). 
H1=tf umair denh1); % Create LTI transfer function, H1 (s) 
G4=G3*G2 % Calculate product of elevator and 
% vehicle 
% dynamics. 
G5=G4/ (1+G44H1) ; % Calculate closed-loop transfer 


o; 





ae o 


'G1 (s)=(-K1)*(1/ (-K2s))=1/s' 
numg1=[1]; 

deng1={[1 0]; 

G1=tf (numg1, deng1) 


'G2 (Ss) =(-K2s)*(2/ (st2)’ 
numg2=[-2 0]; 

deng2=[1 2]; 

G2=tf (numg2,deng2) 








ae Æ AP AP AP AP AP AP AP AP AP AP OP 
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numg3=-0.12541 0.435]; 
deng3=conv ([1 1.23],[1 0.226 0.0169]) 


`e 


Define denominator of G3 (s). 
Create LTI transfer function, 
G3 (s)=vehicle dynamics. 
Gather all subsystems. 

Input isat first subsystem, 


G3=tf (numg3,deng3) ; 


System=append(G1,G2,G3); 
input=1; 


ae Æ AP oP Æ 
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Gl(s). 
Output is output of third 
subsystem, G3(s). 
Subsystem 1, Gl(s) , gets its 
input from the negative of th 
output of subsystem 3, G3 (s). 
Subsystem 2 , G2 (s) , gets its 
input from subsystem 1, G1(s), 
and the negative of the output 
of subsystem 3 , G3 (s). 
Subsystem 3 , G3 (s) , gets its 
input from subsystem 2 , G2 (s). 


output=3; 


Q=[1 -3 0 





21=3 


320]; 


AP AP Æ X AP AP AP AP DP AP Æ Æ 


T=connect (System, Q, input, output) ; 
% Connect the subsystems. 
'T(s) via Append & Connect Commands’ 
isplay label. 
reate LTI closed-loop transfer 
unction. 
ancel common terms. 


T=tf (T); 


JP Æ Æ Ææ 


D 
Cc 
E 
C 





= 


[=minreal (T) 
pause 


ch5p2 (Example 5.3) We can use MATLAB to calculate the closed-loop character- 
istics of a second-order system, such as damping ratio, ¢; natural frequency, œn; 
percent overshoot, %OS (pos); settling time, 7,; and peak time, T,,. The command 
[numt, dent]=tfdata(T, ’v’) extracts the numerator and denominator of T(s) 
for a single-input/single-output system from which the calculations are based. The 
argument ‘v’ returns the numerator and denominator as simple row vectors. 
OnAPAaAgoul PDE thhEnhance nominator as cell arrays requiring 
more steps to obtain the row vectors. We end by generating a plot of the closed-loop 
step response. Let us look at Example 5.3 in the text. 








Find natural frequency. 

Find damping ratio. 

Find settling time. 

Find peak time. 

Find percent 
overshoot. 

step (T) % Generate step respons 

pause 


wn=sqrt (dent (3 
z=dent (2) / (2*wn) 
Ts=4/ (z*wn) 


i 








[p=pi/ (wn*sqrt (1-z%2) ) 
pos=exp (-z*pi/sqrt (1-z%2) )*100 


‘(ch5p2) Example 5.3’ % Display label. 

numg=[25]; % Define numerator of G(s). 

deng=poly ([0 -5]) ; % Define denominator of G(s). 

'G(s)’ % Display label. 

G=tf (numg, deng % Create anddisplayG(s). 

DCs)! % Display label. 

T=feedback(G,1 % FindT (s). 

[numt, dent]=tfdata (T, ’v’); % Extract numerator & denominator 
%ofT(s). 





ch5p3 MATLAB can be used to convert transfer functions to state space in a 
specified form. The command [Acc Bcc Ccc Dec]=tf£2ss (num, den) can be used 
to convert T(s)=num/den into controller canonical form with matrices and vectors 
Acc, Bcc, Ccc, and Dec. We can then form an LTI state-space object using 
Scc=ss (Acc, Bcc, Ccc, Dec). This object can then be converted into parallel 
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form using Sp=canon (Scc, '’type’), where type=modal yields the parallel 
form. Another choice, not used here, is type=companion, which yields a right 
companion system matrix. Transformation matrices can be used to convert to other 
representations. As an example, let us convert C(s)/R(s) = 24/|(s + 2)(s + 3)(s + 4)] 
into a parallel representation in state space, as is done in Section 5.7 - Parallel Form. 
Notice that the product of values in the B and C vectors yields the same product as 
the results in Eqs. (5.49) and (5.50). Thus, the two solutions are the same, but the 
state variables are ordered differently, and the gains are split between the B and C 
vectors. We can also extract the system matrices from the LTI object using[A, B,C, 
D]=ssdata (S), where S is a state-space LTI object and A, B, C, D, are its 
associated matrices and vectors. 


"(ch5p3)’ % Display label. 

numt=24; % Define numerator of T(s). 
dent=poly ([-2 -3 -4]); % Define denominator of T(s). 
'T(s)’ % Display label. 

T=tf(numt, dent) % Create anddisplayT(s). 


[Acc Bee Cec Dec]=tf2ss (numt,dent); 
% Convert T(s) tocontroller 
% canonical form. 


Scc=ss (Acc, Bcec,Ccc,Dcc); % Create LTI controller canonical 
% state-space object. 
Sp=canon (Scc,’modal’) ; % Convert controller canonical form 


to parallel form. 
Display label. 





‘Controller Canonical Form’ 


[Acc, Bcc, Cec, Dec]=ssdata (Scc) Extract anddisplay controller 


canong a OF 9 ices. 

O PDE Enhancer 
Extract and display parallel form 
% matrices. 


JP Æ Æ æ 


5 
Q 


‘Parallel Form’ 
[Ap, Bp, Cp, Dp]=ssdata (Sp) 





oe 


o 


pause 


ch5p4 (Example 5.9) We can use MATLAB to perform similarity transformations 
to obtain other forms. Let us look at Example 5.9 in the text. 











’ (ch5p4) Example 5.9 % Display label. 
Pinv=(200; 320; 145]; % Define Pinvers 
P=inv (Pinv) % Calculate P. 
‘Original’ % Display label. 
Ax=[010;001;-2-5-7] % Define originalA. 
Bx=[0 0 1] % Define original B. 
Cx=[1 0 0] % Define original C. 
‘Transformed’ % Display label. 
Az=Pinv*Ax*P % Calculate newA. 
Bz=Pinv*Bx % Calculate newB. 
Cz=Cx*P % Calculate newC. 
pause 


ch5p5 Using MATLAB’s [P, d]=eig (A) command, where the columns of P are 
the eigenvectors of A and the diagonal elements of d are the eigenvalues of A, we can 
find the eigenvectors of the system matrix and then proceed to diagonalize the 
system. We can also use canon (S, modal’) to diagonalize an LTI object, S, 
represented in state space. 
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"(ch5p5)’ % Display label. 
A=[315;4-27;231]; % Define originalA. 

B=[1;2; 3]; % Define original B. 

C= [246]; 

% Define originalC. 

[P, dJ=eig (A) Generate transformation matrix, 


P, andeigenvalues, d. 
Display label. 

Calculate diagonal systemA. 
Calculate diagonal systemB. 
Calculate diagonal systemC. 
Display label. 

Create state-space LTI object 
for original system. 
Calculate diagonal systemvia 
canon command. 


‘Via Transformation’ 
Adt=inv (P) *A*P 
Bdt=inv (P)*B 
Cdt=C*P 

‘Via Canon Command’ 
S=ss (A,B,C,0) 





Sp=canon(S, ’modal’) 


AP AP AP AP AP AP AP OP Æ AP Æ 


pause 


Chapter 6: Stability 

ch6p1 (Example 6.7) MATLAB can solve for the poles of a transfer function in 
order to determine stability. To solve for the poles of T(s) use the pole (T) 
command. Let us look at Example 6.7 in the text. 


'(ch6p1) Example 6.7’ 
numg=1; 





Display label. 

Define numerator of G(s). 

deng=conv ([1 0],[2 3 2 3 2]); Define denominator of G(s). 

G=tf (numg, deng) ; Create G(s) object. 

(Apago, PDF Enhancer» label. 

T=feetback(G, 1) % Calculate closed-loop T(s) 

object. 

č Negative feedback is default 
% when there is no sign parameter. 

poles=pole (T) % Find poles ofT(s). 

pause 


JP Æ Æ æ 


Ne oœ 


ch6p2 (Example 6.9) We can use MATLAB to find the range of gain for stability 
by generating a loop, changing gain, and finding at what gain we obtain right-half- 
plane poles. 


'(ch6p2) Example 6.9’ 
K=[1:1:2000]; 





Display label. 

Define range of K from 1 to 2000 
instepsofl. 

Set up length of DO LOOP to equal 
number of K values tobetested. 
Define the denominator of T(s) 
forthenthvalue of kK. 

Find the poles for the nth value 
of K. 

Forma vector containing the real 
parts of the poles forK(n). 
Test poles found for thenth 
value of K fora real value> 0. 
Display first pole values where 
there isa realpart> 0. 


for n=1:1:length (K); 
dent=[1 18 77 K(n)]; 
poles=roots (dent); 
r=real (poles); 
if max (r) >=0, 


poles 


AP AP AP AP Æ DP AP AP AP AP P AP OP Æ Æ 
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K=K (n) % Display corresponding value of K. 
break % Stop loop if rhp poles are found. 
end SEndif. 
end % End for. 
pause 


ch6p3 (Example 6.11) We can use MATLAB to determine the stability of a system 
represented in state space by using the command eig (A) to find the eigenvalues of 
the system matrix, A. Let us apply the concept to Example 6.11 in the text. 





‘(ch6p3) Example 6.11’ 
A=(0 31;281;-10 -5 -2] 
eigenvalues=eig (A) 
pause 


Display label. 
Define systemmatrix, A. 
Findeigenvalues. 


JP ol ol? 


Chapter 7: Steady-State Errors 

ch7p1 (Example 7.4, sys.b) Static error constants are found using lim s”G(s) as 
s — 0. Once the static error constant is found, we can evaluate the steady-state 
error. To evaluate the static error constant we can use the command dcgain 
(G) , which evaluates G(s) at s = 0. Let us look at Example 7.4, system (b), in the 
text. 





‘(ch7p1) Example 7.4, sys .b’ 
numg=500*poly ([-2 -5 -6]) ; 
deng=poly ([0 -8 -10 -12]); efine denominator of G(s). 
G=tf (numg, deng) ; + Form G(s) 

'Check Stability’ Apago:: PDF: Enhancer 
T=feedback(G,1); orm T 

poles=pole(T) Display closed-loop poles. 
‘Step Input’ Display label. 

Kp=dcgain (G) Evaluate Kp=numg/deng for s=0. 
ess=1/ (1+Kp) Evaluate ess for step input. 
‘Ramp Input’ Display label. 

numsg=conv ([1 0], numg) ; Define numerator of sG(s). 
densg=poly ([0 -8 -10 -12]) ; Define denominator of sG(s). 
sG=tf (numsg,densg) ; Create sG(s). 

sG=minreal (sG); Cancel common’s’ in 

numerator (numsg) and 
denominator (densg). 


Display label 
Define numerator of G(s). 
D 


JP JP Æ æ 


yo 


a 





Kv=dcgain (sG) 
ess=1/Kv 


Evaluate Kv=sG(s) for s=0. 
Evaluate steady-state error for 
ramp input. 

Display label. 

Define numerator of s*2G(s). 
Define denominator of s^2G (s). 
Create s*2G(s). 

Cancel common’s’ in 

numerator (nums2g) and 
denominator (dens2g) . 


‘Parabolic Input’ 
nums2g=conv ([1 0 0], numg) ; 
dens2g=poly ([0 -8 -10-12]); 
s2G=tf (nums2g,dens2q) ; 
s2G=minreal (s2G) ; 





Ka=dcgain (s2G) 
ess=1/Ka 


Evaluate Ka=s*2G(s) fors=0. 
Evaluate steady-state error for 
parabolic input. 





JP AP AP AP AP AP AP AP AP FP P AP P DP AP AP AP P V oP OP OP OP A? 


pause 
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ch7p2 (Example 7.6) We can use MATLAB to evaluate the gain, K, required to 
meet a steady-state error specification. Let us look at Example 7.6 in the text. 


'(ch7p2) Example 7.6’ 
numgdK=[1 5]; 

dengdK=poly ([0 -6 -7 -8]); 
GdK=tf (numgdK, dengdk) ; 
numgkv=conv ([1 0], numgdk) ; 
dengkv=dengdk; 

GKv=tf (numgkv, dengkv) ; 
GKv=minreal (GKv) ; 





Display label. 

Define numerator of G(s) /K. 
Define denominator of G(s) /K. 
Create G(s)/K. 
Define numerator of sG(s)/K. 
Define denominator of sG(s) /K. 
Create sG(s)/K. 

Cancel common’s’ innumerator 
and denominator of sG(s)/K. 
Evaluate (Kv/K) =(numgkv/dengkv) 
for s=0. 





KvdK=dcgain (GKv) 


ess=0.1 

K=1/ (ess*Kvdk) 
‘Check Stability’ 
T=feedback (K*GdK, 1); 
poles=pole(T) 

pause 


Enumerate steady-state error. 
Solve fork. 

Display label. 

FormT(s). 

Display closed-loop poles. 


AP AP Æ AP AP AP AP AP DP AP AP OP DP OP Æ Æ 





Chapter 8: Root Locus Techniques 

ch8p1 (Example 8.7) MATLAB allows root loci to be plotted with the rlocus 
(GH) command, where G(s) H(s)=numgh/dengh and GH is an LTI transfer- 
function object. Points on the root locus can be selected interactively using the [K, p] 
=rlocfind (GH) command. MATLAB then yields the gain (K) at that point as well 
as all other poles DI have that gain. We can zoom in and out of the root locus by 
chat RPAGaAce va JAC@Band axis ([Ixmin, xmax, ymin, 
ymax]) . The root locus can be drawn over a grid that shows constant damping ratio 
(z) and constant natural frequency (wn) curves using the sgrid (z, wn) 
command. To plot multiple ¢ and œn curves, use z=zmin:zstep:zmax and 
wn=wnmin:wn-step:wnmax to specify ranges of values. 


'(ch8p1) Example 8.7’ 
clf 

numgh=[1-4 20]; 
dengh=poly ([-2 -4]); 
'G(s)H(s)’ 

GH=t f (numgh, dengh) 
rlocus (GH) 
Z=0.2:0.05:0.5; 





Display label. 

Clear graph on screen. 

Define numerator of G(s) H(s). 
Define denominator of G (s) H (s). 
Display label. 

Create G(s)H(s) anddisplay. 
Draw root locus. 

Define damping ratio values : 0.2 
to0.5instepsof 0.05. 

Define natural frequency values: 
Otol0instepsofl. 

Generate damping ratio and 
natural frequency grid lines for 
root locus. 

Define title for root locus. 





wn=0:1:10; 


sgrid(z,wn) 


AP AP AP W AP AP AP AP AP AP P AP P Æ Æ 


title (‘Root Locus’) 
pause 

rlocus (GH) 

axis ([-3 1-4 4]) 


Draw close-up root locus. 
Define range on axes for root 
locus close-up view. 

Define title for close-up root 
locus. 


title (‘Close-up’) 


AJP AP AP oP Æ 
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z=0.45; % Define damping ratio line for 
% overlay on close-up root locus. 
wn=0; % Suppress natural frequency 
% overlay curves. 
sgrid(z,wn) % Overlay damping ratio curve on 
close-up root locus. 
for k=1: 3 % Loop allows 3 points tobe 





selectedas per Example 8.7, 
(z=0.45 , Jwcrossing, breakaway) . 
Generate gain, K, andclosed-loop 
poles, p, for point selected 
interactively onthe root locus. 
End loop. 


[K, p]=rlocfind (GH) 


ae AP oP AP AP oP Æ Æ 





end 
pause 


ch8p2 (Example 8.8) We can couple the design of gain on the root locus with a 
step-response simulation for the gain selected. We introduce the command rlocus 
(G, K), which allows us to specify the range of gain, K, for plotting the root locus. This 
command will help us smooth the usual root locus plot by equivalently specifying 
more points via the argument, K. Notice that the first root locus plotted without the 
argument K is not smooth. We also introduce the command x=input (/prompt’), 
which allows keyboard entry of a value for x in response to a prompt. We apply this 
command to enter the desired percent overshoot. We also add a variables value to 
the title of the root locus and step-response plots by inserting another field in the title 
command and use num2str (value) to convert value from a number to a 
character string for display. Let us apply the concepts to Example 8.8 in the text. 


‘(ch8p2) Example 8.8’ ApaggQ, PDE. Enhancer 


clear % Clear variables from workspace. 
clf % Clear graph on screen. 

numg=[11. 5]; Define numerator of G(s). 
deng=poly ([0 -1 -10]); Define denominator of G(s). 
'G(s)’ Display label. 

G=tf (numg, deng) Create anddisplayG (s). 
rlocus (G) Draw root locus (H(s)=1). 





JP JP AP oP Æ 


title (Original Root Locus’) % Add title. 
pause 
K=0.005; Specify range of gain to smooth 


root locus, 


rlocus (G,K) Draw smoothed root locus 


title (Smoothed Root Locus’) 
pos=input (‘Type %0S’); 


Addtitle. 

Input desired percent overshoot 
6 fromthe keyboard. 
z=-log(pos/100) /sqrt (pi*2+[log (pos/100)]*2) 

% Calculate damping ratio. 
sgrid(z, 0) % Overlay desired damping ratio 

% line on root locus. 
title ([/Root Locus with’, num2str (pos) ,’ % overshoot line’]) 

% Define title for root locus 
showing percent overshoot used. 
Generate gain, K, andclosed- 
loop poles, p, for point selected 
interactively onthe root locus. 





WO AP Æ AP Æ oP Æ 
T 
n 
Il 
j 


[K, p]J=rlocfind(G) 


JP Æ AP Æ of 
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pause 
ET (s)! 
T=feedback (K*G, 1) 


Display label 
Find closed-loop transfer 
function 
with selected K and display. 
Generate closed-loop step 
response for point select on 
root locus. 
title ([/Step Response for K¥ ,num2str (K)]) 

Give step responseatitle which 
includes the value of K. 


step (T) 


AJP WP AP WP Æ Æ Æ 








ae oP 


pause 


Chapter 9:Design Via Root Locus 

ch9p1 (Example 9.3) We can use MATLAB to design PD controllers. The program 
allows us to input a desired percent overshoot via the keyboard. MATLAB then 
produces a root locus for the uncompensated system with an overlay of the percent 
overshoot line. We interactively select the intersection of the root locus and the desired 
percent overshoot line to set the gain. MATLAB outputs an estimate of the un- 
compensated system’s performance specifications and a step response of the un- 
compensated system for us to determine the required settling time. After we input 
the settling time through the keyboard, MATLAB designs the PD controller and 
produces a root locus of the PD compensated system from which we can interactively 
select the gain. Finally, MATLAB produces an estimate of the PD compensated 
system’s performance specifications and a step response of the PD compensated system. 


1 -Apags “PDF Enhancer label. 


graph on screen. 


‘Uncompensated Systen’ Display label. 


numg=1; Generate numerator of G(s). 
deng=poly ([0-4-6]); Generate denominator of G(s). 
'G(s)’ Display label. 


AP WP cP AP Æ X 


G=tf (numg, deng) Create anddisplayG(s). 
pos=input (/Type desired percent overshoot’) ; 

% Input desired percent overshoot. 
z-log(pos/100)/sqrt (pi*2+[log (pos/100)]*2) ; 

% Calculate damping ratio. 
rlocus (G) Plot uncompensated root locus. 
sgrid(z, 0) % Overlay desired percent 

% overshoot line. 
title ([/Uncompensated Root Locus with’, num2str (pos) ,... 
Overshoot Line’]) % Title uncompensated root locus. 
[K,pl=rlocfind(G) ; Generate gain, K, andclosed-loop 
poles, p, for point selected 
interactively onthe root locus. 
'Closed-loop poles=’ Display label. 
p Display closed-loop poles. 
f=input (/Give pole number that is operating point’); 
Choose uncompensated system 
dominant pole. 
‘Summary of estimated specifications for selected point on’ 
‘uncompensated root locus’ % Display label. 
operatingpoint=p (f) % Display uncompensated dominant 

% pole. 








A 


o 
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o 


gain=K % Display uncompensated gain. 
estimated_settling time=4/abs (real (p(f) )) 

Display uncompensated settling 
time. 
stimated_peak_time=pi/abs (imag (p(f) )) 
% Display uncompensated peak tim 


ae ol? 











stimated_ percent _overshoot=pos 
Display uncompensated percent 
overshoot. 
Display uncompensated damping 
ratio. 
estimated natural frequency=sqrt (real (p(f))*2+imag(p(f))*2) 
Display uncompensated natural 
frequency. 

Set up numerator to evaluate Kv. 
Set up denominator to evaluate Kv. 
Create sG(s). 

Cancel common poles and zeros. 
Display uncompensated Kv. 


estimated_damping_ratio=z 


ae AP AP oP 

















numkv=conv ([1 0], numg) ; 
denkv=deng; 
sG=tf(numkv, denkv) ; 
sG=minreal (sG); 
Kv=dcgain (K*sG) 


ess=1/Kv Display uncompensated 
steady-state 
error forunit ramp input. 
TESNA Display label. 
T=feedback (K*G, 1) Find uncompensated T(s). 
step (T) Plot step response of 


AP AP AP AP AP AP AP AP AP AP AP AP OP OP 


uncompensated system. 
title ([/Uncompensated System Step Response with’,num2str (pos),... 


1% Overshoot’)) Ap y JO BDF ““Rohance: 


'Press any key to go to PD compensation’ 





% Display label. 
pause 
‘Compensated system % Display label. 
Ts=input (‘Type Desired Settling Time’); 
Input desired settling time from 
the keyboard. 
Calculate natural frequency. 
)*i); 
Calculate desired dominant pole 
location. 


wn=4/ (Ts*z); 
desired_pole=(-z*wn)+ (wn*sqrt (1l-z^ 


N Æ Ææ 


ae o 


angle at desired pole=(180/pi)*... 

angle (polyval (numg, desired_pole)/polyval (deng,desired_pole)); 
Calculate angular contribution 
to desired pole without PD 
compensator. 
PD_angle=180-angle at desired pole; 
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Calculate required angular 
contribution from PD 
compensator. 

zc=( (imag (desired pole) /tan(PD_angle*pi/180))... 

_real (desired pole) ); % Calculate PD zero location. 
'PD' Compensator’ Display label. 

numc=[1 zc]; Calculate numerator of Gc (s). 
denc=[0 1]; Calculate numerator of Gc (s). 
'Gc(s)’ Display label. 
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Ge=tf (numc, denc) Create and display Gc (s). 
'G(s)Gc(s)’ Display label. 
Ge=G*Gc Cascade G(s) andGc (s). 


rlocus (Ge,0:0.005:100) Plot root locus of PD compensated 
system. 
Overlay desired percent 
overshoot line. 
title ([/PD Compensated Root Locus with’, num2str (pos) ,... 
'SOvershoot Line’]) % Add title to PD compensated root 
% locus. 
Generate gain, K, andclosed-loop 
poles, p, for point selected 
interactively onthe root locus. 
Display label. 
Display PD compensated system's 
closed-loop poles. 
f=input (/Give pole number that is operating point’); 
% Choose PD compensated system 
dominant pole. 
‘Summary of estimated specifications for selected point on PD’ 
Display label. 





syrid(z,0) 
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[K, pl=rlocfind (Ge); 


'Closed-loop poles=’ 
P 


ade AP AP AP AP NeoN 


ae o 





ae 


‘compensated root locus’ 


operatingpoint=p (f) % Display PD compensated dominant 
% pole. 
gain=K % Display PD compensated gain. 


estimated_settling_time=4/abs (real (p(f) )) 
% Display PD compensated settling 
time. 


timated k_ bineapi/ (4mag(p(f£)) ) 
Apa ro) -PÖF Enhancer., PD compensated peak tim 


o 


ae 





n 








stimated_percent_overshoot=pos % Display PD compensated percent 
% overshoot. 
estimated damping ratio=z % Display PD compensated damping 
% ratio. 





K 


estimated_natural frequency=sqrt (real (p(f))*2+timag(p(f))%*2 
Display PD compensated natural 
frequency. 

Created transfer function, ’s’. 
Create sGe(s). 

Cancel common poles and zeros. 


Display compensated Kv. 














s=tf ([1 0], 1); 
sGe=s*Ge; 
sGe=minreal (sGe); 
Kv=dcgain (K*sGe) 


JP AP AP AP AP AP AP AP AP AP OP 


ess=1/Kv Display compensated 
steady-state error for 
unit ramp input. 
'T(s)’ Display label. 
T=feedback (K*Ge, 1) Create and display PD compensated 
ST(s). 


‘Press any key to continue and obtain the PD compensated step’ 





‘response’ % Display label. 
pause 
step (T) Plot step response for PD 


X ol? 


6 compensated system. 

title ([/ PD Compensated System Step Response with’... 

num2str (pos) ,’% Overshoot’]) % Add title to step respons 
% of PD compensated system. 








pause 


B.2 MATLAB Examples 


ch9p2 (Example 9.4) We can use MATLAB to design a lead compensator. The 
program allows us to input a desired percent overshoot via the keyboard. 
MATLAB then produces a root locus for the uncompensated system with an 
overlay of the percent overshoot line. We interactively select the intersection of 
the root locus and the desired percent overshoot line to set the gain. MATLAB 
outputs an estimate of the uncompensated system’s performance specifications 
and a step response of the uncompensated system for us to determine the required 
settling time. Next we input the settling time and the lead compensator zero 
through the keyboard. At this point we take a different approach from that of the 
previous example. Rather than letting MATLAB calculate the lead compensator 
pole directly, MATLAB produces a root locus for every interactive guess of a lead 
compensator pole. Each root locus contains the desired damping ratio and natural 
frequency curves. When our guess is correct, the root locus, the damping ratio line, 
and the natural frequency curve will intersect. We then interactively select this 
point of intersection to input the gain. Finally, MATLAB produces an estimate of 
the lead-compensated system’s performance specifications and a step response of 
the lead-compensated system. 





"(ch9p2) Example 9.4’ % Display label. 

CLE % Clear graph on screen. 
‘Uncompensated System’ % Display label. 

numg=1; % Generate numerator of G(s). 
deng=poly ([0 -4 -6]); % Generate denominator of G(s). 
'G(s)’ % Display label. 

G=tf (numg, deng) % Create anddisplayG(s). 
pos=input (/Type desired percent overshoot’) ; 





Apa oO PDP- Enhancer. 
z=-log(pos/100) /sqrt (pi*2+[lo pos 100)]^2); 


Sa A damping ratio. 

rlocus (G) % Plot uncompensated root locus. 
sgrid(z, 0) % Overlay desired percent 

% overshoot line. 
title ([/Uncompensated Root Locus with’, num2str (pos), 
'’S Overshoot Line’]) % Title uncompensated root locus. 
[K, pl=rlocfind(G) ; % Generate gain, K, andclosed-loop 

% poles, p, for point selected 
% interactively onthe root locus. 
'Closed-loop poles=’ Display label. 
p Display closed-loop poles. 
f=input (’Give pole number that is operating point’); 

% Choose uncompensated system 

% dominant pole. 
‘Summary of estimated specifications for selected point on’ 
‘uncompensated root locus’ Display label. 
operatingpoint=p (f) Display uncompensated dominant 
pole. 
gain=K Display uncompensated gain. 
estimated_settling time=4/abs (real (p(f))) 





JP al ol? 
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Display uncompensated settling 
time. 
f))) 
Display uncompensated peak time. 
Display uncompensated percent 
overshoot. 


oP oP 


estimated peak time=pi/abs (imag (p 











estimated_percent_overshoot=pos 


JP œ ol? 
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Display uncompensated damping 
ratio. 
estimated natural frequency=sqrt (real (p(f))*2+timag(p(f))%*2 

isplay uncompensated natural 


estimated damping ratio=z 


ae oP 





numkv=conv ([1 0], numg) ; 
denkv=deng; 

sG=tf (numkv, denkv) ; 
sG=minreal (sG); 
Kv=dcgain (K*sG) 


Cancel common poles and zeros. 
Display uncompensated Kv. 





ess=1/Kv Display uncompensated 
steady-state error for 
unit ramp input. 

ATs)" Display label. 

T=feedback (K*G, 1) Create anddisplayT(s). 

step (T) Plot step response of 


JP AP AP AP AAP OP AP AP AP AP AP AP AP OP 


uncompensated system. 

title ([[/Uncompensated System Step Response with’,... 

num2str (pos), ’% Overshoot’}) % Add title to uncompensated step 
% response. 

‘Press any key to go to lead compensation’ 
% Display label, 








pause 
Ts=input (‘Type Desired Settling Time’) ; 

% Input desired settling time. 
b=input (’Type Lead Compensator Zero, (stb). b=’); 
Input lead compensator zero. 
don Set loop flag. 


Apago PDF Enhancer loop for trying lead 


% compensator pole. 
a=input (/Enter a Test Lead Compensator Pole, (sta).a='); 
Enter test lead compensator pole. 
Generate numerator of Gc(s)G(s). 
Generate denominator 
of Gc(s)G(s). 
Create Ge(s)=Gc(s)G(s). 
Evaluate desired natural 
frequency. 
Clear graph on screen. 
Plot compensated root locus with 
test lead compensator pole. 
Change lead-compensated 
root locus axes. 
Overlay grid on lead-compensated 
root locus. 
title (["Lead-Compensated Root Locus with’, num2str (pos),... 

% Overshoot Line, Lead Poleat’,... 
num2str(-a) ,’and Required Wn’]) % Add title to lead-compensated 

% root locus. 
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numge=conv (numg,[1b]) ; 
denge=conv ([la], deng) ; 


Ge=tf (numge, denge) ; 
wn=4/ (Ts*z) ; 


CIR 
rlocus (Ge) 





axis ([-10,10,-10,10]) 


sgrid(z, wn) 


ae AP AP AP AP AP AP AP AP AP AP AP OP 


> 


done=input (/Are you done? (y=0,n=1)’); 
Set loop flag. 

End loop for trying compensator 
pole. 

Generate gain, K, andclosed-loop 


% poles, p, for point selected 





end 


Je AP AP oP 


[K,p]l=rlocfind (Ge); 


o 


'Gc(s)’ % 
Gc=tf ([1 b],[1 a]) % 
'Gce(s) G(s)’ %5 
Ge % 
'Closed-loop poles=’ % 
Pp % 


B.2 MATLAB Examples 


interactively on the root locus. 
Display label. 

Display lead compensator. 
Display label. 

Display Gc(s)G(s). 

Display label. 

Display lead-compensated 
systems 

closed-loop poles. 


f=input (’Give pole number that is operating point’) ; 


‘Summary of estimated specifications 
‘compensated root locus’ 
operatingpoint=p (f) 


JP JP oP æ 


gain=K 
estimated settling time=4/abs (real 


ae ol? 


estimated _ peak time=pi/abs (imag (p 





stimated_percent_overshoot=pos 


estimated damping_ratio=z 


JP Æ Æ AP AP Æ 


Choose lead-compensated system 
dominant pole. 

for selected point on lead’ 
Display label. 

Display lead-compensated 
dominant pole. 

Display lead-compensated gain. 
(p(£))) 
Display lead-compensated 
settling time. 

f))) 
Display lead-compensated 
peak time. 
Display lead-compensated 
percent overshoot. 
Display lead-compensated 
damping ratio. 











estimated natural frequencyzsgrt(real(p Popi (@(£))%*2) 
Apago, PDF. Enhancer 
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s=tf ([1 0], 1); % 
sGe=s*Ge; % 
sGe=minreal (sGe); % 
Kv=dcgain (K*sGe) 

ess=1/Kv 

mm (s)! 


t=feedback (K*Ge, 1) 


‘Press any key to continue and obtain 
‘response’ 

pause 

step (T) 


oe ct JP Æ Æ AP AP Æ 


Je Æ 


title (["Lead-Compensated System Step 


natural frequency. 

Create transfer Function,’s’. 
Create sGe (s) to evaluate Kv. 
Cancel common poles and zeros. 
Display lead-compensated Kv. 
Display lead-compensated steady- 
state error forunit ramp input. 
Display label. 

Create and display lead- 
compensatedT (s). 

he lead-compensated step’ 
Display label. 





Plot step response for lead 
compensated system. 





num2str (pos) ,’% Overshoot’]) %5 


pA 
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pause 


Response with’,... 
Add title to step respons 
of lead-compensated system. 





Chapter 10: Frequency Response Techniques 


ch10p1 (Example 10.3) Wecanuse MATLAB to make Bode plots using bode (G), 
where G/(s)=numg/deng and Gis an LTI transfer-function object. Information about 
the plots obtained with bode (G) can be found by left-clicking the mouse on the curve. 
You can find the curves label, as well as the coordinates of the point on which you 
clicked. Right-clicking away from a curve brings up a menu if the icons on the menu 
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bar are deselected. From this menu you can select (1) system responses to be displayed 
and (2) characteristics, such as peak response. When selected, a dot appears on the 
curve at the appropriate point. Let your mouse rest on the point to read the value of the 
characteristic. You may also select (3) which curves to view, (4) choice for grid on or 
off, (5) returning to full view after zooming, and (6) properties, such as labels, limits, 
units, style, and characteristics. We can obtain points on the plot using[mag, phase, 
w]=bode (G), where magnitude, phase, and frequency are stored in mag, phase, 
and w, respectively. Magnitude and phase are stored as 3-D arrays. We use mag 
(:,:)’, phase (:,:)’ to convert the arrays to column vectors, where the apostro- 
phe signifies matrix transpose. Let us look at Example 10.3 in the text. 


'(ch10p1) Example 10.3’ 





Display label. 


clf % Clear graph on screen. 
numg=[1 3]; % Define numerator of G(s). 
deng=conv ([1 2],[1 2 25]) ; % Define denominator of G(s). 
'G(s)’ % Display label. 

G=tf (numg, deng) % Create anddisplayG(s). 
bode (G) % Make a Bode plot. 

gridon % Turn on grid for Bode plot. 


title (‘Open-Loop Frequency Response’) 
% Adda title tothe Bode plot. 
[mag, phase, w]=bode (G); % Store points on the Bode plot. 
points=[20*log10 (mag(:,:))’,phase(:,:)’,w] 
% List points on Bode plot with 
% magnitude in dB. 
pause 


chi APADPre RDF vwanhances to make Nyquist diagrams using 


nyquist (G), where G(s) =numg/deng and G is an LTI transfer-function object. 
Information about the plots obtained with nyquist(G) can be found by left- 
clicking the mouse on the curve. You can find the curves label, as well as the 
coordinates of the point on which you clicked and the frequency. Right-clicking away 
from a curve brings up a menu if the icons on the menu bar are deselected. From this 
menu you can select (1) system responses to be displayed and (2) characteristics, 
such as peak response. When selected, a dot appears on the curve at the appropriate 
point. Let your mouse rest on the point to read the value of the characteristic. You 
may also select (3) whether or not to show negative frequencies, (4) choice for grid 
on or off, (5) choice for zooming to (1,0), (6) returning to full view after zooming, 
and (7) properties, such as labels, limits, units, style, and characteristics. We can 
obtain points on the plot by using[re, im, w]=nyquist (G), where the real part, 
imaginary part, and frequency are storedin re, im, and w, respectively, and re and 
im are 3-D arrays. We can specify a range of w by using[re, imJ=nyquist (G,w). 
We use re(:,:)’, and im(:,:)’ to convert the arrays to column vectors. Let us 
look at Example 10.5 in the text. 





'(ch10p2) Example 10.5’ Display label. 


Ae ol? 


clt Clear graph on screen. 
numg=[1 2]; % Define numerator of G(s). 
deng=(1 0 0]; % Define denominator of G(s). 
'G(s)’ % Display label. 

G=tf (numg, deng) % Create anddisplay G(s). 
nyquist (G) % Make aNyquist diagram. 


B.2 MATLAB Examples 


gridon % Turn on grid for Nyquist diagram. 
title (‘Open-Loop Frequency Response’) 

% Adda title tothe Nyquist 

% diagram. 


w=0:0.5:10; % Let 0 <w< 10 in steps of0.5. 

[re, imJ=nyquist (G, w); % Get Nyquist diagram points fora 
% rangeofw. 

points=[re(:,:)’, im(:,:)’,w]% List specified range of points 


% in Nyquist diagram. 
pause 


ch10p3 (Example 10.8) We can use MATLAB to find gain margin (Gm), phase 
margin (Pm), the gain margin frequency, where the phase plot goes through 180 
degrees (Wcg), and the phase-margin frequency, where the magnitude plot goes 
through zero dB (Wcp). To find these quantities we use [Gn, Pm, Weg, Wepl 
=margin (G), where G(s) =numg/deng and G is an LTI transfer-function object. 
Let us look at Example 10.8 in the text. 





'(ch10p3) Example 10.8’ % Display label. 

GLE % Clear graph on screen. 
numg=6; % Define numerator of G(s). 
deng=conv ({1 2],[1 2 2]); % Define denominator ofG(s). 
'G(s)’ % Display label. 

G=tf (numg, deng) % Create anddisplayG(s). 
nyquist (G) % Make a Nyquist diagram. 
gridon % Turn on grid for the Nyquist 


% diagram. 
title ('Open-Loop Frequency Apago PDF Enhancer 
% Adda title to the Nyquist 
% diagram. 
[Gm, Pm,Wcg,Wcp]=margin (G); % Findmargins andmargin 
% frequencies. 
'Gm(dB); Pm(deg.); 180 deg. freq. (r/s); 0 dB freq. (r/s)’ 
% Display label. 
margins=[20*log10 (Gm) , Pm, Wcg, Wcp] 
% Display margin data. 
pause 


ch10p4 (Example 10.9) We can use MATLAB to determine the range of K for 
stability using frequency response methods. Let us look at Example 10.9 in the 
text. 





'(ch10p4) Example 10.9’ % Display label. 

numg=1; % Define numerator of G(s). 
deng=poly ([-2 -4 -5]); % Define denominator of G(s). 
'G(s)’ Display label. 


G=tf (numg, deng) 
[Gm, Pm,Wcg,Wcp]=margin (G); 


Create anddisplayG(s). 
Findmargins andmargin 
frequencies. 

K=Gm % Display K for stability. 
pause 


Je oP oP of? 
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ch10p5 (Example 10.11) We can use MATLAB to find the closed-loop frequency 
response. Let us look at Example 10.11 in the text. 
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"(ch10p5) Example 10.11’ % Display label. 

colt % Clear graph on screen. 

numg=50; % Define numerator of G(s). 

deng=poly ([0 -3 -6]) ; % Define denominator of G(s). 

'G(s)’ % Display label. 

G=tf (numg, deng) % Create anddisplay G(s). 

TCS) % Display label. 

T=feedback(G, 1) % Find and display closed-loop 
% transfer function. 








ae 


bode (T) ake a Bode plot. 
gridon Turnonthe gridfortheplots. 
title (‘Closed-Loop Frequency Response’) 

% Adda title to the Bode plot, 


ae 





pause 
nyquist (T) % Make aNyquist diagram. 
title (‘Closed-Loop Frequency Response’) 
% Adda title tothe Nyquist 
% diagram. 





pause 


ch10p6 We can use MATLAB to plot Nichols charts using nichols (G), where 
G(s) =numg/deng and Gis an LTI transfer-function object. The Nichols grid can be 
added using the ngrid command after the nichols (G) command. Information 
about the plots obtained with nichols (G) can be found by left-clicking the mouse 
on the curve. You can find the curves label, as well as the coordinates of the point on 
which you clicked and the frequency. Right-clicking away from a curve brings up a 
menu if the icons on the menu bar are deselected. From this menu you can select (1) 
syst APAGOs PDFispHnhamwcexXcteristics, such as peak response. 
When selected, a dot appears on the curve at the appropriate point. Let your mouse 
rest on the point to read the value of the characteristic. You may also select (3) 
choice for grid on or off, (4) returning to full view after zooming, and (5) properties, 
such as labels, limits, units, style, and characteristics. Let us make a Nichols chart of 
G(s) = 1/[s(s + 1)(s + 2)]. 


"(ch10p6)’ % Display label. 

olf % Clear graph on screen. 
numg=1; % Define numerator of G(s). 
deng=poly ([0 -1 -2]); % Define denominator of G(s). 
'G(s)’ % Display label. 


G=tf (numg, deng) Create anddisplay G(s). 
nichols (G) Make a Nichols plot. 
ngrid % Add Nichols grid. 

pause 


ae 


ch10p7 (Example 10.15) We can use MATLAB and frequency response methods 
to include time delay in the loop. Time delay is represented by[numd, dend]=pade 
(T, n), where T is the delay time in seconds and n is the order. Larger values of n 
give better approximations to the delay, Ga (s) =numd/dend. Since we are plotting 
multiple plots, we first collect the data for the Bode plots by using [mag, phase] 
=bode (G, w), where w is specified as a range of frequencies. We then use the 
generic plotting command. Also notice the commands used to label the axes and the 
plots on the Bode plot (see the MATLAB instruction manual for details). Let us 
look at Example 10.15 in the text. 


‘(chl0p7) Example 10.15’ 
CLEE 

holdoff 

numg=1; 

deng=poly ([0 -1 -10]); 
1G (s)! 

G=tf (numg, deng) 
w=0.01:0.1:10; 

magg, phaseg]=bode (G, w); 
numd, dend]=pade (1,6); 
Gd=tf (numd, dend); 





magd, phased]=bode (Gd, w) ; 
Ge=Gd"G; 

mage, phasee]=bode (Ge, w) ; 
subplot (2,1,1) 

semilogx (w, 20*log10 (mage (:,:))) 
gridon 








B.2 MATLAB Examples 


Display label. 

Clear graph on screen. 

Turn graphholdoff. 

Define numerator of G(s). 
Define denominator of G(s). 
Display label. 

Create anddisplayG (s). 

Let 0.01<w<10 in steps of 0.1. 
Collect Bode data for G(s). 

% Represent the delay. 

% Create and display the delay, 

% Gd (s). 

% Collect Bode data for Gd (s). 

% FormGd(s)G(s). 

% Collect Bode data for Gd(s)G(s). 
Subdivide plot area for plot 1. 
Plot magnitude response. 

Turn on grid for magnitude plot. 
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o 
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axis ([0.01,10,-80,20]) ; Limit Bode plot axes. 
title ("Magnitude Response with Delay’) 
Add title tomagnitude response. 
Label x-axis of magnitude 





xlabel (‘Frequency (rad/s)’) 

response. 

Label y-axis of magnitude 

response. 

subplot (2,1,2) Subdivide plot area forplot2. 

semilogx(w,phaseg(:,:),w,phased(:,:)-3%*360,w, phasee(:,:)-3%*360) 

do P esponse forG(s), 

Apago,. PDE Enhancer 

graph. 

Turn on grid for phase plot. 

Limit Bode plot axes. 








ylabel ('20log M) 


JP Æ Æ Æ Æ Æ 


o 


gridon 
axis ([0.01,10,-900, 0]); 
title (‘Phase Response with Delay’) 


JP oP Æ 





Add title to phase response. 
Label x-axis of phase response. 
Label y-axis of phase response. 
Label time delay curve. 

Label system curv 

Label total curve. 


xlabel (‘Frequency (rad/s)’) 
ylabel ('/Phase (degrees)’) 
text (1.5,-50,’Time Delay’) 
text (4,-150,’System’) 

text (2.7,-300,’Total’) 
pause 
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ch10p8 (Example 10.18) We can use MATLAB and frequency response methods 
to determine experimentally a transfer function from frequency response data. By 
determining simple component transfer functions and then successively subtracting 
their frequency response, we can approximate the complete transfer function. Let us 
look at Example 10.18 in the text and use MATLAB for a portion of the problem. You 
can complete the program for practice. For this problem we generate the original 
frequency response plot via a transfer function. Normally, the data for the original 
frequency response plot would be tabular, and the program would begin at the step 
[MO, PO0]=bode (GO, w) where the tabular data is generated. In other words, ina real 
application, the data would consist of column vectors MO, PO, and w’. 





‘(ch10p8) Example 10.18’ % Display label. 
clf % Clear graph on screen. 
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holdoff % Turn graph holdoff. 
Generate the experimental Bode plots for GO (s)=numg0/deng0, that 





numg0=70%1 20]; 
deng0=conv ([1 7],[1 2 25]); 


Define numerator of GO(s). 
Partially define denominator of 
GO(s). 

Complete the denominator of 
GO(s). 

Create G0 (s). 

Let 1<w<1000 in steps of0.5. 
Generate the tabular data. 


deng0=conv (deng0,[1 70]); 


G0=tf (numg0,deng0) ; 
w=1:0.5:1000; 

[MO, POJ=bode(GO,w) ; 

[20*Log10 (MO (:,:))’,PO(:,:)’,w]; 


AP AP AP AP Æ AP Æ Ææ 


Convert magnitude data to dB. 





bode (G0, w) % Generate a Bode plot. 
gridon % Turn on grid for Bode plot. 
title (‘Experimental’) % Add title. 

pause 

clf % Clear graph. 





Estimate a component part of the transfer function as 

G1 (s)=25/ (s^2+2*0. 22*5s+5^2) and subtract it fromthe experimental 
frequency response 

numgl=5%2; 

dengl=[1 2*0 .22*5 5^2]; 

'First estimate’ 

Gl=tf (numg1, deng1) 

[M1 , P1]=bode (G1, w); 

M2=20*l0g10 (M0 (:, :))-20*log10 (M1 (: 





A Ææ Æ 


Define numerator of G1 (s). 

Define denominator of G1 (s). 

Display label. 

Create and display G1 (s). 

Generate Bode data for G1 (s). 

:)); 

Subtract Bode magnitude data of 
Apago PDF Enhancer, original magnitude data. 

P2=P0(:,:)-Pl(:,:)? Subtract Bode phase data of Gl 

from original phase data. 

Divide plot area in two for 

magnitude plot. 

Plot magnitude response after 

subtracting. 

Turn on grid for magnitude plot. 

Add x-axis label. 

Add y-axis label. 

Divide plot area in two for phase 


AJP WP AP oP Æ 


de 


subplot (2,1,1) 





semilogx(w(:,:),M2) 


gridon 

xlabel ('Frequency (rad/sec)’) 
ylabel (’Gain dB’) 

subplot (2,1,2) 





WP AP AP AP AP AP DP AP P AP AP AP AP Æ 


plot. 

semilogx(w, P2) Plot the phase response after 
subtracting. 

gridon + Turn on grid for phase plot. 


title ("Experimental Minus 25/ (s*2+2*0.22*5s+5%2)’) 

% Add title. 
xlabel (‘Frequency (rad/sec)’) % Add x-axis label. 
ylabel (’Phase deg’) % Add y-axis label. 
‘This completes a portion of Example 10.18.’ 

‘The student should continue the program for practice.’ 
pause 











Chapter 11: Design Via Frequency Response 

ch11p1 (Example 11.1) We can design via gain adjustment on the Bode plot using 
MATLAB. You will input the desired percent overshoot from the keyboard. 
MATLAB will calculate the required phase margin and then search the Bode 


B.2 MATLAB Examples 


plot for that phase margin. The magnitude at the phase-margin frequency is the 
reciprocal of the required gain. MATLAB will then plot a step response for that gain. 
Let us look at Example 11.1 in the text. 


‘(chllipl) Example 11.1 
GLE 
numg=[100]; 
deng=poly ([0 -36 -100]); 
G=tf (numg, deng) Create anddisplayG(s). 
pos=input (/Type %0S’) ; Input desired percent overshoot. 
=(-log(pos/100))/ (sqrt (pi*2+1log(pos/100)%*2)); 

% Calculate required damping ratio. 
Pm=atan (2%z/ (sqrt (-2*z*2+sqrt (1+4*z*4) )))*(180/pi) ; 

% Calculate required phase margin. 
Set range of frequency from0.01 
to 1000 in steps of 0.01. 
[M, P]=bode (G, w); % Get Bode data. 
Ph=-180+Pm; % Calculate required phase angl 
for k=1: 1: length (P); Search Bode data for required 
phase angle. 
If required phase angle is found, 
find the value of 





Display label. 

Clear graph on screen. 
Define numerator of G(s). 
Define denominator of G(s). 





JP oP oP oP oP Æ 





w=0.01:0.01:1000; 


2 
© 
2 
© 





if P(k)-Ph <=0; 








as de W AP oP AP oP Æ OP 





M=M (k) ; % magnitude at the same frequency. 
‘Required K’ Display label. 

K=1/M Calculate the required gain. 
break Stop the loop. 

end Endif. 

end w 

T=feedback (K*G,1); Apago; ADE, En the nhancer 
step (T) % Generate a step respons 





title (['Closed-Loop Step Response for K=’,num2str (K)]) 
% Add title to step respons 








pause 


ch11p2 (Example 11.2) Let us use MATLAB to design a lag compensator. The 
program solves Example 11.2 in the text and follows the same design technique 
demonstrated in that example. You will input the value of gain to meet the steady- 
state error requirement followed by the desired percent overshoot. MATLAB 
then designs a lag compensator, evaluates K,, and generates a closed-loop step 
response. 








‘(chllp2) Example 11.2’ % Display label. 

CLE % Clear graph on screen. 

K=input ('Type value of K to meet steady=stal rror requirement’); 
% InputK. 





pos=input (/Type 30S’) ; 
numg=[100*K]; 


Input desired percent overshoot. 
Define numerator of G(s). 
deng=poly ({[0-36-100]) ; Define denominator of G(s). 
'G(s)’ Display label. 
G=tf (numg, deng) % Create anddisplayG(s). 
=(-log(pos/100))/ (sqrt (pi*2+log (pos/100)%*2)); 

% Calculate required damping 

% ratio. 
Pm=atan (2*z/ (sqrt (-2*z*2+sqrt (1+4%*z*4) )))*(180/pi) +10; 


JP oP cP oP Æ 
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w=0.01:0.01:100; 


[M, P]=bode (G, w) ; 
Ph=-180+Pm; 
for k=1: 1: length (P); 


if P (k) -Ph <=0; 


M=M (k); 
wf=w (k); 


break 
end 

end 
wh=wf/10; 


wl=(wh/M); 


numc=[1 wh]; 


cnApago PDF Enha 


Kc=wl/wh; 

‘Lag compensator’ 

Ke 

'Gc(s)’ 

Ge=tf (Ke*numc, denc) 
'Gce(s) G(s)’ 

GcG=Gc*G 

s=tf ([1 0], 1); 
sGcG=s*GcG; 
sGcG=minreal (sGcG) ; 
Kv=dcgain (sGcG) 
T=feedback(GcG,1); 
step (T) 


AJP AP AP AP AP oP Æ 


AP AP AP Æ AP AP AP DP AP AP AP AP P AP Æ 


o 


5 
o 
© 


o 


AP W A 


Calculate required phase margin. 
Set range of frequency from0.01 
to 1000 in steps of 0.01. 
Get Bode data. 

Calculate required phase angl 
Search Bode data for required 
phase angle. 

If required phase angle is found, 
find the value of 

magnitude at the same frequency. 
At this frequency the magnitude 
plot must go through 0 dB. 

Stop the loop. 

End if. 

End for. 

Calculate the high-frequency 
break of the lag compensator. 
Calculate the low-frequency 
break of the lag compensator; 
found from lag compensator, 

Gc (s)=Ke(stwh) /(stwl), high & low 
frequency gain requirements. 

At loww, gain=1. Thus, 

Ke*wh/wl=1. At high w, gain=1/M. 
Thus Kc=1/M. Hence 

Kce=wl/wh=1/M, or wl=wh/M. 
Generate numerator of lag 
compensator, Gc(s). 











nce ate denominator of lag 


AP AP AP AP AP AP AP AP DP AP DP AP DP OP Æ 


compensator, Gc(s). 

Generate K for Gc (s). 

Display label. 

Display lag compensator K. 
Display label. 

Create anddisplayGc(s). 
Display label. 

te and display Gc(s)G(s). 
te transfer function,’s’. 
Create sGc(s)G(s). 

Cancel common terms. 
Evaluate Kv. 

te T(s). 

Generate a closed-loop, lag- 
compensated step respons 


ome) 
BOB 
0 0 
M 9 








Q 
K 
oO 
w 








title (‘Closed-Loop Step Response for Lag-Compensated System’) 


pause 


o 
© 


Add title to step respons 





ch11p3 (Example 11.3) Let us use MATLAB to design a lead compensator. The 
program solves Example 11.3 in the text and follows the same design technique 
demonstrated in that example. You will enter desired percent overshoot, peak time, 
and K, MATLAB then designs the lead compensator using Bode plots, calculates 
K,, and plots a closed-loop step response. 


‘(chl1lp3) Example 11.3’ 
pos=input (/Type 0S ’); 
Tp=input (‘Type peak time ’); 
Kv=input (’Type value of Kv '); 
numg=[100]; 

deng=poly ([0 -36 -100]); 
G=tf(numg,deng) ; 

s=tf ([1 0], 1); 

sG=s*G; 

sG=minreal (sG); 

K=dcgain (Kv/sG); 

'G (s)’ 

G=zpk (K*G) 








ade AP AP AP AAP AP AP AP AP AP DP AP AP OP 


=(-log(pos/100))/ (sqrt (pi*2+log(p 


ae o 


Pm=atan (2%z/ (sqrt (-2*z*2+sqrt CEIA) )))*(180/pi 


wn=pi/ (Tp*sqrt (l1-z^2)); 


ae oP ol? 


wBW=wn*sqrt ( (1-2*z^2)+sqrt AE ee Js 


w=0.01:0.5:1000; 


[M, P]=bode (G, w); 
[Gm, Pm,Wcg,Wcp]=margin (G); 


ade Æ X Æ Æ 


B.2 MATLAB Examples 


Display label. 

Input desired percent overshoot. 
Input desired peak tim 

Input Kv. 

Define numerator of G(s). 

Define denominator of G(s). 
Create G(s). 

Create transfer function,’s’ 
Create sG(s). 

Cancel common factors. 

Solve fork. 

Display label. 

Put KintoG (s), convert to 
factored form, anddisplay. 
os/100)%2)); 

Calculate required damping 
ratio. 








% Calculate required phase margin. 
Calculate required natural 
6 frequency. 











% Determine required bandwidth. 
Set range of frequency from0.01 
to 1000 insteps of 0.5 

Get Bode data. 

3 Find current phase margin. 





Pmreq=atan (2*z/ (sqrt ("2m *2+ gat (1+4*z^4) 04 
pago PDF. Enhancer. 


Pmreqc=Pmreq+10; % 


Po=Pmrecqe-Pm; 


ae dP AP oP 


Adda correction factor of 10 

% degrees. 

Calculate phase contribution 
required from lead compensator. 
3 Design lead compensator 


beta=(1-sin(Pc*pi/180) ) / (1+sin ( BERET T80) ); 


ae 


magpc=1/sqrt (beta) ; 
for k=1: 1: length (M); 


if M(k)-(1/magpc) <=0; 
wmax=w (k) ; 


break 
end 
end 


Je AP AP AP AP AP AP AP AP AP AP Æ 


% Find compensator beta. 

Find compensator peak magnitude. 
Find frequency at which 
uncompensated systemhasa 
magnitude of 1/magpc. 

This frequency will be the new 
phase margin frequency. 

Look for peak magnitude. 

This is the frequency at the 
peak magnitude. 

Stop the loop, 

Endif. 

End for. 








% Calculate lead compensator zero, pole, and gain. 


zc=wmax*sqrt (beta); 


pc=zc/beta; 


ae AP AP oP Ale 


Kce=1/beta; 


% Calculate the lead compensator’s 
low break frequency. 

Calculate the lead compensator’s 
high break frequency. 

Calculate the lead compensator’s 
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gain. 
'"Ge(s)’ Display label. 
Gc=tf (Kc{1 zc],[1 pc]) ; Create Gc (s). 
Gc=zpk (Gc) Convert Gc (s) to factored form 


and display. 
Display label. 
Form Ge(s)=Gce(s)G(s). 
Create sGe (s). 
Cancel common factors. 
Calculate Kv. 
FindT (s). 
Generate closed-loop, lead- 
compensated step respons 
title ("Lead-Compensated Step Response’) 
% Add title to lead-compensated 
% step response. 


'Ge(s)=G(s)Gc(s)’ 
Ge=G*Gc 

sGe=s*Ge; 
sGe=minreal (sGe); 
Kv=dcgain (sGe) 
T=feedback (Ge,1); 
step (T) 


AJP AP AP AP AP DP AAP DP AP AP AP Æ Æ 








pause 


ch11p4 (Example 11.4) Let us use MATLAB to design a lag-lead compensator. 
The program solves Example 11.4 in the text and follows the same design technique 
demonstrated in that example. You will enter desired percent overshoot, peak time, 
and K,. MATLAB then designs the lag-lead compensator using Bode plots, calcu- 
lates K,, and plots a closed-loop step response. 


"(chlip4) Example 11.4’ 
pos=input (Type 30S ’); Input desired percent overshoot. 
Tp=input (‘Type peak time ’); Input desired peak tim 
w-Apage vPDE «Enhancer cesiredkv. 

num % Define numerator of G(s). 
deng=poly ([0 -1 -4]); Define denominator of G(s). 

G=tf (numg, deng) ; Create G(s) without K. 

s=tf ([1 0],1); Create transfer function,’ s’ 
sG=s*G; Create sG(s). 

sG=minreal(sG); Cancel common factors. 

K=dcgain (Kv/SsG) ; Solve fork. 





Display label. 





a 
© 
a 
© 
z 





oe 


'G(s)’ Display label. 
G=tf (K*numg, deng) ; Put KintoG(s). 
G=zpk (G) Convert G (s) to factored formand 


AJP AP Æ X AP AP AP AP Æ Æ 


display. 
=(-log(pos/100))/ (sqrt (pi*2+log(pos/100)%*2)); 
% Calculate required damping ratio. 
Pmreq=atan (2*z/ (sqrt (-2*z*2+sqrt (1+4*z*4))))*(180/pi) ; 





% Calculate required phase margin. 
wn=pi/ (Tp*sqrt (1-z*2) ); % Calculate required natural 

% frequency.) 
wBW=wn*sqrt ( (1-2%z2*%2) +sqrt (4*z^4-4*z^2+2)); 





Determine required bandwidth. 
Choose new phase-margin 
Frequency. 

Get Bode data. 

Find phase contribution required 
from lead compensator 

with additional 5 degrees. 
beta=(1-sin(Pmreqc*pi/180)) /(1+sin(Pmreqc*pi/180) ); 


wpm=0 . 8*wBW; 


[M, P]=bode (G, wpm) ; 
Pmregqc=Pmreq- (180+P) +5; 





AP WP AP AP Æ Æ Æ 


B.2 MATLAB Examples 


%Findbeta. 
% Design lag compensator zero, pole, 
% and gain. 
zclag=wpm/10; % Calculate zero of lag compensator. 
pclag=zclagřbeta; % Calculate pole of lag compensator. 
Kclag=beta; % Calculate gain of lag compensator. 
‘Lag compensator, Glag(s)’ % Display label. 
Glag=tf (Kclag{1lzclag],[lpclag]); % Create lag compensator. 
Glag=zpk (Glag) % Convert Glag (s) to factored form 


and display. 
Design lead compensator zero, 
% pole, andgain. 


JP JP oP 


‘Lead compensator’ 
Glead=tf (Kclead{1 zclead],[1 pclead 


Display label. 


zclead=wpm*sqrt (beta); % Calculate zero of lead 
% compensator. 
pclead=zclead/beta; % Calculate pole of lead 
% compensator. 
Kclead=1/beta; % Calculate gain of lead 
% compensator. 
di 





% Create lead compensator. 
Glead=zpk (Glead) % Convert Glead(s) to factored form 
% and display. 
'Lag-Lead Compensated Ge(s)’ % Display label. 
Ge=G*Glag*Glead % Create compensated system, 
% Ge (s)=G (s) e ) Glead (s). 
sGe=s*Ge; % Create sGe (s). 
sGe=minreal (sGe); % Cance Pi 
Kv=dcgain (sGe) Apag ag 3B nhancer 
T=feedback(Ge,1); $FindT(s). 
step (T) % Generate closed-loop, lag-lead- 





6 compensated step respons 
title ("Lag-Lead-Compensated Step Response’) 

% Add title to lag-lead- 
compensated 
step response. 





%5 
Q 
© 


pause 


Chapter 12: Design Via State Space 

ch12p1 (Example 12.1) We can use MATLAB to design controller gains using 
pole placement. You will enter the desired percent overshoot and settling time. We 
introduce the following commands:[num, den]=ord2 (wn, z), which produces a 
second-order system, given the natural frequency (wn) and the damping ratio (z). 
Then we use the denominator (den) to specify the dominant poles; and K=acker 
(A, B, -poles), which calculates controller gains from the system matrix (A), 
the input matrix (B), the desired poles (poles). Let us look at Example 12.1 in 
the text. 





'(ch12p1) Example 12.1’ isplay label. 
GLE lear graph on screen. 
numg=2 0Ħ{1 5]; efine numerator of G(s). 


deng=poly ([0 -1 -4]); 
‘Uncompensated G(s)’ 
G=tf (numg, deng) 


efine denominator of G(s). 
isplay label. 
reate anddisplayG(s). 


JP oP Æ Æ Æ Æ 


D 
C 
D 
D 
D 
C 
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pos=input (’Type desired %0S ’); % Input desired percent overshoot. 
Ts=input (‘Type desired settling time’) ; 

% Input desired settling time. 
z=(-log(pos/100))/ (sqrt (pi*2+log(pos/100)%*2)); 
Calculate required damping ratio. 
Calculate required natural 
frequency. 
Produce a second-order system 
that meets the transient response 
requirements. 
r=roots (den); % Use denominator to specify 
dominant poles. 
Specify pole placement forall 


wn=4/ (z*Ts); 


[num, denJ=ord2 (wn, Zz); 


AJP All AP Æ Æ Æ 


o 


ae ol? 


poles=[r(1)r(2)-5.1]; 


o 


% poles. 
characteristiceqdesired=poly (poles) 

Form desired characteristic 
polynomial for display. 

Find controller canonical form 
of state-space representation 
of G(s). 

Transformation matrix for 
controller canonical to phase- 





[Ac Bc Cc Dc]l=tf 2ss (numg,deng) ; 





P=[001; 010; 100); 


variable form. 
Ap=inv (P) *Ac*P; TransformAc to phase-variable 
form. 
Bp=inv (P)*Bc; Transform Bc to phase-variable 
form. 
Transform Cc to phase-variable 


“*"Apago PDF Enhancer 


Transform Dc to phase-variable 


AP AP AP AP AP oP AP OP AAP AP AP Æ Æ 


Dp=Dc; 





form. 
Calculate controller gains in 
phase-variable form. 

Form compensatedAmatrix. 





Kp=acker (Ap, Bp, poles) 


Apnew=Ap-Bp*Kp; 


AP AP AP AP Æ Æ Æ Æ 





Bpnew=Bp; Form compensated B matrix. 
Cpnew=Cp; Form compensated C matrix. 
Dpnew=Dp; Form compensated Dmatrix. 


[numt, dent]=ss2tf (Apnew, Bpnew, Cpnew, Dpnew) ; 
FormT(s) numerator and 


ae 


denominator. 

Display label. 

Create anddisplayT(s). 
Display polesofT(s). 

Create and display Tss, anLTI 
state-space object. 

Produce compensated step 
response. 


'T (s) , 
T=tf (numt, dent) 

poles=roots (dent) 

Tss=ss (Apnew, Bpnew, Cpnew, Dpnew) 


p 











step (Tss) 


AJP A Æ oP Æ AP Æ Ææ 


title (‘Compensated Step Response’) 





Add title to compensated step 
response. 


Je ol? 


pause 


ch12p2 (Example 12.2) We can test controllability by using the MATLAB 
command Cm=ctrb (A,B) to find the controllability matrix given the system matrix 


B.2 MATLAB Examples 





(A) and the input matrix (B). This command is followed by rank (Cm) to test the 
rank of the controllability matrix (Cm) . Let us apply the commands to Example 12.2. 











'(ch12p2) Example 12.2’ % Display label. 

A=[-110;0-10;0 0-2] % Define compensatedAmatrix. 

B=[0;1; 1] % Define compensated B matrix. 

Cm=ctrb (A,B) % Calculate controllability 
Smatrix. 

Rank=rank (Cm) % Find rank of controllability 
% matrix. 


pause 


ch12p3 (Example 12.4) If we design controller gains using MATLAB, we do 
not have to convert to phase-variable form. MATLAB will give us the controller 
gains for any state-space representation we input. Let us look at Example 12.4 in 
the text. 





'(ch12p3) Example 12.4 % Display label. 

CLE % Clear graph on screen. 
A=[-5 1 0;0-21;00-1]; % Define systemmatrixA. 
B=[0; 0; 1]; % Define input matrixB. 
C=[-110]; % Define output matrixC. 
D=0; % Define matrix D. 





pos=input (’Type desired SOS ’); Input desired percent overshoot. 
Ts=input (‘Type desired settling time’) 

% Input desired settling time. 
z=(-log(pos/100))/ (sqrt (pi*2+log (pos/100) *2)); 

Apago.. DE. Enhancer. 
wn=4/ (z*Ts) ; % Calculate required natural 
frequency. 

Produce a second-order system 
that meets the transient 


[num, denJ=ord2 (wn, Z); 


JP JP oP æ 


requirements. 
r=roots (den); % Use denominator to specify 
% dominant poles. 
poles=[r (1) r (2) -4]; % Specify pole placement forall 
% poles. 
K=acker (A,B,poles) % Calculate controller gains. 


Anew=A-B*K; Form compensatedAmatrix. 





Bnew=B; % FormcompensatedBmatrix. 
Cnew=C; % Form compensated C matrix. 
Dnew=D; % Form compensated Dmatrix. 
Tss=ss (Anew, Bnew, Cnew, Dnew) ; % FormLTI state-space object. 
'T(s)’ % Display label. 

T=tf (Tss); % Create T (s). 

T=minreal (T) % Cancel common terms and display 





T(s). 
Display poles of T (s). 
Produce compensated step 


poles=pole (T) 
step (Tss) 





JP JP oP æ 


response. 
title (‘Compensated Step Response’) 





Add title to compensated step 


Je 0 


response. 
pause 
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ch12p4 (Example 12.5) We can design observer gains by using the command 
l=acker (A’,C’, poles)’. Notice we use the transpose of the system matrix (A) 
and output matrix (C) along with the desired poles (poles). Let us look at Example 


12.5 in the text. 


"(ch12p4) Example 12.5’ 
numg=[14]; 

deng=poly ([-1 -2 -5]); 

'G(s)’ 

G=tf (numg, deng) 

[Ac, Bc, Cc, Dc]=tf2ss (numg, deng) ; 





Ao=Ac’; 


Bo=Cc’; 


Co=Bc’; 


Do=Dc; 


r=roots ([1 2 5]) 


poles=10%r’ 10*real (r (1) )] 
lp=acker (Ao’,Co’, poles)’ 


pause 


Display label. 

Define numerator of G(s). 
Define denominator of G(s). 
Display label. 

Create and display G(s). 
TransformG(s) tocontroller 
canonical formin state space. 
TransformAc to observer 
canonical form. 

Transform Bc to observer 
canonical form. 
TransformCc to observer 
canonical form. 

Transform Dc to observer 
canonical form. 

Find the controller-compensated 
systempoles. 

Make observer poles 10x bigger. 
Find the observer gains in 
observer canonical form. 














AP AP AP HP Æ AP AP P P AP P AP DP AP DP OP AP OP Æ Æ 


ch1 Apagoe PDFwknhancelttity using the MATLAB command 


Om=obsv (A, C) to find the observability matrix given the system matrix (A) and 
the output matrix (C). This command is followed by rank (Om) to test the rank of 


the observability matrix (Om). Let us 


'(ch12p5) Example 12.6’ 
A=[010;001;-4 -3 -2] 
C=[05 1] 

Om=obsv (A,C) 
Rank=rank (Om) 





pause 


apply the commands to Example 12.6. 


Display label. 

Define compensatedAmatrix. 
Define compensated C matrix. 
F 
F 
m 








ormobservability matrix. 
ind rank of observability 


JP A Æ Æ Æ Æ 


ch12p6 (Example 12.8) We can design observer gains using the command 
l=acker (A’, C’, poles)’ without transforming to observer canonical form. 


Let us look at Example 12.8 in the text. 





'(ch12p6) Example 12.8’ 

A=[-5 1 0;0 -2 1;0 0-1]; 
B=[0;0; 1]; 

C=[1 0 0]; 

D=0; 

poles=roots ([1 120 2500 50000]) 


AJP WP AP AP Æ AP Æ Æ 


l=acker (A’, C’, poles)’ 
pause 


Display label. 

Define systemmatrixA. 
Define input matrixB. 

Define output matrixC. 

Define matrix D. 

Specify pole placement forall 
poles. 

Calculate observer gains. 


B.2 MATLAB Examples 


Chapter 13: Digital Control Systems 

ch13p1 (Example 13.4) We can convert G;(s) in cascade with a zero-order hold 
(z.0.h.) to G(z) using MATLABS G=c2d (G1, T,’zoh’) command, where G1 is an 
LTI continuous-system object and G is an LTI sampled-system object. T is the 
sampling interval and ’zoh’ is a method of transformation that assumes G;(s) in 
cascade with a z.o.h. We simply put G;(s) into the command (the z.o.h. is automati- 
cally taken care of) and the command returns G(z). Let us apply the concept to 
Example 13.4. You will enter T through the keyboard. 





'(ch13p1) Example 13.4’ % Display label. 

T=input (’TypeT ’); % Input sampling interval. 
numgls=(1 2]; % Define numerator of Gl(s). 
dengls=[1 1]; % Define denominator of Gl(s). 
'Gl(s)’ % Display label. 
G1l=tf(numgls,dengls) % Create Gl(s) anddisplay. 
'G(z)’ % Display label. 
G=c2d(G1,T,’zoh’) % Convert G1 (s) in cascade with 


$z.o.h. toG(z) anddisplay. 
pause 


ch13p2 We also can use MATLAB to convert G(s) to G(z) when G(s) is not in 
cascade with a z.o.h. The command H=c2d (F, T,” zoh’) transforms F(s) in cascade 
with a z.o.h. to H(z), where H(z) = ((z — 1)/z)*z{F(s)/s}. If we let F(s) = sG(s), the 
command solves for H(z), where H(z) =((z—1)/z)*z{G(s)}. Hence, 
z{G(s)} = (z/[z — 1])* H(z). In summary, input F(s) = sG(s), and multiply the result 
of H=c2d (F, T,’zoh’) ft es z—1)) aes TI is equivalent to finding the z- 
transform. We convert G(s DE Chnhanheces the 
sampling interval, a a e ja is e to form H(z). We use an 
unspecified sampling interval, T=[], to ial z/(z—1). 


"(ch13p2)’ % Display label. 

T=input (’TypeT ’); % Input sampling interval. 

numgs=(1 3]; % Define numerator of G(s). 

dengs={1 6 13]; % Define denominator of G(s). 

'G(s)’ % Display label. 

Gs=tf (numgs,dengs) % Create anddisplayG(s). 

Fs=Gs*tf ([1 0], 1) % Create F(s)=sG(s). 

Fs=minreal (Fs) ; % Cancel common poles and zeros. 

Hz=c2d(Fs,T,’zoh’); % Convert F(s) toH(z) assuming 
$zZ.o.h. 

Gz=Hz*tf ([1 0],{1-1],[]); % FormG(z)=H(z)*z/(z-1). 

'G(z)’ % Display label. 

Gz=minreal (Gz) % Cancel common poles and zeros. 

Pause 


ch13p3 Creating Digital Transfer Functions Directly Vector Method, Polynomial 
Form 

A digital transfer function can be expressed as a numerator polynomial divided by a 
denominator polynomial, that is, F(z) = N(z)/D(z). The numerator, N(z), is repre- 
sented by a vector, numf, that contains the coefficients of N(z). Similarly, the 
denominator, D(z), is represented by a vector, denf, that contains the coefficients 
of D(z). We form F(z) with the command, F=tf(numf, denf, T), where T is the 
sampling interval. F is called a linear time-invariant (LTI) object. This object, or 
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transfer function, can be used as an entity in other operations, such as addition or 
multiplication. We demonstrate with F(z) = 150(z” + 2z + 7)/(z? — 0.3z + 0.02). We 
use an unspecified sampling interval, T = | ]. Notice after executing the t f command, 
MATLAB prints the transfer function. 


Vector Method, Factored Form 

We also can create digital LTI transfer functions if the numerator and denominator 
are expressed in factored form. We do this by using vectors containing the roots of 
the numerator and denominator. Thus, G(s) = K N(z)/D(z) can be expressed as an 
LTI object using the command, G=zpk (numg, deng, K, T), where numg is a 
vector containing the roots of N(z), deng is a vector containing the roots of D(z), K 
is the gain, and T is the sampling interval. The expression zpk stands for zeros (roots 
of the numerator), poles (roots of the denominator), and gain, K. We demonstrate 
with G(z) = 20(z + 2)(z + 4)/[(z — 0.5)(z — 0.7)(z — 0.8)] and an unspecified sam- 
pling interval. Notice after executing the zpk command, MATLAB prints the 
transfer function. 





Rational Expression in z Method, Polynomial Form (Requires Control System 
Toolbox 8) 
This method allows you to type the transfer function as you normally would write it. 
The statement z=tf (’z’) must precede the transfer function if you wish to create a 
digital LTI transfer function in polynomial form equivalent to using G=t f£ (numg, 
deng,T). 


Rational Expression in z Method, Factored Form (Requires Control System 


Tite 
This nfet teat ore enhancer on as you normally would write 


it. The statement z=zpk (’z’) must precede the transfer function if you wish to 
create a digital LTI transfer function in factored form equivalent to using G=zpk 
(numg, —deng,K,T). 


For both rational expression methods the transfer function can be typed in any 
form regardless of whether z=tf (’z’) or z=zpk (’z’) is used. The difference is in 
the created digital LTI transfer function. We use the same examples above to 
demonstrate the rational expression in z methods. 


"(ch13p3)’ % Display label. 
"Vector Method, Polynomial Form’ Display label. 
numf=150%1 2 7] Store 150(z*24+2z+7) innumf and 


ae 


ae 


% display. 

denf=[1 -0.3 0.02] % Store (z*2-0.3z+0.02) indenf and 
% display. 

TE (Zy % Display label. 

F=tf (numf ,denf,[]) % FormF (z) anddisplay. 

clear % Clear previous variables from 


ae 


workspace. 

Display label. 

Store (s+2) (s+4) in numg and 

display. 

Store (s-0.5) (s-0.7) (s-0.8) in 
% deng and display. 

K=20 % DefineK. 


'Vector Method, Factored Forw 
numg=[-2 -4] 


AP A ol? 


ae 


deng=[0.5 0.70.8] 


B.2 MATLAB Examples 


'G(z)’ % Display label. 
G=zpk (numg, deng, K,[]) %FormG(z) anddisplay, 
clear % Clear previous variables from 


% workspace. 

‘Rational Expression Method, Polynomial Form 
% Display label. 

z=tf (’z’) % Define zasanLTI object in 
% polynomial form. 





F=150*(z^2+2*z+7)/(z^2-0.3*z+0.02) 

FormF (z) asan LTI transfer 
function in polynomial form. 
G=20*(z+2)*(z+4)/[(z-0.5)*(z-0.7)*(z-0.8)] 
FormG(z) asan LTI transfer 


o 
© 
go 
© 





clear % Clear previous variables from 
% workspace. 

‘Rational Expression Method, Factored Form’ 
% Display label. 

z=zpk ('z’) % Define z as an LTI object in 
% factored form. 





F=150*(z^2+2*z+7)/(z^2-0.3*z+0.02) 
% FormF(z) asan LTI transfer 
% function in factored form. 
G=20*(z+2)*(z+4)/[(z-0.5)*(z-0.7)*(z-0.8)] 
FormG(z) asan LTI transfer 
function in factored form, 





2 
© 
2 
© 


pause 


ch13p4 We also can use MATLAR AIR BOR. BARABGEK: in 


cascade with a z.o.h. First, we create a sampled LTI transfer function, as 
discussed in ch13p3. The command F=d2c(H, ’zoh’) transforms H(z) to F 
(s) in cascade with a z.o.h., where H(z) = ((z — 1)/z)*z{F(s)/s}. If we consider 
F(s) = sG(s), the command solves for sG(s) given H(z). Finally, sG(s)/s = G(s) 
yields the final result. In summary, form H(z), where H(z) = ((z —1)/z) G(z). 
Use F=d2c (H, 'zoh’) to find F(s) = sG(s). Divide the result by s and obtain G 
(s). We convert G(z) = z/(z — 0.3) into G(s) . You will enter T, the sampling 
interval, through the keyboard. 





"(ch13p4)’ % Display label. 

T=input (‘Type T’); % Input sampling interval. 
numgz=[10]; % Define numerator of G(z). 
dengz=[{1 -.3]; % Define denominator of G(z). 
'G(z)’ % Display label. 

Gz=tf (numgz,dengz,T). % Create anddisplayG(z). 
Hz=Gz*tf ({1 -1],[1 0],T); % Create H(z)=((z-1)/z)*G(z). 
Hz=minreal (Hz); % Cancel common poles and zeros. 
Fs=d2c (Hz,’zoh’); % Convert fromH (z) toF(s)=sG(s). 
Gs=Fs*tf(1,[10]); % Create G(s)=F(s) (1/s). 

'G(s)’ % Display label. 

Gs=minreal (Gs) % Cancel common poles and zeros. 


pause 


ch13p5 (Example 13.6) We can use MATLAB to find the gain for stability. Let us 
look at Example 13.6 in the text. 
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'(ch13p5) Example 13.6’ 
numgas=27; 
dengas=(1 27 0]; 





Display label. 
Define numerator of Ga(s). 
Define denominator of Ga(s). 


'Ga(s)’ Display label. 
Ga=tf (numgas,dengas) . Create and display Ga (s). 
'G(z)’ Display label. 


Gz=c2d (Ga,0.1,’zoh’) FindG(z) assuming Ga (s) in 
cascade with z.o.h. and display. 
Set range of Kto look for 
stability. 

FindT(z). 

Get poles for this value of kK. 
Find pole with maximum absolute 


value for this value of K. 


for K=1:0.1:50; 


Tz=feedback (K*Gz,1); 
r=pole (Tz); 
rm=max (abs (r)); 


AP AP Æ X AP AP AP AP AP AP P P AP P AP P AP DP AP DP P AP Æ Æ 





if rm=l1, See if pole is outside unit 
circle. 

break; Stop if pole is found outside 
unit circle. 

end; Endif. 

end; End for. 

K Display K value. 

r Display closed-loop poles for 
this value of K. 

rm Display absolute value of pole. 

pause 


ch13p6 (Example 13.9) We can use MATLAB’s command dcgain (Gz) to find 
steagyasi ate “PD met valuat c gain of Gz, a digital LTI transfer 
unde age by éva Fint Z hanear the dc gain to evaluate, Kp, Ky, 
and K,. Let us look at Example 13.9 in the text. You will input T, the sampling 
interval, through the keyboard to test stability. 


'(ch13p6) Example 13.9’ 
T=input (Type T’); 
numg1s=[10]; 
dengls=poly ([0 -1]); 


Display label. 

Input sampling interval. 
Define numerator of Gl(s). 
Define denominator of Gl(s). 





'Gl(s)’ Display label. 
Gls=tf(numgls,dengls) Create and display G1 (s). 
'G(z)’ Display label 


Gz=c2d(Gls,T,’zoh’) Convert Gl(s) andz.o.h. toG(z) 
and display. 
Display label. 
Create anddisplayT(z). 


Display label. 


"T z) , 
Tz=feedback (Gz, 1) 
‘Closed-Loop z-Plane Poles’ 











AP AP AP AP AP W AP P AP AP AP AP AP Ææ 








r=pole (Tz) Check stability. 
M=abs (r) Display magnitude of roots. 
pause 


Calculate Kp. 


oe 


Kp=dcgain (Gz) 
GzKv=Gz*(1/T) *t£ ([1-1],[10],T); 
Multiply G(z) by(1/T)*(z-1). 
Also, divide G(z) byz, which 
makes transfer function proper 
and yields same Kv. 
GzKv=mineral (GzKv, 0.00001); 
Kv=dcgain (GzKv) 


Cancel common poles and zeros. 
Calculate Kv. 





AJP All AP Æ AP Ææ 
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GzKa=Gz*(1/T*2) *cf ([1-2 1],[100],T) ; 
% Multiply G(z) by (1/T"2) (z-1)%*2. 
% Also, divide G(z)by z*2, which 
% makes the transfer function 
% proper and yields the same Ka. 


GzKa=minreal (GzKa, 00.0001) % Cancel common poles and zeros. 
Ka=dcgain (GzKa) % Calculate Ka. 
pause 


ch13p7 (Example 13.10) We now use the root locus to find the gain for stability. First, 
we create a digital LTI transfer-function object for G(z) = N(z)/D(z), with an un- 
specified sampling interval. The LTI object is created using tf (numgz, dengz, []), 
where numgz represents N(z),dengz represents D(z), and [ ] indicates an unspecified 
sampling interval. MATLAB produces a z-plane root locus along with the unit circle 
superimposed using the command, zgrid ([ ],[ ]). We then interactively select the 
intersection of the root locus and the unit circle. MATLAB responds with the value of gain 
and the closed-loop poles. Let us look at Example 13.10. 





‘(ch13p7) Example 13.10’ % Display label. 

clf % Clear graph. 

numgz=[11]; % Define numerator of G(z). 
dengz=poly ([1 0.5]); % Define denominator of G(z). 
'G(z)’ % Display label. 

Gz=tf (numgz,dengz,[]) . % Create anddisplayG(z). 
rlocus (Gz) % Plot root locus. 

zgrid ({],[]) % Add unit circle to root locus. 


title ([’ z-Plane Root Locus ’]) % Add ti, lec 

ee es Apago..PDF « ‘Enhancer 
% point on graphic. 

pause 


ch13p8 (Example 13.11) We now use the root locus to find the gain to meet a 
transient response requirement. After MATLAB produces a z-plane root locus, along 
with damping ratio curves superimposed using the command zgrid, we interactively 
select the desired operating point at a damping ratio of 0.7, thus determining the gain. 
MATLAB responds with a gain value as well as the step response of the closed-loop 
sampled system using step (Tz), where Tz isa digital LTI transfer-function object. Let 
us look at Example 13.11. 





‘(ch13p8) Example 13.11’ % Display label. 

ELE % Clear graph. 

numgz=[11]; % Define numerator of G(z). 

dengz=poly ([1 0.5]); % Define denominator of G(z). 

'G(z)’ % Display label. 

Gz=tf (numgz,dengz,[]) . % Create and display G(z) 

rlocus (Gz) % Plot root locus. 

axis (10,;1,=1,1]) % Create close-up view. 

zgrid % Add damping ratio curves to root 
% locus. 

title ([’z-Plane Root Locus’) % Add title to root locus. 

[K, pl=rlocfind(Gz) % Allows input of Kby selecting 
% point on graphic. 

'T(z)’ % Display label. 


Tz=feedback (K*Gz,1) %FindT(z). 
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Find step response of gain- 
compensated system. 
title (['Gain Compensated Step Response ’]) 
% Add title to step response of 
% gain-compensated system. 


step (Tz) 


a 
© 
2 
© 





pause 


ch13p9 (Example 13.12) Let us now use MATLAB to design a digital lead 
compensator. The s-plane design was performed in Example 9.6. Here we convert 
the design to the z-plane and run a digital simulation of the step response. 
Conversion of the s-plane lead compensator, Gc(s)=numgcs/dengcs, to the z- 
plane compensator, Gc(z)=numgcez/dengez, is accomplished using the Gcz=c2d 
(numgcs, dengcs, T,’ tustin’) command to perform a Tustin transformation, 
where T=sampling interval, which for this example is 1/300. This exercise solves 
Example 13.12 using MATLAB. 


"(ch13p9) Example 13.12’ 
emia 

T=0.01 

numgcs=1977%16]; 
dengcs=(1 29.1]; 

'Gc (s) in polynomial form’ 
Gcs=tf (numgcs, dengcs) 





Display label. 

Clear graph. 

Define sampling interval. 
Define numerator of Gc (s). 
Define denominator of Gc (s). 
Print label. 

Create Gc (s) inpolynomial form 
and display. 

Display label. 

Create Gc (s) in factored form 

% and display. 

cco APAGO... PDE: EnhanGe2orna: ion 

% Display label. 

FormGc (z) via Tustin 
transformation. 

'Gc(z) in factored form via Tustin Transtormatron 

% Display label. 

Show Gc (z) in factored form. 
Define numerator of Gp (s). 
Define denominator of Gp (s). 
Display label. 
Create Gp (s) in polynomial form 
and display. 
Display label. 
Create Gp (s) in factored form 
and display. 
Display label. 
Form Gp (z) via zoh trans formation. 
Display label. 
Form Gp (z) in factored form. 
Form Ge (z)=Gc (z) Gp (z). 





'Gc (s) in polynomial forw 
Gcszpk=zpk (Gcs) 


AP AP Æ P Æ AP AP AP Æ Æ 


Gcz=c2d (Gcs,T, 'tustin’) 


A oP ol? 


Gezzpk=zpk (Gcz) 
numgps=1 

dengps=poly ([0 -6 -10]); 
'Gp (s) in polynomial form 
Gps=tf (numgps, dengps) 


'Gp (s) in factored form’ 
Gpszpk=zpk (Gps) 


'Gp (z) in polynomial form’ 

Gpz=c2d (Gps,T,’zoh’) 

'Gp (z) in factored form’ 

Gpzzpk=zpk (Gpz) 

Gez=Gcz*Gpz 

'Ge (z)=Gc (z)Gp (z) in factored form’ 














AP AP AP AP AP P AP P AP AP AP V AP Æ Æ 


Display label. 

FormGe(z) in factored form 
and display. 

Display label. 

Form z-1. 

Cancel common factors. 


Gezzpk=zpk (Gez) 


'z-1' 
zml=tf ([1 -1],1,T) 
zmlGez=mineral (zm1*Gez , 00.0001); 


AJP AP AP AP Æ Æ 
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'(z-1)Ge(z) for finding steady-state error’ 


zmlGezzpk=zpk (zm1Gez) 


Kv=(1/T) *dcgain (zm1Gez) 
'T(z)=Ge(z)/(1+Ge(z))’ 


Tz=feedback (Gez , 1) 


step (Tz, 0:T:2) 


% Display label. 

SForm & display(z-1)Ge(z) in 
% factored form. 

% Find Kv. 

% Display label. 

% Find closed-loop 

% transfer function, T(z) 

% Find step reponse. 





title (‘Closed-Loop Digital Lead Compensated Step Response’) 


% Add title to step respons 





@ 8.3 Command summary 


abs (x) 
acker (A,B, poles) 
angle (x) 


atan (x) 


axis ([xmin, xmax, ymin, ymax]) 


bode (G,w) 


break 
c2da(G,T,’tustin’) 





c2d(G,T,’zoh’) 


canon (S,’modal’) 


clear 

GLE 

conv ([a b c d],[e f g h]) 
ctrb (A,B) 
d2c(G,’zoh’) 


dcgain (G) 


eig (A) 
end 
exp (a) 


feedback (G, H, sign) 


gridon 
holdoff 
imag (P) 


Obtain absolute value of x. 

Find gains for pole placement. 
Compute the angle of x in radians. 
Compute arctan(x). 

Define range on axes of a plot. 


Make a Bode plot of transfer function G(s) over a 
range of frequencies, w. 


Field w is optional. 


Exit loop. 


APAGO EDR Bahan cer 


Convert G(s) in cascade with a zero-order hold to G 
(z). Tis the sampling interval. 


Convert an LTI state-space object, S, to parallel 
form. 


Clear variables from workspace. 

Clear current figure. 

Multiply (as? + bs? + cs + d) by (es? + fs? + gs +h). 
Find controllability matrix. 


Convert G(z) to G(s) in cascade with a zero-order 
hold. 


Find de gain for G(s) (that is, s = 0), or G(z) (that is, 
z=1). 

Find eigenvalues of matrix A. 

End the loop. 

Obtain e°. 

Find T(s) = G(s)/[1 + G(s) H(s)]. Sign = —1 or is 
optional for negative feedback systems. 

Sign = +1 for positive feedback systems. 

Put grid lines on a graph. 

Turn off graph hold; start new graph. 


Form a matrix of the imaginary parts of the 
components of matrix P. 
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input (‘str’) 


interpl (x,y,x1) 


inv (P) 
length (P) 
log (x) 
log10 (x) 


margin (G) 


max (P) 


minreal(G, tol) 


ngrid 


nichols (G, w) 


nyquist (G,w) 


Permit variable values to be entered from the 
keyboard with prompt str. 


Perform table lookup by finding the value of y at the 
value of x = x1. 


Find the inverse of matrix P. 
Obtain dimension of vector P. 
Compute natural log of x. 
Compute log to the base 10 of x. 


Find gain and phase margins, and gain and phase 
margin frequencies of transfer function, G(s). 


Return [Gain margin, Phase margin, 180° frequency, 
0 dB frequency]. 


Find the maximum component of P. 


Cancel common factors from transfer function G(s) 
within tolerance, tol. 


If ’tol’ field is blank, a default value is used. 
Superimpose grid over a Nichols plot. 


Make a Nichols plot of transfer function G(s) over a 
range of frequencies, w. 


Field w is optional. 


Make a Nyquist diagram of transfer function G(s) 
over a range of frequencies, w 


Field w is optional. 


“Apago PDF Enhaeests mr 


ord2 (wn, z) 


pade (T,n) 


pause 


plot (tl, yl,t2,y2,t3,y3) 


pole (G) 

poly ([—a —b —c]) 
polyval (P,a) 
rank (A) 


real (P) 


residue (numf, denf) 
rlocfind (GH) 


rlocus (GH, Kk) 


roots (P) 
semilogx (w, P1) 
series (G1,G2) 


Create a second-order system, 

G(s) = 1/|s? + 2g@ns + œ]. 
Obtain nth order Padé approximation for delay, T: 
Pause program until any key is pressed. 


Plot y1 versus ¢1, y2 versus £2, and y3 versus £3 on the 
same graph. 


Find poles of LTI transfer function object, G(s). 
Form polynomial (s + a)(s + b)(s +c). 

Find polynomial P(s) evaluated at a, that is, P(a). 
Find rank of matrix A. 


Form a matrix of the real parts of the components of 
matrix P. 


Find residues of F(s)=numf/denf. 

Allow interactive selection of points on a root locus 
plot for loop gain, G(s)H(s). 

Return value for K and all closed-loop poles at 

that K. 


Plot root locus for loop gain, G(s)H(s), over a range 
of gain, K. The K field is optional. 


Find roots of polynomial, P. 
Make a semilog plot of P; versus log,,(w). 
Find Gi (s) G2 (s) ‘ 


sgrid(z,wn) 

sin (x) 

sqrt (a) 
ss2tf(A,B,C,D,1) 


ss(A,B,C,D) 
ss (G) 


ssdata(S) 


step (G1,G2,..Gn,t) 


subplot (xyz) 


tan (x) 
text (a,b,’str’) 
tf2ss (numg, deng) 


tf2zp (numg, deng) 


tf (numg, deng, T) 


tf (G) 


tfdata (G,’v') 


title ('’str') 


xlabel ('str') 


ylabel (‘str’) 
zgrid 


zgrid ([],[]) 
zp2tf ([—a —b]’,[—c —d/’, K) 


zpk (numg, deng, K,T) 


zpk (G) 
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Overlay z(¢) and wn(wņ) grid lines on a root locus. 
Find sin(x). 
Compute vya. 


Convert a state-space representation to a transfer 
function. Return [num, den]. 


Create an LTI state-space object, S. 


Convert an LTI transfer function object, G(s), to an 
LTI state-space object. 


Extract A, B, C, and D matrices from LTI state- 
space object, S. 


Plot step responses of G(s) through G, (s) on one 
graph over a range of time, t. 


Field fis optional as are fields G3 through G,. 


Divide plotting area into an x by y grid with z as the 
window number for the current plot. 


Find tangent of x radians. 
Put str on graph at graph coordinates, x = a, y = b. 


Convert G(s) = numg/deng to state space in 
controller canonical form. Return [A, B, C, D]. 


Convert G(s) = numg/deng in polynomial form to 
factored form. 


Return[zeros, poles, gains]. 


Create an LTI transfer function, G(s) = numg/deng, 


in polynomial fi 
ABGgo .PDF Enhancer. ., 


G is a sampled transfer function. 


Convert an LTI transfer function, G(s), to 
polynomial form. 


Extract numerator and denominator of an LTI 
transfer function, G(s), and convert values 


to a vector. Return[num, den]. 
Put title str on graph. 

Put label str on x axis of graph. 
Put label str on y axis of graph. 


Superimpose z(¢) and wn (@,) grid curves on a 
z-plane root locus. 


Superimpose the unit circle on a z-plane root locus. 
Convert F(s) = K(s + a)(s + b)/(s + c)(s + d) to 
polynomial form. Return [num, den]. 





Create an LTI transfer function, G(s) = numg/ 
deng, in factored form. 

Tis the sampling interval and should be used only if 
G is a sampled transfer function. 


Convert an LTI transfer function, G(s), to factored 
form. 
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Appendix C: MATLAB’s 


Simulink Tutorial 


@ ¢.1 Introduction 


Readers who are studying MATLAB may want to explore the functionality and 
convenience of MATLAB’s Simulink. Before proceeding, the reader should have 
studied Appendix B, the MATLAB Tutorial, including Section B.1, which is 
applicable to this appendix. 

MATLAB’s Simulink Version 7.4(R2009b) and MATLAB Version 7.9(R2009b) 
are required in order to use Simulink. 

The models described in this appendix, which are available at www.wiley.com/ 
college/nise, were developed on a PC using MATLAB Version 7.9 and Simulink 
Version 7.4. The code will also mApagoioPDEuhnhancemsult 
the MATLAB Installation Guide for your platform for minimum system hardware 
requirements. 

Simulink is used to simulate systems. It uses a graphical user interface (GUI) 
for you to interact with blocks that represent subsystems. You can position the 
blocks, resize the blocks, label the blocks, specify block parameters, and interconnect 
blocks to form complete systems from which simulations can be run. 

Simulink has block libraries from which subsystems, sources (that is, function 
generators), and sinks (that is, scopes) can be copied. Subsystem blocks are available 
for representing linear, nonlinear, and discrete systems. LTI objects can be generated 
if the Control System Toolbox is installed. 

Help is available on the menu bar of the MATLAB Window. Under Help 
select Product Help. When the help screen is available, choose Simulink under the 
Contents tab. Help is also available for each block in the block library and is accessed 
either by right-clicking a block’s icon in the Simulink Library Browser and selecting 
Help for... or by double-clicking the block’s icon and then clicking the Help 
button. Finally, screen tips are available for some toolbar buttons. Let your mouse’s 
pointer rest on the button for a few seconds to see the explanation. 


@ c.2 Using Simulink 


The following summarize the steps to take to use Simulink. Section C.3 will present 
four examples that demonstrate and clarify these steps. 
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MATLAB’ 7-9-0 (R200956) 
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y Demos 








FIGURE C.1 MATLAB Window showing how to access Simulink. The Simulink Library 
Browser button is shown circled. 


1. Access Simulink The Simulink Library Browser, from where we begin Simulink, 
is accessed by typing simulink in the MATLAB Command Window or by clicking 
on the Simulink Library Browser button on the toolbar, shown circled in 
Figure C.1. 

In response, MATLAB displays the Simulink Library Browser shown in Figure 
C.2(a). We now create an untitled window, Figure C.2(b), by clicking on the 
Create a new model button (shown circled in Figure C.2(a)) on the tool bar of the 
Simulink Library Browser. You will build your system in this window. Existing 
models may be opened by clicking on the Open a model button on the Simulink 
Library Browser toolbar. This button is immediately to the right of the Create a 
new model button. Existing models may also be opened by selecting the Current 
Folder from the command Window Start menu or the tab on the left side of the 
Command Window as shown in Current Figure C.1, selecting your file names, and 
then dragging them to the MATLAB Command Window. 


2. Select blocks Figure C.2(a) shows the Simulink Library Browser from which all 
blocks can be accessed. The left-hand side of the browser shows major libraries, 
such as Simulink, as well as underlying block libraries, such as Continuous. The 
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(b) 


FIGURE C.2 a. Simulink Library Browser window showing the Create a new model button 
encircled b. resulting untitled model window 


right-hand side of Figure C.2(a) also shows the underlying block libraries. To 
reveal a block library’s underlying blocks, select the block library on the left-hand 
side or double-click the block library on the right-hand side. As an example, the 
Continuous library blocks under the Simulink major library are shown exposed in 
Figure C.3(a). Figures C.3(b) and C.3(c) show some of the Sources and Sinks 
library blocks, respectively. 

Another approach to revealing the Simulink block library is to type open_ 
system (‘simulink.madl’) in the MATLAB Command Window. The window shown 
in Figure C4 is the result. Double-clicking any of the libraries in Figure C.4 
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Showing: Simulink/Continuous 
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FIGURE C.3 Simulink block libraries: a. Continuous systems b. Sources (figure continues) 
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Showing: Simulink/Sinks 
(c) 
FIGURE C.3 (continued) ce. Sinks 
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reveals an individual window containing that library’s blocks, equivalent to the 
right-hand side of the Simulink Library Browser as shown in the examples of 
Figure C.3. 


Assemble and label subsystems Drag required subsystems (blocks) to your 
model window from the browser, such as those shown in Figure C.3. Also, 
you may access the blocks by double-clicking the libraries shown in Figure 
C.4. You can position, resize, and rename the blocks. To position, drag with 
the mouse; to resize, click on the subsystem and drag the handles; to rename, click 
on the existing name, select the existing text, and type the new name. The text can 
also be repositioned to the top of the block by holding the mouse down and 
dragging the text. 


p 


4. Interconnect subsystems and label signals Position the pointer on the small arrow 
on the side of a subsystem, press the mouse button, and drag the resulting cross- 
hair pointer to the small arrow of the next subsystem. A line will be drawn 
between the two subsystems. Blocks may also be interconnected by single- 
clicking the first block followed by single-clicking the second block while holding 
down the control key. You can move line segments by positioning the pointer on 
the line, pressing the mouse button, and dragging the resulting four-arrow pointer. 
Branches to line segments can be drawn by positioning the pointer where you 
want to create a line segment, holding down the mouse’s right button, and 
dragging the resulting cross hairs. A new line segment will form. Signals can 
be labeled by double-clicking the line and typing into the resulting box. Finally, 
labels can be placed anywhere by double-clicking and typing into the resulting box. 


842 


FIGURE C.4 Simulink Block 
Library window 
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 Obrary: simulink 





| File Edit View Format 
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Simulink Block Library 7.4 
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Blocksets & Commonly 
Toolboxes Used Blocks 


5. Choose parameters for the subsystems Double-click a subsystem in your model 


window and type in the desired parameters. Some explanations are provided in the 
Parameters window. Press the Help button in the Parameters window for more 
details. The parameters can be read later without opening the block. Let your 
mouse’s pointer rest on the block for a few seconds, and a screen tip will appear, 
identifying the block and listing its parameters. The information displayed in the 


‘Apagi t RPDE skaha ncerk Data Tips Options in the model 
window’s Vi 


ew menu. Explore other options by right-clicking on a block. 


6. Choose parameters for the simulation Select Configuration parameters . . . un- 


der the Simulation menu in your model window to set additional parameters, such 
as simulation time. Press the Help button in the Configuration parameters 
window for more details. 


7. Start the simulation Make your model window the active window. Double-click 


the Scope block (typically, the scope is used to view the simulation results) to 
display the Scope window. Select Start under the Simulation menu in your model 
window or click on the Start simulation icon on the toolbar of your model window 
as shown in Figure C.2(b). Clicking the Stop simulation icon will stop the 
simulation before completion. 


8. Interact with the plot In the Scope window, using the toolbar buttons, you can 


zoom in and out, change axes ranges, save axis settings, and print the plot. Right- 
clicking on the Scope window brings up other choices. 


9. Save your model Saving your model, by choosing Save under the File menu, 


creates a file with an .mdl extension, which is required. 


@ c.3 Examples 


This section will present four examples of the use of Simulink to simulate linear, 
nonlinear, and digital systems. Examples will show the Simulink block diagrams as 
well as explain the settings of parameters for the blocks. Finally, the results of the 
simulations will be shown. 


C3 Examples 


Example C.1 





Simulation of Linear Systems 


Our first example develops a simulation of three linear systems to compare their 
step responses. In particular, we solve Example 4.8 and reproduce the responses 
shown in Figure 4.24. Figure C.5 shows a Simulink block diagram formed by 
following Steps (1) through (5) in Section C.2 as follows: 


K apcex1 * 
File Edit View Simulation Format Tools Help 


D|seeSl|sBeleot|/2e|r> =f [Normal z]! 





Transfer Fon T3a Transfer Fon T3b 


Example C.1: Simulation to reproduce Figure 4.24 in Example 4.8 





FIGURE C.5 Simulink block diagram for Example C.1 


Access Simulink; select, assemble, and label subsystems The source is a 1-volt 
step input, obtained by dragging the Step block from the Simulink Library Browser 
under Sources to your model window. 

The first system, T1, consists of two blocks, Gain and Transfer Fen. Gain is 
obtained by dragging the Gain block from the Simulink Library Browser under 
Math Operations to your model window. Transfer function, T1, is obtained by 
dragging the Transfer Fen block from the Simulink Library Browser under 
Continuous to your model window. Systems T2 and T3 are created similarly. 

The three output signals, C1, C2, and C3, are multiplexed for display into the 
single input of a scope. The Mux (multiplexer) is obtained by dragging the Mux 
block from the Simulink Library Browser under Signal Routing to your model 
window. 

The sink is a scope, obtained by dragging the Scope block from the Simulink 
Library Browser under Sinks to your model window. 
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Alternatively, all blocks can be dragged from the Library: simulink window 
shown in Figure C.4. The Mux can be found under Signal Routing in the Library: 
simulink window. 

The labels for the blocks can be changed to those shown in Figure C.5 by 
following Step (3) in Section C.2. 


Interconnect subsystems and label signals Follow Step (4) to interconnect the 
subsystems and label the signals. You must set the mux’s parameters before the 
wiring can be completed. See the next paragraph. 


Choose parameters for the subsystems Let us now set the parameters of each block 
using Step (5). The Block Parameters window for each block is accessed by double- 
clicking the block on your model window. Figure C.6 shows the Block Parameters 
windows for the 1 volt step input, gain, transfer function 1, and mux. Set the 
parameters to the required values as shown. 


The scope requires further explanation. Double-clicking the Scope block in your 
model window accesses the scope’s display, Figure C.7(a). 


\=) Source Block Parameters: Step 1 volt 


Sample time: 
Interpret vector parameters as 1-D 
Enable zero-crossing detection 


(Lo) Licence) (tie) 


(a) 
FIGURE C.6 Block parameters windows for a. 1 volt step source; (figure continues) 
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K] Function Block Parameters: Gain 


Gain 


Element-wise gain (y = K.*u) or matrix gain (y = K*u or y = u*K). 





Parameter Attributes 
Gain: 
| 24.542 











Multiplication: \Element-wise(K. *u) 





Sample time (-1 for inherited): 
|-1 














The numerator coeffident can be a vector or matrix expression, The denominator 
coefficent must be a vector. The output width equals the number of rows in the 
numerator coefficient. You should specify the coefficients in descending order of powers 











| [1 424.542] 





Absolute tolerance: 
auto 





State Name: (e.g., ‘position’) 


iy 














(c) 
FIGURE C.6 b. gain; c. transfer function 1; (figure continues) 
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L] Function Block Parameters: Mux 




















FIGURE C.6 (continued) d. mux 
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(a) 
FIGURE C.7 Windows for the scope: a. Scope; b. ‘Scope’ parameters, General tab; (figure continues) 
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+ ‘Scope’ parameters 


+ ‘Scope’ properties: axis 1 ial x] 








Limit data points to last: |5000 





C] Save data to workspace 





Title ('%=<SignalLabel=' replaced by signal name): 


Variable name g opeData | 











Format 














(c) 


FIGURE C.7 (continued) c. ‘Scope’ parameters, Data history tab; d. ‘Scope’ properties: axis 1 


Clicking the Parameters icon on the Scope window toolbar, shown in Figure C.7(a), 
accesses the ‘Scope’ parameters window as shown in Figure C.7(b). The ‘Scope’ 
parameters window contains two tabs, General and Data history, as shown in 
Figure C.7(b) and (c), respectively. Finally, right-clicking in the plotting area in the 
Scope window and selecting Axis properties . . . reveals the ‘Scope’ properties: 


axis 1 window, Figure C.7(d). Apago PDF Hnihanée! as 


amplitude range. 


Choose parameters for the simulation Follow Step (6) to set simulation parame- 
ters. Figure C.8 shows the resulting Configuration Parameters window after 





“> "Configuration Parameters: apcex 1/Contiguration (Active) 


x) Solver: 0de45 (Dormand-Prince) 


Max step size: auto 
Mn step size: auto 
Inital step size: auto 
Number of consecutive min steps: 





Tasking and sample time options 

Tasking mode for periodic sample times: 

[C] Automatically handle rate transition for data transfer 
C Higher priority value indicates higher task priority 
Zero-crossing options 

Zero-crossing control: Use local settings 

Time tolerance: 10*128"eps 

‘Number of consecutive zero crossings: 


FIGURE C.8 Simulation 
Parameters window for Solver 
tab 
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selecting the Solver tab. Among other parameters, the simulation start and stop 
times can be set. 


Start the simulation Now run the simulation by following Step (7). Figure C.9 shows 
the result in the Scope window. Plots are color coded in the order in which they 
appear at the mux input as follows: yellow, magenta, cyan, red, green, and dark 
blue. If the mux has more inputs, the colors recycle. 


Interact with the plot The toolbar of the Scope window shown in Figure C.9 has 
several buttons that can be used to interact with the plot. Let us summarize the 
function and operation of each, starting with the left-most button: 


Button 1 executes a plot print. 

Button 2 has already been explained and is used to set scope parameters. 

Button 3 permits zooming into the plot in both the x and y directions. Press the 
button and drag a rectangle over the portion of the curve you want to 
expand. 

Button 4 allows zooming in the x direction only. Drag a horizontal line over the 
plot covering the extent of x you want to expand. 

Button 5 allows zooming in the y direction only. Drag a vertical line over the plot 
covering the range of y you want to expand. 

Button 6 autoscales axis for use after zooming. 

Button 7 saves current axis settings. 

Button 8 restores saved axis settings. 


Time offset: 





FIGURE C.9 Scope window after Example C.1 simulation stops 
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Button 9 toggles floating scope. It must be turned off to use zooming. See 
documentation for use of floating scopes. 

Button 10 toggles lock for current axis selection. 

Button 11 allows selection of signals to view when using floating scope. 





Example C.2 





Effect of Amplifier Saturation on Motor’s Load Angular Velocity 


This example, which generated Figure 4.29 in the text, shows the use of Simulink to 
simulate the effect of saturation nonlinearity on an open-loop system. Figure C.10 
shows a Simulink block diagram formed by following Steps (1) through (5) in 
Section C.2 above. 

Saturation nonlinearity is an additional block that we have not used 
before. Saturation is obtained by dragging to your model window the Satura- 
tion block in the Simulink Library Browser window under Discontinuities as 
shown in Figure C.11(a) and setting its parameters to those shown in Figure 
C.11(b). 

Now run the simulation by making your model window active and selecting 
Start under the Simulation menu of your model window or clicking on the Start 
simulation button on your model window toolbar. Figure C.12 shows the result in 


the Scope window. Apago PDF Enhancer 


Simulation Format Tools Help 
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Example C.2: Simulation to produce Figure 4.29 





FIGURE C.10 Simulink block diagram for Example C.2 
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Simulink Library Browser 
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Showing: Simulink/Discontinuities 



































(a) 


Function Block Parameters: Saturation +5 volts 


Saturation 
Limit input signal to the upper and lower saturation values. 








Treat as gain when linearizing 
Enable zero-crossing detection 
Sample time (-1 for inherited): 





b) 
FIGURE C.11 a. Simulink library for nonlinearities; b. parameter settings for saturation 
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68/02 P ABBAR 


Time offset: 0 





FIGURE C.12 Scope window after simulation of Example C.2 stops. The lower curve is the 
output with saturation 


Example C.3 





Simulating Feedback Systems 


Simulink can be used for the simulation of feedback systems. Figure C.13(a) is an 
example of a feedback system with saturation. 

In this example, we have added a feedback path (see Step (4) in Section C.2) 
and a summing junction, which is obtained by dragging the Sum block from the 
Simulink Library Browser, contained in the Math Operations library, to your 
model window. The Function Block Parameters: Sum window, Figure C.13(b), 
shows the parameter settings for the summer. You can set the shape as well as set 
the plus and minus inputs. In the list of signs, the “|’’symbol signifies a space. We 
place it at the beginning to start the signs at “nine o’clock,’’ conforming to our 
standard symbol, rather than at “12 o’clock.” The result of the simulation is shown 
in Figure C.14. 
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Lc apcex3 * 
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Example C.3; Simulation of a feedback system with a nonlinearity 


=} Function Block Parameters: Sum 


Sum 

Add or subtract inputs. Specfy one of the following: 

gaa +r - for each input port, | for spacer between ports (e.g. ++]-| 
+4 

b) scalar, >= 1, specifies the number of input ports to be summed. 

When there is only one input port, add or subtract elements over all dimensions or one 
specified dimension 





List of signs: 


Sample time (-1 for inherited): 








(oO) [cance] [Latico 





(b) 
FIGURE C.13 a. Simulation block diagram for a feedback system with saturation; b. block 
parameter window for the summer 
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Time offset: 0 





FIGURE C.14 Simulation output for Example C.3 


Example C.4 





Simulating Digital Systems 


This example demonstrates two methods of generating digital systems via Simulink 
for the purpose of simulation, as shown in Figure C.15. 

The first approach uses a linear transfer function cascaded with a Zero-Order 
Hold block obtained from the Simulink Library Browser under the Discrete block 
library, shown on the right-hand side of Figure C.16. The second method uses a 
discrete transfer function also obtained from the Simulink Library Browser under 
the Discrete block library. The remainder of the block diagram was obtained by 
methods previously described. 

The block parameters for the Zero-Order Hold and Discrete Transfer Fen 
blocks are set as shown in Figures C.17(a) and (b), respectively. 

Select Configuration parameters ... under the Simulation menu in your 
model window and set the simulation stop time to 4 seconds, the type to fixed- 
step, and the solver to ode4 (Runge-Kutta). The result of the simulation is shown in 
Figure C.18. 
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Example C.4: Simulation of digital systems 
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Showing: Simulink/Discrete 
FIGURE C.16 Simulink library of discrete blocks 
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[E] Function Block Parameters: Zero-Order Hold 


Zero-Order Hold 
Zeto-order hold. 


Parameters 


Sample time [-1 for inherited): 


L] Function Block Parameters: Discrete Transfer Fen 
Discrete Transfer Fon 


Implement a z-transform transfer function. Specify the numerator and denominator coefficents in descending powers of z. 
The order of the denominator must be greater than or equal to the order of the numerator. 


The numerator coefficients must either be a scalar b0 or a vector [b0 b1 b2 ...]. The denominator coefficients must either be 
a scalar a0 or a vector [a0 a1 a2...]. 











Numerator coefficients: | [1 -0.214 














Denominator coefficients: | [1 -0.607] 








Initial states: [o 











Sample time (-1 for inherited): |0.5 
[C] Optimize by skipping divide by leading denominator coefficient (a0) 








(b) 
FIGURE C.17 Function Block parameter windows for: a. Zero-Order Hold block; b. Discrete Transfer Fen block 
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FIGURE C.18 Outputs of the digital systems 





@ summary J 


This appendix explained Simulink, its advantages, and how to use it. Examples were 
taken from Chapters 4, 5, and 13 and demonstrated the use of Simulink for 
simulating linear, nonlinear, and digital systems. 

The objective of this appendix was to familiarize you with the subject and get 
you started using Simulink. There are many blocks, parameters, and preferences that 
could not be covered in this short appendix. You are encouraged to explore and 
expand your use of Simulinkby using the on-screen help that was explained earlier. 
The references in the Bibliography of this appendix also provide an opportunity to 
learn more about Simulink. 
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Appendix D: Labview™' Tutorial 


@ 0.1 Introduction 


LabVIEW is a programming environment that is presented here as an alternative to 
MATLAB. Although not necessary, the reader is encouraged to become acquainted 
with MATLAB before proceeding, since familiarity with MATLAB can enhance the 
understanding of the relationship between textual (MATLAB) and graphical (Lab- 
VIEW) programming languages and extend the functionality of LabVIEW. In this 
tutorial, we will show how to use LabVIEW to (1) analyze and design control 
systems, and (2) simulate control systems. This appendix was developed using 
LabVIEW 2009. 

LabVIEW is a graphical programming environment that produces virtual 

instruments (VI’s). A VI is a pictorial reproduction of a hardware instrument on 

our computer screen, such as an g¢qill or r can 
ee ss various controls and ApSGS RDP En ah EE 
respectively, to your program. Underlying each control and indicator is an associated 
block of code that defines its operation. The LabVIEW model thus consists of two 
windows: (1) Front Panel, which is a replica of the hardware front panel showing the 
controls and indicators, and (2) Block Diagram, which contains the underlying code 
for the controls and indicators on the Front Panel. 

Associated with the Front Panel window is a Controls palette window 
containing numerous icons representing controls and indicators. The icons can 
be dragged onto a Front Panel window to create that control or indicator. 
Simultaneously, the associated code block is formed on the Block Diagram 
window. 

Alternately, the block diagram can be formed first, and then the front 
panel is created from the block diagram. Associated with the Block Diagram 
window is a Functions palette window containing numerous icons representing a 
wide range of functions. Icons can be dragged onto a Block Diagram window to 
create that code block. 

For example, Figure D.1(a) is the front panel of a signal generator. The 
generator consists of a control to select the signal type and a waveform graph 
that shows the output waveform. Figure D.1(b) shows the underlying code, which is 
contained in the code blocks. Here, the signal type selector is a control, while the 
waveform graph is an indicator. Later we will show how to make connections to 
other VI’s. The palette windows for the front panel and block diagram are shown 
respectively in Figures D.1(c) and (d). 


‘LabVIEW is a registered trademark of National Instruments Corporation. 
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> Untitled 7 Front Panel * 
File Edit View Project Operate Tools Window Help 








Þ Untitled 1 Block Diagram * 
File Edit View Project Operate Tools Window Help 








(b) 
FIGURE D.1 A LabVIEW function generator VI: a. Front Panel window; b. Block Diagram 
window; (figure continues) 


@ 0.2 Control Systems Analysis, Design, and Simulation 


LabVIEW can be used as an alternative to or in conjunction with MATLAB to analyze, 
design, simulate, build, and deploy control systems. In addition to LabVIEW, you will 
need the LabVIEW Control Design and Simulation Module. Finally, as an option that 
will be explained later, you may want to install the MathScript RT Module. 
Analysis and design can be thought of as similar to writing MATLAB code, 
while simulation can be thought of as similar to Simulink. In LabVIEW, analysis and 
design, as opposed to simulation, are handled from different subpalettes of the 
Functions window’s Control Design and Simulation palette. See Figure D.1(d). 
Analysis and design, and simulation will typically begin with the Block Diagram 
window, where icons representing code blocks will be interconnected. Parameters 
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Programming 
Measurement I/O 
Instrument I/O 

Vision and Motion 
Mathematics 

Signal Processing 

Data Communication 
Connectivity 

Control Design & Simulation 


A = 
= | 


Simulation Control Design 


Controls 


i\4r"rwrvwrwevey 


SignalExpress 
al > » 
= zo he | 
Acquire Signals Generate Sig... Create Signals 
oe” 2 yey 
| Load/Save Si... Processing Analysis 
> 


Text Inds Graph Indicat... 


Control Design & Simulation 
«NET & Activex 

Signal Processing 

Addons 

User Controls 

Select a Control... 


> 
> 
> 





(c) 
FIGURE D.1 (Continued) c. Controls palette; d. Functions palette 


used by the code can be conveniently selected, changed, and passed to the code 
through VI controls on the Front Panel window created from the code icons. Any 
results, such as time response, can be displayed through VI indicators on the Front 
Panel window created from the code icons. 


@ 0.3 Using Labview 


The following steps start you on your way to using LabVIEW for control systems 
analysis, design, and simulation. These steps will be illustrated in the examples that 
follow. 


1. Start LabVIEW LabVIEW starts with the Getting Started window shown in 
Figure D.2, where you can select a New file or Open an existing file. You may also 
select various resources. Selecting Blank VI under the New label or New VI under 
the File menu brings up the Front Panel and Block Diagram windows shown in 
Figure D.1. If necessary, a window can be opened from the Window tab on the 
menu bar of the Front Panel and Block Diagram. 

Right-click the Block Diagram window to bring up the Functions palette and 
click the thumb tack in the upper left-hand corner to dock the window. Repeat for 
the Front Panel window to access the Controls palette. 
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P."Getting Started 


File Operate Tools Help 


T4 LabVIEW 


New Latest from nicom 





H Blank VI 


HEJ Empty Project 
E] VI from Template... 
O More... 


Open 


W Figure D_1.vi 
( Browse... 


Request Support 
Help 
Getting Started with LabVIEW 
LabVIEW Help 
List of All New Features 
Examples 
Q, Find Examples... 


FIGURE D.2 LabVIEW’s Getting Started window 
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2. Select blocks Make the Block Diagram window active, or access it from Window 


on the menu bar. Right-click the Block Diagram window or use the View menu to 
bring up the Functions palette. Expand the palette window by clicking the double- 
up arrows at the bottom. At the top of the palette window click View, and select 
View This Palette As/Category (Icons and Text) to add a text description below 
each icon. For control systems analysis, design, and simulation, expand Control 
Design & Simulation in the Functions palette by clicking the arrow to the left of 
this category. 

If you are performing a simulation click the subpalette Simulation. If you are 
performing control system analysis or design, click the subpalette Control Design. 
An arrow in the upper-right corner of a subpalette indicates additional underlying 
palettes or blocks. 

If the name of the icon is incomplete, resting the mouse over the icon will bring 
up its complete identification. To obtain detailed help about an icon, right-click 
the icon and select Help. 


. Move blocks to the block diagram window To move the icon to the Block 


Diagram, left-click the mouse to attach the icon (some icons take a little time to 
complete this operation). When the pointer turns into a hand, click the spot on the 
Block Diagram where you want to place the icon. 


. Obtain information about the block You will now want to obtain information 


about how to interconnect the block to other blocks and pass parameters to the 
block as well as other characteristics about the block. Select the yellow question 
mark at the right of the Block Diagram toolbar to turn on the Context Help 
window. This window will provide help about a particular icon if you rest your 
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mouse over that icon. Additional help is available under the Help menu on the 
Block Diagram menu bar. Finally, right-click the icon to bring up a menu with 
additional choices, such as Properties, if any. In particular, you will use this menu 
to create the block’s front panel’s controls and indicators. This front panel will be 
your interface with the block to choose parameters and see responses. 


. Interconnect and label blocks Once blocks are placed on the Block Diagram 
they can be moved about by clicking on them or dragging your mouse across 
several or them to establish a selection pattern. After the selection pattern has 
been established, depress the mouse left button and drag to a new location. To 
delete a block, select the block and press the Delete button. 

The context help for the block includes a description of the block’s terminals. 
Let your mouse rest on a terminal until the mouse pointer turns into a spool of 
wire. Click the terminal and then move the mouse to the next icon’s terminal 
where you want to make the connection. Click the destination terminal to 
complete the wiring. Notice that the terminal in the Context Help window blinks 
when your mouse resides above that terminal on the block, ensuring that you are 
on the correct terminal. If you make an error in wiring, click on the wire and press 
the Delete button or right-click the wire and select Delete Wire Branch. 

Block labels can be displayed or hidden. Right-click on the block to bring up 
the pop-up menu and check or uncheck Visible Items/Label to display or hide, 
respectively, the label. Double-clicking on the label above some blocks will allow 
you to select and change the text. One click of the mouse on the label will place a 
selection pattern around the label and allow you to hold down the left key of the 
mouse and move the label to a different location. 


. Create the interface to your block You will now want to create the interface to 
your block in order to control AAPA QnctBD Ee BNRARGeZiew 
responses. This interface will be accessed via the Front Panel window. Right-click 
a terminal on a block for which you want to create an interface. On the pop-up 
menu, choose Create/Control to be able to interact with the block or Create/ 
Indicator to view a response or setting. 


. Set the controls Switch to the Front Panel window and set your controls. For 
example, enter parameter values, select functions, etc. If you want to change 
values and at some future time return to the current values, click on Edit on the 
Block Diagram menu bar and select Make Current Values Default. To return to 
the default values in the future, click on Edit on the Block Diagram menu bar and 
select Reinitialize Values to Default. 


. Run the program Click on the arrow at the left of the toolbar on either the Block 
diagram or Front Panel window to run the program. The program can be run 
continuously by clicking the curved arrow button on the toolbar second from the 
left. Continuously running your program permits changing functions and param- 
eter values during execution. 

In order to identify the buttons, let your mouse rest on a button to bring up a 
context menu. Stop your simulation by pressing the red-dot button, third from the 
left. If you are performing control systems analysis and design, another way to 
continuously run the program is to place a While Loop around your block 
diagram. The loop is available in the Functions palette at Express/Execution 
Control/While Loop. This loop also places a Stop button on the Front Panel. The 
program executes until you press the stop button. In lieu of the Stop button, any 
true/false Boolean can be wired to the condition block (red dot) created inside the 
While Loop. 
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If you are performing simulation, you can use a Simulation Loop available in 
the Functions palette at Control Design and Simulation/Simulation/Simulation 
Loop. Place the Simulation Loop around your simulation block diagram by 
dragging the mouse. Right-click on the Simulation Loop outline and choose 
Configure Simulation Parameters . . . to determine the parameters for executing 
the simulation. The Front Panel indicators and controls are also configurable. 
Right-click on the indicator or control and select Properties. 


C D.4 Analysis and Design Examples 





TryIt D.1 


numg=100; 

deng=[1 2 100]; 

ie (s)! 

G=tf (numg, deng) 

step (G); 

title (‘Angular Velocity') 


In this section, we will present some examples showing the use of LabVIEW for the 
analysis and design of control systems. In the next section, examples of the use of 
LabVIEW for simulation will be presented. 

Analysis and design examples use icons selected from the Control Design 
subpalette under the Control Design and Simulation palette. In the next section 
showing examples of simulation, we will use icons taken from the Simulation 
subpalette under the Control Design and Simulation palette. 


Example D.1 





Open-Loop Step Response 


An ARAI Rsi DEiy Rnkancerk icons from the Control Design 


subpalette and dragging them to the Block Diagram window. The icons represent 
blocks of code and the cascading of code blocks can be thought of as a sequence of lines 
of code. Thus, an advantage of LabVIEW over MATLAB is that the programmer 
does not need to memorize coding language. For example, consider the MATLAB 
code shown in TrylIt D.1 that produces the step response of G(s) = 100/(s* + 2s + 100): 
This step response can be produced in LabVIEW without knowing any 
coding language. We now demonstrate by following each step of Section D.3: 


1. Start LabVIEW Start LabVIEW and select Blank VI from the window shown 
in Figure D.2. 


2. Select blocks From the Functions palette, select the blocks shown in Figure 
D.3(a) and (b). 

3. Move/blocks to the Block Diagram window Drag your icons one at a time to 
the Block Diagram window, Figure D.4. 


4. Obtain information about the block Right-click each of the blocks and be sure 
the first two items under Visible Items are checked. Look at the CD Construct 
Transfer Function Model.vi. A Polymorphic VI Selector is shown at the bottom. 
Click the selector to bring up the menu. Select SISO. This block effectively creates 
the transfer function shown in the first four steps of the MATLAB code in TryIt D.1. 

Repeat for the CD Draw Transfer Function Equation.vi and select TF from 
the Polymorphic VI Selector. This block will write the transfer function 
symbolically in the display. Your selection from the polymorphic vi selector 
should match the format of the transfer function created by the CD Construct 
Transfer Function Model.vi. 
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(a) (b) 
FIGURE D.3 Selecting a. CD Construct . . . and CD Draw. . . ; b. CD Step Response . . . 


Repeat for the CD Step Response.vi. and select TF from the Polymorphic VI 
Selector. This block will collect the data for the step response and permit 
plotting the data. This block effectively creates the last two commands of the 
MATLAB code shown in TryIt D.1. 


. Interconnect and label blocks You should now have the Block Diagram 
window shown in Figure D.4. Interconnect the code blocks. Click on the 
question mark on the right side of the toolbar to bring up the context menu. 
As your mouse passes above an icon, its context menu appears, showing the 
terminals. See Figure D.5. Interconnect the terminals by letting the mouse rest 
on a terminal until it becomes a spool of wire. 


864 Appendix D LabVIEW Tutorial 


> Example 1.vi Block Diagram * 
File Edit View Project Operate Tools Window Help 





CD Construct Transfer Function Model.vi CD Step Response. vi 
zea 


[TF] 


CD Draw Transfer Function Equation. vi 
Loe] 














Transfer Function Model 


CD Construct Transfer Function Model. vi 
=x 


=: = Transfer Function Model 
Denominator ee | 
Delay — 
error in (no error) == 


Creates a transfer function representation of a system using the 
Sampling Time (s), Numerator, Denominator, and Delay. This 
VI also produces a transfer function model which specifies the data in 
symbolic form. You must manually select the polymorphic instance to 








FIGURE D.5 Context Help for CD Construct Transfer Function Model.vi 


Click on the terminal and then click on the destination terminal. The two 
terminals will appear as wired together. Continue wiring terminals until you 
have the Block Diagram window shown in Figure D.6. Mid-wire connections as 
shown can be made by letting your mouse rest at the connection point until it 
becomes a spool of wire. 


6. Create the interface to your block You will now want to create the interface to 
specify parameters and view responses. This step will create the interface that 
will be accessed on the Front Panel window. The interfaces we will create are: 


¢ CD Construct Transfer Function Model.vi input parameter controls. Right-click 
on the numerator terminal shown in Figure D.5 and select Create/Control. 
Repeat for the denominator. 
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> Example 1.vi Block Diagram * 
File Edit View Project Operate Tools Window Help 











FIGURE D.6 Interconnected blocks 


CD Step Response.vi response plot indicator. Right-click on the Step Response 
Graph terminal and select Create/Indicator. 

CD Draw Transfer Function Equation.vi symbolic transfer function indicator. 
Right-click on the Equation terminal and select Create/Indicator. Your Block 
Diagram should now look similar to Figure D.7(a). 


As an option, you can create transfer functions using a MathScript block if the 
MathScript RT Module is installed. This option is generally compatible with 
MATLAB’s M-file code state pap AGAPE rawAMABAeTaces 
are then created to pass parameters to and from the M-file code. You should be 
familiar with MATLAB to use this option. The MathScript block is found in the 
Programming/Structures/MathScript palette. You create M-file code inside the 
MathScript block. Input and output interfaces are created and named identically 


> Example 1.vi Block Diagram * 
File Edit View Project Operate Tools Window Help 























(a) 


FIGURE D.7 Block Diagram window: a. with Control Design blocks and interfaces; 
(figure continues) 
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Þ Example 1 with MathScnpt.vi Block Diagram 


File Edit View Project Operate Tools Window Help 








CD Draw Transfer Function Equation. vi 





(b) 


FIGURE D.7 (Continued ) b. with MathScript block 


FIGURE D.8 Front Panel: a. for 
Block Diagram shown in 
Figure D.7(a); (figure continues) 


to those within the M-file code. However, when using MathScript, you must 
create controls first on the Front Panel, rather than the Block Diagram. For 
example, to create the numeric interfaces for K, a, and b, right-click the Front 
Panel to produce the Controls palette. From this palette, produce each numeric 
control from Modern/Numeric/Numeric Control. The resulting controls are 
shown in Figure D.8(b). These interfaces are then wired to the appropriate 
Apago th PRP DErnh Aqgycede Diagram should now look similar 
to'Figure D.7(b). 

On the Block Diagram window menu bar, select Window/Show Front Panel. 
You will see the Front Panel shown in Figure D.8 created by your interfaces. You 
can double-click the labels above your interfaces either in the Front Panel 
window or the Block Diagram window to change the label to be more descrip- 
tive of your project. 


. Set the controls Using the Front Panel window, enter polynomial coefficients 


for the numerator and denominator in ascending order—lowest to highest. The 
selector to the left of the numerator and denominator shows the power of s for 
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> Example 7 with MathScript-vi Front Panel * 


Ele Edit View Project Qperate Tools Window Help 
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FIGURE D.8 (Continued) 


b. for Block Diagram shown in 


(b) Figure D.7(b) 


the left-most coefficient. Increasing the counter allows entry of higher-order coeffi- 
cients not visible originally. To make all coefficients of a polynomial visible, let the 
mouse move on the right-hand edge of the polynomial indicator until the pointer 
becomes a double arrow and blue dots appear at the left and right edges of the entire 
polynomial indicator. You can t ti d s. 
Familiarize yourself with napa © ODF o arhaneeti the 

pop-up menus created when you right-click on any indicator or control. For 
example, under the Edit menu, among other choices, you can Make Current 
Values Default or Reinitialize Values to Default. Right-clicking the indicators 
or controls brings up a menu from which, among other choices, Properties can be 
selected to configure the indicator or control as desired. 

. Run the program Figure D.9 shows Example D.1 after execution. The figure 


shows the values entered, the equation, and the step response. Execution 
was initiated by clicking the arrow at the left of the toolbar. 

















FIGURE D.9 Front Panel after 
execution: a. for block 
diagram in Figure 7(a); 

(figure continues) 
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b"Example 7 with MathScnipt.vi Front Panel * 


Ele Edit View Project Operate Tools Window Help 








FIGURE D.9 (Continued) 
b. for block diagram in 
Figure 7(b) (b) 








The program can run continuously by clicking the curved arrows on the 
toolbar. Now, change values; hit the Enter key and see the results immediately 
displayed. Stop the er execution by clicking on the red hexagon on the 


tR he HiHat cer the program is to place a While 
Loop arotind the bloc “ieee as shown in Figure D.10(a). The loop is accessed 


from Functions/Express/Execution Control as shown in Figure D.10(b). After 


Functions 











xample 1 with While Loop.vi Block Diagram 



































(b) 
FIGURE D.10 a. Block diagram with While Loop; b. Functions palette showing While Loop location 
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selecting the While Loop, drag the cursor across the block diagram to create 
the continuous loop. A stop button will appear on the block diagram as well as 
on the Front Panel. At the lower right is a Loop Interation icon, which can be 
used to control the While Loop. The reader should consult the on-line 


documentation for further information. 





Example D.2 





Closed-Loop Step Response 


In this example, we show how to display the step response of a unity-feedback 
system. For variety, we represent the open-loop system as a ratio of zeros over poles 














Control Design & Simulation 
L Control Design 
L Model Interconnection 


A & A 


CD Add Mode... CD Subtract... CD Multiply M... 


Ee Eem Koem 

Te CD Divide Mo... CD Horizontal... CD Vertical C... 

=—-3 zs 
oui: a 


m-a CD Append.vi CD Tyanspas... CD Parallel.vi 


iS SS 
oak. 











(a) 
FIGURE D.11 a. Obtaining zero-pole-gain transfer function from the Functions palette; b. Obtaining Feedback 


interconnection from Functions palette 
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with a multiplying gain, analogous to MATLAB’s zpk function. In the previous 
example, we represented the system as a ratio of polynomials, analogous to 
MATLAB’s tf function. 


1. Select blocks The zero-pole-gain transfer function is obtained from the 
Functions palette as shown in Figure D.11(a). We place this transfer function 
in the forward path of a unity-feedback system by following its block with a 
Feedback block obtained from the Functions palette as shown in Figure D.11(b). 


e p Response. vi Block Diagram * 
File Edit View Project Operate Tools Window Help 
DES m oeeo oaan 





CD Construct Zero-Pole-Gain Model.vi CD Feedback.vi CD Step Response. vi (jipa 

















(a) 


Þ “Closed-Loop Step Response.vi Front Panel 
file Edit View Project Operate Tools window Help 
D(a] Olu) Borir 2] 














(b) 
FIGURE D.12 a. Block Diagram for Example D.2; b. Front Panel for Example D.2 
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If the Model 2 input to the Feedback block is left unconnected, then a unity- 
feedback interconnection is assumed. Other options for interconnection, such 
as parallel and series, are shown on the palette of Figure D.11(b). 


2. Interconnect and label blocks Producing the closed-loop step response is 
similar to Example D.1, except the step-response blocks are placed at the output 
of the Feedback block. The equation writer is wired to the system output as in 
Example D.1. All data types must be compatible and are shown selected with the 
pull-down menu at the base of the blocks. If you select Automatic in the pull-down 
menu, LabVIEW will select the correct form for you as you connect the blocks. 

The final Block Diagram and Front Panel for this example are shown in 
Figure D.12 (a) and (b), respectively. Notice that you enter open-loop poles, zeros, 
and gain on the Front Panel in place of polynomial open-loop numerator and 
denominator coefficients. 





Example D.3 





Root Locus Analysis and Design 


We can obtain root locus plots by adding the Root Locus block 
obtained from the Functions palette as shown in Figure D.13. 
The Root locus block is connected to the output of the open- 
loop system and a Root Locus Graph indicator is formed at the 
output of the Root Locus block. Apag resultant B F ram 
and Front Panel are shown RD enha 
respectively. 

Figure D.13 shows other characteristic blocks that can be 


added. For example, closed-loop poles and zeros, as well as 
damping ratio and natural frequency, can be displayed. 
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FIGURE D.13 Functions palette showing location 
of Root Locus block 
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> Root Locus Analysis and Design.vi Block Diagram 


Ble Edt Vew Project Operate Tools Window Help 

















(b) 
FIGURE D.14 Windows showing root locus analysis: a. Block Diagram; b. Front Panel 
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Example D.4 





Open- and Closed-Loop Sinusoidal Frequency Analysis and Design 


We can obtain open- and closed-loop sinusoidal frequency response curves by 
replacing the Root Locus block with the Bode block to yield the open-loop 
frequency response. A copy of the Bode block can be added at the output of 
the Feedback block to obtain the closed-loop frequency response. Figure D.15 
shows where to obtain the Bode block. 

Figure D.16 shows the Block Diagram and Front Panel with open- and closed- 
loop Bode analysis. In order to display the plots, the indicators shown at the outputs 
of the Bode blocks were created. 

Figure D.15 shows other alternatives for frequency response analysis. For 
example, in addition to the Bode plots, you can create an indicator telling you the 
gain and phase margins by using the Gain and Phase Margin block. Figure D.17 
shows that result. 

Finally, if you need to use Nyquist or Nichols charts, the associated blocks are 
shown in Figure D.15 and can replace the Bode blocks. 





iv 





qavvwvwvvwrVY 




















FIGURE D.15 Functions window showing frequency response blocks, such as Bode, 
Nyquist, Nichols, and Gain and Phase Margin blocks 
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pen-Loop Bode Magnitude Closed-Loop Bode Magnitude 
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(b) 
FIGURE D.16 Bode analysis via LabVIEW: a. Block Diagram; b. From Panel 
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(b) 
FIGURE D.17 Bode analysis with gain and phase margin: a. Block Diagram; b. Front Panel 
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@ 0.5 Simulation Examples 


Whereas the LabVIEW block sequence for design and analysis is analogous to 
following the code statement sequence in a MATLAB M- file, the LabVIEW block 
sequence for simulation is analogous to following the block sequence of a Simulink 
diagram. 

In this section, we show examples of simulation using LabVIEW. For control 
system simulation, icons for the block diagram are taken from the Simulation 
subpalette under the Control Design and Simulation palette. Our examples will 
parallel the examples shown in Appendix C which uses Simulink. 


Example D.5 





Simulation of Linear Systems 


Create Block Diagram and Front Panel Figure D.18 shows the Block Diagram 
and Front Panel for simulating a linear system. The simulation reproduces 
Example C.1 in Appendix C, which uses Simulink. Blocks are selected from the 
Simulation subpalette under the Control Design and Simulation palette and must 
be placed within the Simulation Loop obtained from Functions/Control Design 
and Simulation/Simulation/Simulation Loop. We now enumerate the detailed steps 
required to create the Block Diagram and Front Panel: 


1. Transfer functions are obtained from Functions/Control Design and Simulation/ 
Apagón PDE Likn FysemeFepfer Function. Right-click on each 
transfer fūnction and select Configuration to enter the parameter values shown 
in Figure D.18(a) or equivalently in Figure C.5 

2. The gain block is obtained from Functions/Control Design and Simulation/ 
Simulation/Signal Arithmetic/Gain. Right-click on the gain block and select 
Configuration to enter the parameter value. 


> "Smulation of Linear Systems.vi Block Diagram * 
Wew Project Operate Tools Window tep 





Transfer Function 3 


Function Function 4 
Transfer Tans Buld Array Simulation Time Waveform 
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(a) 
FIGURE D.18 Simulation of linear systems: a. Block Diagram; ( figure continues) 


D.5 Simulation Examples 


| File Edit View Project Operate Tools Window Help 
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Waveform Chart 








FIGURE D.18 (Continued) b. Front Panel 


3. The step-input block is obtin PETS cee Bae a Talh 


tion/Simulation/Signal Generation/Step Signal. Right-click on the gain block 
and select Configuration to enter the parameter value. 


4. In order to display the three step-response curves simultaneously, we use a Build 
Array block obtained from Functions/Programming/Array/Build Array. 
Drag the bottom of the icon to expose the correct number of inputs three 
for this case). 


5. To create the display, we use the Simulation Time Waveform block obtained 
from Functions/Control Design and Simulation/Simulation/Graph Utilities/ 
Simtime Waveform. Right-click the output of the Simtime Waveform block 
and select Create/Indicator to produce the Waveform Chart icon and the 
Front Panel display. 


Configure simulation loop Finally, set the simulation parameters by right-clicking 
the Simulation Loop and selecting Configure Simulation Parameters... Set the 
parameters as shown in Figure D.19. 


Configure graph parameters On the Front Panel, right-click the graph and select 
Properties to configure graph parameters if required. Select the legend and expand 
it vertically to expose all three plot identities. The titles in the legend can be 
changed to reflect meaningful labels for the plots. 


Run the simulation Perform the simulation by clicking the arrow at the extreme 
left of the toolbar on the Front Panel window. You can erase curves between trials 
by right-clicking the display and selecting Data Operations/Clear Chart. 
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Þ Configure Simulation Parameters 


Simulation Parameters | Timing Parameters | 





Enable Synchronized Timing 
Simulation Time Synchronize Loop to Timing Source 
Timing Source 

Source type 


1 kHz Clock 


1 kHz <reset at structure start> 


Other <defined by source name or terminal> 


Source name 
ikHz 


Minimum Step Sze (s) Maximum Step Size (s) 
1£-10 Ps 
1E-10 s 

Relative Tolerance Absolute Tolerance 


0.001 1E-7 


Discrete Time Step 


Discrete Step Size (5) 
[V] Auto Discrete Time 





(a) (b) 


FIGURE D.19 Configuring the SimAPAGM ad DE: a. Enhancer: b. Timing parameters 





Example D.6 





Effect of Amplifier Saturation on Motor’s Load Angular Velocity 


Create Block Diagram and Front Panel The Block Diagram and Front Panel for 
simulating a dc motor with and without saturation are shown in Figure D.20. The 
Saturation block is obtained from Control Design & Simulation/Simulation/Non- 
liner Systems/Saturation. 





Transfer Function 2 








(a) 
FIGURE D.20 Simulation of a dc motor with and without saturation: a. Block Diagram; (figure continues) 
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(b) 
FIGURE D.20 (Continued) b. Front Panel 


fb "Chart Properties: Waveform Chart 
Appearance || Display Format | Plots | Scales | Documentation | Data Binding 
[Simulation Time (X-Axis) 


Name (Simulation Time 


—Scale Style and Colors 
BB Major tick 
BB Minor tick 
Bh Marker text 


[C] Ignore waveform time stamp on x-axes 





FIGURE D.21 Chart 
Properties: Waveform Chart 
Window 
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Configure simulationloop Configure the simulation loop as shown in figure D.19, 
except change the Final Time (s) in Figure D.19(a) to 10. 


Configure graph parameters On the Front Panel, right click the graph and select 
Properties to configure graph parameters. Select the Scales tab and enter 10 in the 
Maximum box as shown in Figure D.21. Select the legend and expand it vertically to 
expose both plot identities. The titles in the legend can be changed to reflect 
meaningful labels for the plots. 


Run the simulation Perform the simulation by clicking the arrow at the extreme 
left of the toolbar on the Front Panel window. You can erase curves between trials 
by right-clicking the display and selecting Data Operations/Clear Chart. 





Example D.7 





Simulating Feedback Systems 


Create Block Diagram and Front Panel The Block Diagram and Front Panel for 
simulating feedback systems is shown in Figure D.22. The Summation block is ob- 
tained from Control Design & Simulation/Simulation/Signal Arithmetic/Summation. 


Configure Summation and other blocks Right-click the Summation block and 
select Configuration . . . Repeat for other blocks. 

Apago PDF Enhancer | SEN 
Configtre simulation loop Configure the simulation loop as shown in Figure 
D.19, except change the Final Time (s) in Figure D.19(a) to 10. 


Configure graph parameters On the Front Panel, right click the graph and select 
Properties to configure graph parameters. Select the Scales tab and enter 10 in the 
Maximum box as shown in Figure D.21. 


> Simulating Feedback Systems.vi Block Diagram 
fle Edit View Project Qperate Tools Window Help 
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(a) 
FIGURE D.22 Simulation of feedback systems: a. Block Diagram; (figure continues) 
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FIGURE D.22 (Continued ) b. Front Panel 


Run the simulation Perform hAPAGEbyRDEke HnRanwexkeme 


left of the toolbar on the Front Panel window. You can erase curves between trials 
by right-clicking the display and selecting Data Operations/Clear Chart. 





Example D.8 





Simulating Digital Systems with the Simulation Palette 


Digital systems, such as Example C.4 in Appendix C, can be simulated using 
LabVIEW. However, there are restrictions on the transfer functions used in the 
simulation. LabVIEW requires that all inputs to the transfer functions be present at 
the beginning of the simulation or else a cycle error will result. Unfortunately, this 
requirement limits the use of transfer functions to those with a denominator of 
higher order than the numerator. Under these conditions, the reader is advised to 
use either MATLAB or the Control Design palette rather than the Simulation 
palette of the Control Design & Simulation function. 

Our first digital example will simulate a digital feedback system using the 
Simulation palette with proper transfer functions. The next example will simulate 
Example C.4 in Appendix C, which does not have proper transfer functions, using 
LabVIEW’s Control Design palette. 


Create Block Diagram and Front Panel The Block Diagram and Front Panel for 
simulating digital systems is shown in Figure D.23. The Discrete Zero-Order Hold 
block is obtained from Control Design & Simulation/Simulation/Discrete Linear 
Systems/Discrete Zero-Order Hold. The Discrete Transfer Function is obtained 
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> ‘Simulating Digital Closed Loop Systems.vi Block Diagram” 
| Fle Edit View Project Qperate Tools Window Help 


3f | 13pt Applicaton Font |e ee oe 











Discrete Zero-Order Hold Transfer Function 
ee Build Arr 


O0 = 


Discrete Transfer Function 





(a) 


> "Simulating Digital Closed Loop Systems. vi Front Panel * 
File Edit View Project Operate Tools Window Help 
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Simulation Time 





(b) 


FIGURE D.23 Simulation of digital systems with Simulation palette: a. Block Diagram; 
b. Front Panel 


from Control Design & Simulation/Simulation/Discrete Linear Systems/Discrete 
Transfer Function. 


Configure Discrete Zero-Order Hold and other blocks Right click the Discrete 
Zero-Order Hold block and select Configuration . .. Set the sample period to 0.5 
second. Configure the transfer functions as shown on the Block Diagram. Con- 
figure the Step Signal to be a unit step. 


Configure simulation loop Configure the simulation loop as shown in Figure D.19. 


D.5 Simulation Examples 


Configure graph parameters On the Front Panel, right click the graph and select 
Properties to configure graph parameters. Select the Scales tab and enter three in 
the Maximum box for both the x-and y-axes as shown in Figure D.21. Select the 
legend and expand it vertically to expose both plot identities. The titles in the 
legend can be changed to reflect meaningful labels for the plots. 


Run the simulation Perform the simulation by clicking the arrow at the extreme 
left of the toolbar on the Front Panel window. You can erase curves between trials 
by right-clicking the display and selecting Data Operations/Clear Chart. 

The simulation shows the difference in responses obtained by (1) modeling 
the digital system as a zero-order hold cascaded with a linear system (Plot 0), or (2) 
modeling the system with a digital transfer function (Plot 1). 


Example D.9 





Simulating Digital Systems with the Control Design Palette 


In order to avoid cycle errors in LabVIEW, we use the Control Design palette when 
we have transfer functions for which the numerator and denominator are of the 
same order. This example reproduces Simulink Example C.4. 


Create Block Diagram and Front Panel The Block Diagram and Front Panel for 
this example are shown in Figure D.24. Wire the blocks as shown. 




















F3) 
Step Response of Continuous and Discrete 


is 
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(a) 
FIGURE D.24 Simulation of digital systems with the Control Design palette: a. Block 
Diagram; (figure continues) 
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> 'Digital_Simulation_Using Analysis _@ Design Palette Combined Revised & Final.vi Front Panel 


Ele Edit View Project Qperate Tools Window Help 


2 -0.213051 
z - 0.606531 


te Eo s 





— 


| z-0.214 
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FIGURE D.24 (Continued) b. Front Panel 





Most of the blocks were previously discussed in Example D.1 and D.2. Digital 
transfer functions are created using the same blocks as continuous systems, but with 
a nonzero Sampling Time(s) input. 

The CD Convert Continuous to Discrete.vi, is obtained from Functions/ 
Control Design & Simulation/Control Design/Model Conversion/CD Convert 
Continuous to Discrete.vi. 

The Build Array is obtained from Functions/Programming/Array/Build 
Array. Expand the Build Array block to show two inputs. 


Configure parameters for Build Array Right-click on Build Array and select 
Concatenate Inputs. Right-click again on Build Array and select Create/Indicator. 

Right-click the indicator on the front panel and select Replace. Using the 
resulting palettes as shown in Figure D.25, select the XY Graph. 

On the front panel expand the legend to show two graphs. Title the legend 
components as shown. Change the x- and y-axes’ starting and ending points as 
desired by right-clicking the graph and selecting Properties. In the Properties 
window, select Scales and enter the desired information. 

Right-click the graph on the front panel and select Data Operations and 
make your current values the default. Also, right-click again and choose to 
reinitialize to your default values. You may also choose to clear the current 
plot. 
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> Digital” Simulation_Using Analysis & Design Palette Combined Revised & Final.vi Front Panel * 


Sle Gt ew Eroject Operate _ Tools _Wodow_tieb 





Fit Control to Pane 
Scale Object with Pane 








FIGURE D.25 Choosing XYGraph 


Configure parameters for CD Convert Continuous to Discrete.vi Right-click and 
create a control for Sample Time(s), Numerator, and Denominator as described in 
Example D.1. Set the values as shown on the Front Panel. 


Configure parameters for CD Construct Transfer Function Model.vi as a discrete 
model Right-click and create a control for Sample Time(s), Numerator, and 
Denominator as described in Example 1. Set the values as shown on the Front Panel. 


Configure parameters for all CD Draw Transfer Function Equation.vi Right- 
click and create a control for Equation as described in Example D.1. Set the values 
as shown on the Front Panel. 


Run simulation See Example D.1 for a description. The results are shown in 
Figure D.24(b). 





@ summary 9 


This appendix presented LabVIEW as an alternative to MATLAB for analysis, 
design, and simulation. Our discussion was divided into analysis and design, and 
simulation. 
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Analysis and design is performed by interconnecting code blocks, which is 
analogous to writing in-line code for MATLAB M-files. Since the LabVIEW code 
blocks are represented by icons, an advantage of using LabVIEW is that you do not 
have to know specific code statements. 

Simulation is performed by interconnecting code blocks and is analogous to 
Simulink flow diagrams. 

LabVIEW has more extensive applications than those covered here. You can 
create virtual instruments on your computer monitor that can operate external 
hardware and transmit and receive telemetric data. It is left to the interested reader 
to pursue these advanced topics. 
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Glossary 


Acceleration constant lim s$ G(s) 
sa 


Actuating signal The signal that drives the controller. If this signal is the difference 
between the input and output, it is called the error. 


Analog-to-digital converter A device that converts analog signals to digital signals. 
Armature The rotating member of a dc motor through which a current flows. 
Back emf The voltage across the armature of a motor. 


Bandwidth The frequency at which the magnitude frequency response is —3 dB 


below the magnitude at zero frequency. 
Basis Linearly independent vet RF IR: RDE Enhancer 


Bilinear transformation A mapping of the complex plane where one point, s, is 
mapped into another point, z, through z = (as + b)/(cs + d). 


Block diagram A representation of the interconnection of subsystems that form a 
system. In a linear system, the block diagram consists of blocks representing 
subsystems, arrows representing signals, summing junctions, and pickoff points. 


Bode diagram (plot) A sinusoidal frequency response plot where the magnitude 
response is plotted separately from the phase response. The magnitude plot is dB 
versus log w, and the phase plot is phase versus log w. In control systems, the Bode 
plot is usually made for the open-loop transfer function. Bode plots can also be 
drawn as straight-line approximations. 


Branches Lines that represent subsystems in a signal-flow graph. 
Break frequency A frequency where the Bode magnitude plot changes slope. 


Breakaway point A point on the real axis of the s-plane where the root locus leaves 
the real axis and enters the complex plane. 


Break-in point A point on the real axis of the s-plane where the root locus enters the 
real axis from the complex plane. 


Characteristic equation The equation formed by setting the characteristic polyno- 
mial to zero. 
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Glossary 


Characteristic polynomial The denominator of a transfer function. Equivalently, 
the unforced differential equation, where the differential operators are replaced 
by s or A. 


Classical approach to control systems See frequency domain techniques. 


Closed-loop system A system that monitors its output and corrects for disturbances. 
It is characterized by feedback paths from the output. 


Closed-loop transfer function For a generic feedback system with G(s) in the 
forward path and H(s) in the feedback path, the closed-loop transfer function, 
T(s), is G(s)/[1 + G(s) H(s)], where the + is for negative feedback, and the — is for 
positive feedback. 





Compensation The addition of a transfer function in the forward path or feedback 
path for the purpose of improving the transient or steady-state performance of a 
control system. 


Compensator A subsystem inserted into the forward or feedback path for the 
purpose of improving the transient response or steady-state error. 


Constant M circles The locus of constant, closed-loop magnitude frequency re- 
sponse for unity feedback systems. It allows the closed-loop magnitude frequency 
response to be determined from the open-loop magnitude frequency response. 


Constant N circles The locus of constant, closed-loop phase frequency response for 
unity feedback systems. It allows the closed-loop phase frequency response to be 
determined from the 7 2 phase frequency response. 


Bpago® nRa cer prich an input can be found that 
ce erystate PDF eat a desired initial state to a desired final state in 


finite time. 


Controlled variable The output of a plant or process that the system is controlling 
for the purpose of desired transient response, stability, and steady-state error 
characteristics. 


Controller The subsystem that generates the input to the plant or process. 


Critically damped response The step response of a second-order system with a given 
natural frequency that is characterized by no overshoot and a rise time that is faster 
than any possible overdamped response with the same natural frequency. 


Damped frequency of oscillation The sinusoidal frequency of oscillation of an 
underdamped response. 


Damping ratio The ratio of the exponential decay frequency to the natural 
frequency. 


Decade Frequencies that are separated by a factor of 10. 


Decibel (dB) The decibel is defined as 10 logPg, where Pg is the power gain of a 
signal. Equivalently, the decibel is also 20 logV g, where Vg is the voltage gain of a 
signal. 


Decoupled system A state-space representation in which each state equation is a 
function of only one state variable. Hence, each differential equation can be solved 
independently of the other equations. 


Glossary 


Digital compensator A sampled transfer function used to improve the response of 
computer-controlled feedback systems. The transfer function can be emulated by a 
digital computer in the loop. 


Digital-to-analog converter A device that converts digital signals to analog signals. 


Disturbance An unwanted signal that corrupts the input or output of a plant or 
process. 


Dominant poles The poles that predominantly generate the transient response. 


Eigenvalues Any value, à;, that satisfies AX; = A;x; for x; 4 0. Hence, any value, ij, 
that makes x; an eigenvector under the transformation A. 


Eigenvector Any vector that is collinear with a new basis vector after a similarity 
transformation to a diagonal system. 


Electric circuit analog An electrical network whose variables and parameters are 
analogous to another physical system. The electric circuit analog can be used to solve 
for variables of the other physical system. 


Electrical admittance The inverse of electrical impedance. The ratio of the Laplace 
transform of the current to the Laplace transform of the voltage. 


Electrical impedance The ratio of the Laplace transform of the voltage to the 
Laplace transform of the current. 


Equilibrium The steady-state solution characterized by a constant position or 
oscillation. 


Error The difference between hApAgo PIF off AAN cer 


Euler’s approximation A method of integration where the area to be integrated is 
approximated as a sequence of rectangles. 


Feedback A path through which a signal flows back to a previous signal in the 
forward path in order to be added or subtracted. 


Feedback compensator A subsystem placed in a feedback path for the purpose of 
improving the performance of a closed-loop system. 


Forced response For linear systems, that part of the total response function due to 
the input. It is typically of the same form as the input and its derivatives. 


Forward-path gain The product of gains found by traversing a path that follows the 
direction of signal flow from the input node to the output node of a signal-flow 
graph. 


Frequency domain techniques A method of analyzing and designing linear control 
systems by using transfer functions and the Laplace transform as well as frequency 
response techniques. 


Frequency response techniques A method of analyzing and designing control 
systems by using the sinusoidal frequency response characteristics of a system. 


Gain The ratio of output to input; usually used to describe the amplification in the 
steady state of the magnitude of sinusoidal inputs, including dc. 


Gain margin The amount of additional open-loop gain, expressed in decibels (dB), 
required at 180° of phase shift to make the closed-loop system unstable. 
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Glossary 


Gain-margin frequency The frequency at which the phase frequency response plot 
equals 180°. It is the frequency at which the gain margin is measured. 


Homogeneous solution See natural response. 
Ideal derivative compensator See proportional-plus-derivative controller. 
Ideal integral compensator See proportional-plus-integral controller. 


Instability The characteristic of a system defined by a natural response that grows 
without bounds as time approaches infinity. 


Kirchhoff’s law The sum of voltages around a closed loop equals zero. Also, the sum 
of currents at a node equals zero. 


Lag compensator A transfer function, characterized by a pole on the negative real 
axis close to the origin and a zero close and to the left of the pole, that is used for 
the purpose of improving the steady-state error of a closed-loop system. 


Lag-lead compensator A transfer function, characterized by a pole-zero configura- 
tion that is the combination of a lag and a lead compensator, that is used for the 
purpose of improving both the transient response and the steady-state error of a 
closed-loop system. 


Laplace transformation A transformation that transforms linear differential equa- 
tions into algebraic expressions. The transformation is especially useful for model- 
ing, analyzing, and designing control systems as well as solving linear differential 
equations. 


Lead compensator _A transfer function, characterized by a zero on the negative real 
axis Pp AGOo RDF of BNAANGCAT for the purpose of improving the 


transient response of a closed-loop system. 


Linear combination A linear combination of n variables, x;, for i = 1 to n, given by 
the following sum, S: 


S = KnXn + Kn-1Xn-1 ++ +++ KX 
where each K; is a constant. 


Linear independence The variables x;, for i=1 to n, are said to be linearly 
independent if their linear combination, S, equals zero only if every K; =0 
and no x; =0. Alternatively, if the x;’s are linearly independent, then K,.x, + 
Kn-1Xn-1 +++: + Kix; = 0 cannot be solved for any x+. Thus, no x, can be expressed 
as a linear combination of the other x;’s. 


Linear system A system possessing the properties of superposition and 
homogeneity. 


Linearization The process of approximating a nonlinear differential equation with a 
linear differential equation valid for small excursions about equilibrium. 


Loop gain For a signal-flow graph, the product of branch gains found by traversing a 
path that starts at a node and ends at the same node without passing through any 
other node more than once, and following the direction of the signal flow. 


Major-loop compensation A method of feedback compensation that adds a com- 
pensating zero to the open-loop transfer function for the purpose of improving the 
transient response of the closed-loop system. 


Glossary 


Marginal stability The characteristic of a system defined by a natural response that 
neither decays nor grows, but remains constant or oscillates as time approaches 
infinity as long as the input is not of the same form as the system’s natural response. 


Mason’s rule A formula from which the transfer function of a system consisting of 
the interconnection of multiple subsystems can be found. 


Mechanical rotational impedance The ratio of the Laplace transform of the torque 
to the Laplace transform of the angular displacement. 


Mechanical translational impedance The ratio of the Laplace transform of the force 
to the Laplace transform of the linear displacement. 


Minor-loop compensation A method of feedback compensation that changes the 
poles of a forward-path transfer function for the purpose of improving the transient 
response of the closed-loop system. 


Modern approach to control systems See state-space representation. 


Natural frequency The frequency of oscillation of a system if all the damping is 
removed. 


Natural response That part of the total response function due to the system and the 
way the system acquires or dissipates energy. 


Negative feedback The case where a feedback signal is subtracted from a previous 
signal in the forward path. 





Newton’s law The sum of forces equals zero. Alternatively, after bringing the ma 
force to the other side of the equality, the sum of forces equals the product of mass 


and acceleration. Apago PDF Enhancer 


Nichols chart The locus of constant closed-loop magnitude and closed-loop phase 
frequency responses for unity feedback systems plotted on the open-loop dB versus 
phase-angle plane. It allows the closed-loop frequency response to be determined 
from the open-loop frequency response. 


Nodes Points in a signal-flow diagram that represent signals. 


No-load speed The speed produced by a motor with constant input voltage when the 
torque at the armature is reduced to zero. 


Nonminimum-phase system A system whose transfer function has zeros in the right 
half-plane. The step response is characterized by an initial reversal in direction. 


Nontouching-loop gain The product of loop gains from nontouching loops taken 
two, three, four, and so on at a time. 


Nontouching loops Loops that do not have any nodes in common. 





Notch filter A filter whose magnitude frequency response dips at a particular 
sinusoidal frequency. On the s-plane, it is characterized by a pair of complex zeros 
near the imaginary axis. 


Nyquist criterion Ifa contour, A, that encircles the entire right half-plane is mapped 
through G(s)H(s), then the number of closed-loop poles, Z, in the right half-plane 
equals the number of open-loop poles, P, that are in the right half-plane minus the 
number of counterclockwise revolutions, N, around —1, of the mapping; that is, 
Z = P—N. The mapping is called the Nyquist diagram of G(s) H(s). 
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Glossary 


Nyquist diagram (plot) A polar frequency response plot made for the open-loop 
transfer function. 


Nyquist sampling rate The minimum frequency at which an analog signal should be 
sampled for correct reconstruction. This frequency is twice the bandwidth of the 
analog signal. 


Observability A property of a system by which an initial state vector, x(tọ), can be 
found from u(t) and y(t) measured over a finite interval of time from tọ. Simply 
stated, observability is the property by which the state variables can be estimated 
from a knowledge of the input, u(t), and output, y(t). 


Observer A system configuration from which inaccessible states can be estimated. 
Octave Frequencies that are separated by a factor of two. 


Ohm/’s law For dc circuits the ratio of voltage to current is a constant called 
resistance. 


Open-loop system A system that does not monitor its output nor correct for 
disturbances. 


Open-loop transfer function For a generic feedback system with G(s) in the forward 
path and H(s) in the feedback path, the open-loop transfer function is the product of 
the forward-path transfer function and the feedback transfer function, or G(s) H(s). 


Operational amplifier An amplifier—characterized by a very high input impedance, 
a very low output impedance, and a high gain—that can be used to implement the 
transfer function of a compensator. 


OusAPRQGOn BDEar ENNAN CAKon that expresses the output vari- 


ables of a system as linear combinations of the state variables. 


Overdamped response A step response of a second-order system that is character- 
ized by no overshoot. 


Partial-fraction expansion A mathematical equation where a fraction with n factors 
in its denominator is represented as the sum of simpler fractions. 


Particular solution See forced response. 


Passive network A physical network that only stores or dissipates energy. No energy 
is produced by the network. 


Peak time, 7, The time required for the underdamped step response to reach the 
first, or maximum, peak. 


Percent overshoot, %OS The amount that the underdamped step response over- 
shoots the steady-state, or final, value at the peak time, expressed as a percentage of 
the steady-state value. 


Phase margin The amount of additional open-loop phase shift required at unity gain 
to make the closed-loop system unstable. 


Phase-margin frequency The frequency at which the magnitude frequency response 
plot equals zero dB. It is the frequency at which the phase margin is measured. 


Phase variables State variables such that each subsequent state variable is the 
derivative of the previous state variable. 


Glossary 


Phasor A rotating vector that represents a sinusoid of the form A cos(wt + ¢). 


Pickoff point A block diagram symbol that shows the distribution of one signal to 
multiple subsystems. 


Plant or process The subsystem whose output is being controlled by the system. 


Poles (1) The values of the Laplace transform variable, s, that cause the transfer 
function to become infinite; and (2) any roots of factors of the characteristic 
equation in the denominator that are common to the numerator of the transfer 
function. 


Position constant lim G(s) 


Positive feedback The case where a feedback signal is added to a previous signal in 
the forward path. 


Proportional-plus-derivative (PD) controller A controller that feeds forward to the 
plant a proportion of the actuating signal plus its derivative for the purpose of 
improving the transient response of a closed-loop system. 


Proportional-plus-integral (PI) controller A controller that feeds forward to the 
plant a proportion of the actuating signal plus its integral for the purpose of 
improving the steady-state error of a closed-loop system. 


Proportional-plus-integral-plus-derivative (PID) controller A controller that feeds 
forward to the plant a proportion of the actuating signal plus its integral plus its 
derivative for the purpose of improving the transient response and steady-state error 
of a closed-loop system. 


Quantization error For linear sys ARag oR DEn ENA ANGEK:? of 


signals as a result of the finite difference between quantization levels. 


Raible’s tabular method A tabular method for determining the stability of digital 
systems that parallels the Routh-Hurwitz method for analog signals. 


Rate gyro A device that responds to an angular position input with an output 
voltage proportional to angular velocity. 


Residue The constants in the numerators of the terms in a partial-fraction 
expansion. 


Rise time, T, The time required for the step response to go from 0.1 of the final 
value to 0.9 of the final value. 


Root locus The locus of closed-loop poles as a system parameter is varied. Typically, 
the parameter is gain. The locus is obtained from the open-loop poles and zeros. 


Routh-Hurwitz criterion A method for determining how many roots of a polyno- 
mial in s are in the right half of the s-plane, the left half of the s-plane, and on the 
imaginary axis. Except in some special cases, the Routh-Hurwitz criterion does not 
yield the coordinates of the roots. 


Sensitivity The fractional change in a system characteristic for a fractional change in 
a system parameter. 


Settling time, T, The amount of time required for the step response to reach and 
stay within +2% of the steady-state value. Strictly speaking, this is the definition of 
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the 2% settling time. Other percentages, for example 5%, also can be used. This 
book uses the 2% settling time. 


Signal-flow graph A representation of the interconnection of subsystems that form 
a system. It consists of nodes representing signals and lines representing subsystems. 


Similarity transformation A transformation from one state-space representation to 
another state-space representation. Although the state variables are different, each 
representation is a valid description of the same system and the relationship between 
the input and the output. 


Stability That characteristic of a system defined by a natural response that decays to 
zero as time approaches infinity. 


Stall torque The torque produced at the armature when a motor’s speed is reduced 
to zero under a condition of constant input voltage. 


State equations A set of n simultaneous, first-order differential equations with n 
variables, where the n variables to be solved are the state variables. 


State space The n-dimensional space whose axes are the state variables. 


State-space representation A mathematical model for a system that consists of 
simultaneous, first-order differential equations and an output equation. 


State-transition matrix The matrix that performs a transformation on x(0), taking x 
from the initial state, x(0), to the state x(r) at any time, t > 0. 


State variables The smallest set of linearly independent system variables 
such that the values of the members of the set at time tọ along with known 


for AP AGE@s PDE HARA GEMue of all system variables for all 


t > to. 
State vector A vector whose elements are the state variables. 


Static error constants The collection of position constant, velocity constant, and 
acceleration constant. 


Steady-state error The difference between the input and the output of a system after 
the natural response has decayed to zero. 


Steady-state response See forced response. 
Subsystem A system that is a portion of a larger system. 


Summing junction A block diagram symbol that shows the algebraic summation of 
two or more signals. 


System type The number of pure integrations in the forward path of a unity 
feedback system. 


System variables Any variable that responds to an input or initial conditions in a 
system. 


Tachometer A voltage generator that yields a voltage output proportional to 
rotational input speed. 


Time constant The time for e~” to decay to 37% of its original value at t = 0. 


Time-domain representation See state-space representation. 


Glossary 


Torque-speed curve The plot that relates a motor’s torque to its speed at a constant 
input voltage. 


Transducer A device that converts a signal from one form to another, for example 
from a mechanical displacement to an electrical voltage. 


Transfer function The ratio of the Laplace transform of the output of a system to the 
Laplace transform of the input. 


Transient response That part of the response curve due to the system and the way 
the system acquires or dissipates energy. In stable systems it is the part of the 
response plot prior to the steady-state response. 


Tustin transformation A bilinear transformation that converts transfer functions 
from continuous to sampled and vice versa. The important characteristic of the 
Tustin transformation is that both transfer functions yield the same output response 
at the sampling instants. 


Type See system type. 


Undamped response The step response of a second-order system that is character- 
ized by a pure oscillation. 


Underdamped response The step response of a second-order system that is charac- 
terized by overshoot. 
Velocity constant lim sG(s) 

se 


z-transformation A transformation related to the Laplace transformation that is 
used for the representation, analysis, and design of SPE signals and systems. 


Zero-input response That part of tP2I9. t DE. enhance F itial 


state vector and not the input. 


Zero-order sample-and-hold (z.o.h.) A device that yields a staircase approximation 
to the analog signal. 


Zeros (1) Those values of the Laplace transform variable, s, that cause the transfer 
function to become zero; and (2) any roots of factors of the numerator that are 
common to the characteristic equation in the denominator of the transfer function. 


Zero-state response That part of the response that depends upon only the input and 
not the initial state vector. 


895 


This page intentionally left blank 


Apago PDF Enhancer 


Answers 
to Selected Problems 


Chapter 1 


19. c. x(t) = : —e* G cos 3t + Š sin 3r) 


20. b. x(t) = —e™ + 9te™ + 5e” +t- 2 


Chapter 2 
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3. b. x(t) = 76° 10° 65 00S 3t 65 sin 3t 
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Chapter 3 





1. x= 


Vi 


wI e WlR WIN 
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in, 
y=[0 0 1]|iz, 
Vo 


Note: Lı is left-most inductor in Figure P3.1 in the text. 
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0 
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"R(s) s +582 +2s+3 











Chapter 4 


14. x(t) = sli —4/ oo cos (P — arctan zs) 


20. a. ¢ = 0.375; œn = 4 rad/s; T; = 2.67 s; Tp = 0.847 s; %OS = 28.06 
23. a. s = —6.67+ j9.88 

35. s = —5.79, —1.21 

36. a. ° — 82 — 11s +8 =0 b.s =9.11,0.534, —1.64 


2 2 
40. y(t) = 5 = ee 
43. 
a(t) = | 104550 — 0.045545e4™%  0.218226-02071 — 0,2182204 


| —0.21822¢-9-20871t + 021822747913 —0,045545e7020871t 4. 1,0455e747913t 
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1.0455¢~920871" _ 0,045545e-4.7913" 


x(t) = 
(1) —0.21822¢e~ 97871" + 0. 21822¢e- 4.7913" 


y(t) = 0.6091 1e-°7°87"" + 0.39089e 471% 
73. D = 0.143 N-m-s/rad 
































76. R=9120 
Chapter 5 
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c=[-1 1 0 O]x 
73. Dz; = 3560 N-m-s/rad 
Chapter 6 


1. 2 rhp, 3 lhp, 0 jw 
3. 3 rhp, 2 lhp, 0 jw 


899 


900 


Answers to Selected Problems 


42. 


. 1 rhp, 0 lhp, 4 jæ 

. O rhp, 2 lhp, 2 jæ 

. Unstable 

. 1 rhp, 2 lhp, 4 jæ 

. K> : K<-l1 

. a —4 < K < 20.41; b. 1.36rad/s 

. a. 0< K < 19.69; b. K= 19.69; ce. s= + j1.118, —4.5, -3.5 


2 
—-~<K<0 
3S < 


Chapter 7 


4 
7 


10. 


-© step(CO) = 0; eramp(0o) = 127.5;  eparabola(oo) = 00 

. ė(œ0) = 0.9 

a. %OS = 14.01; b. Ts =0.107sec; c €step(00) = 0; 
d. Cramp (00) = 0.075; €. @parabola (oo) = 0O 








13. a. Kp ; K, =0, Ka =0; b. e(00) = 37.5, 00, 00, respectively; 
c. Type 0 

20. K = 110,000 

27. B=1, K = 1.16, a = 7.76, or B= —1, K = 5.16, a = 1.74 

31. APagouPDE;: Enhancer 

35. Kı = 125,000, K2 = 0.016 


. a. Step: e(oo) = 1.098; ramp: e(00) = oo 


Chapter 8 


16. 
19. 
20. 


23. 


26. 
30. 
39. 
42. 


Breakaway point = —2.333; asymptotes: oa= —5; jæœ-axis crossing = + j 7.35 
8 
b. Asymptotes: o, = =z; c. K = 140.8; d. K = 13.12 


K = 9997; a=7 
a. Og = 2, b. s = —1.38, —3.62; e. 0< K <126;d. K = 10.3 
b. K =9.4; c. T, = 4.62s, T, = 1.86s; d. s= —4.27; e0< K < 60 


a=9 
a. 0 < K < 4366; b. K = 827.2; e. K = 527.6 
a. K = 170.1; b. K = 16.95 


Chapter 9 


1 


0.1 
. G(s) = 2 = ; K ~ 72.23 for both cases; K,, = 2.44; Kpy = 00; 


%OSo = OSN =16.3; Tso = Ty, = 2.658 
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9. a. s = —2.5+ j5.67; b. Angle = —59.27°; e. s= —5.87 
d. K = 225.79; e. s = —11.59, —1.36 
10. a. s = —2.4 + 74.16; b.s=-6.06; ce. K = 29.12; 
d. s = —1.263; f. Kı =48 
s+7 
s + 37.42 
24. a. Kye = 10; Ke = 9.95; b. Kp, = 1.25; Kp, = 6.22; 
c. DOSu = KOS, = 4.32; 


d. Uncompensated: exact second-order system, approximation OK; 
compensated: closed-loop pole at —0.3, closed-loop zero at —0.5, simulate 
. Approach to final value longer than settling time of uncompensated system 


404.1(s + 0.5)(s + 4) 
(s +2)(s + 4)(s +0.1)(s + 28.36) 


improvement in speed. 


25. G(s) = CCED x _ 308 
S 


28. Poles = —0.747 + j1.237, —2.51 ; zeros— none 





14. a. G(s) = 





K = 5452; dominant poles = —4.13 + j10.78 


© 


pe 





Giic(s) = yields approximately a 5 times 





Chapter 10 


10. System 1: 0< K < 490.2; System 2: 0< K < 1.4; System 3: 1< K < œ 
(Answers are from exact frequency pala 
11. a. System 1: Gy = —6.38 dB: Apage ( Es aABnhancemncy 
response) 
15. c. wgw = 2.29 rad/s 


23. System 2: T, = 2.23 sec, T, = 0.476 s, %OS = 42.62 (Answers are from exact 
frequency response) 


44. Gy = 1.17 dB, By = 6.01° (Answers are from exact frequency response) 


Chapter 11 


1. a. K = 2113 (Answer is from exact frequency response) 
2. a. K = 2365 (Answer is from exact frequency response) 
3. a. K = 575 (Answer is from exact frequency response) 





s+2.701 
12. G-(s) = 545.954’ K = 7936 
(Answer is from exact frequency response) 
(s + 0.097) (s + 2.16) 





21. G,(s) = , K = 25.189 


S 
(Answer is from exact frequency response) 


Chapter 12 
s+3 


1. d. For function i: T(s) = OF (hy + Bs + 16) 
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Pont 6.25 275 71.25 200(s* + 7s + 25) 
3. b. For function i: G(s) = : sti sa ae a Toe 








where a = (25k; — 110k + 285k, + 120) 
b = (750k; — 2200k2 + 2850k: + 800) 
c = 5000k, 


andC=[1 1 1]; B=[71.25 -27.5 6.25]’ was used 
11. a. Uncontrollable; b. Controllable; e. Controllable 


14. K = [92.35 36.78 —7] for a characteristic polynomial of 
(s + 6)(s + 8s + 45.78) = $° + 14s? + 93.785 + 274.7 


23. L =[-671.19 1472.4]" for a characteristic polynomial of s? + 144s + 14, 400 





Chapter 13 
3. a. f(kT) = 229.5(0.4)* — 504(0.6)* + 275.5(0.8)* 
(z + 0.2231) 
-c = 0.395 
Re 2 (z — 0.2231)(z2 + 0.1857z + 0.04979) 
z? + 2.2699z + 0.2995 
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9. Apage UF Enhancer 


14. 0 < K < 15.76 


15. a. K, = 7 e z, 


17. K = 14.18 for 16.3% of overshoot; 0 < K < 109.28 for stability 


*(c0) = 


K, = 0, (oœ) =; Ka = 0, e* (00) = co 
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Open-loop step response, with LabVIEW program, 862-869 
Open-loop systems, 8-9 
block diagram of, 8 
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steady state error and, 346-347 
steady-state error and, 341, 342 
Ramp response error, for lag-lead compensator, 491 
Random-access memory (RAM), 354 
Random early detection (RED) algorithm, 383, 441, 656 
Range of gain for stability 
for time delay systems, 599-600 
via Bode plots, 577-578 
via Nyquist criterion, 570-571 
Range of sampling interval, for stability, 745-746 
Rate feedback, compensating zero via, 497-500 
Raven, F. H., 116, 662 
RCS. See Reaction control system 
Reaction control system (RCS), 6 
Read/write head displacement, 330 
En is breakaway, root locus sketching and, 402—405 
nhancen:. root locus sketching and, 402-405 
Real-axis pole, transient response and, 165 
Real-axis segments, root locus sketching and, 398 
Realization 
active-circuit, 404-405 
of lag-lead compensator, 509 
passive-circuit, 506-507 
Reciprocal, of time constant, 167 
Reference, 8 
Reference input, 34 
Remote-controlled robot, 3 
Residues, 195 
Resistance, 49 
Resistor, 47 
Response, exponential, 164 
Response speed, from open-loop frequency response, 591-592 
Retinal light flux, 443 
Reverse coefficients, stability via, 310 
Richon, J.-B., 452 
Riedel, S. A., 116 
Riegelman, S., 160 
Riseman, E. M., 152, 160 
Rise time, 167, 178 
v. damping ratio, 182 
evaluation of, 181-183 
from transfer function, 181-182 
Rober, S. J., 332, 337 
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Robotic manipulator 

with cascade PI controller, 447 

harmonic drives with, 448 

target environment and, 153 
Robots, 3. See also specific robots 

arc welding, 439 

assembly-line, 354 

FANUC M-410iB, 323 

hospital pharmacy, 664 

industrial, 220, 617 

input commands to, 187 

leg of, 142 

remote-controlled, 3 

with television imaging system, 152 

transport, 288-289 

vacuum, 220 

walking, 141 
Robust design, 12 
Rockwell International, 6, 30, 691 
Romagnoli, J. A., 532, 775, 781 
Room temperature control, 521 
Root locus, 5 

for antenna control, 426 

for compensated system, 462 

with compensator, 460 

without compensator, 460 

control problem for, 388-389 

definition, 388, 392-394 

design via, 455-459 

from general control system, 394 

generalized, 419-421 

for ideal derivative compensation, 473, 475 

lag compensation and, 465 

for lag-lead compensator, 488, 489, 490 

with MATLAB program, 806-808 

for minor-loop feedback compensation, 502 

for notch filter, 492-493 

for PID controllers, 483 

of pitch control loop, 428 

plotting/calibrating, 410 

pole location for, 393 

pole plot for, 393 

pole sensitivity and, 424-425 

for positive-feedback systems, 421-424 

properties of, 394-397 

sample, 456 

for security camera system, 392-393 

starting/ending points and, 398-399 

for uncompensated system, 462 

vector representation of complex numbers and, 389-391 


Root locus analysis/design, with LabVIEW program, 871-872 


Root locus sketching 
angles of departure/arrival in, 407-409 
with asymptotes, 400-402 
behavior at infinity, 399-402 
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branches and, 397 

critical points and, 412-414 

jo-axis crossings and, 405—407 

real-axis breakaway and, 402-405 

real-axis break-in points and, 402-405 

real-axis segments and, 398 

refining, 402-411 

rules for, 411-412 

symmetry and, 397-398 
Root sensitivity, of closed-loop system, 425 
Roots of denominator of F(s) 

complex or imaginary, 41-44 

real and distinct, 38—40 

real and repeated, 40-41 
Rotational mechanical impedances, 76 
Rotational mechanical load, DC motor driving, 81 
Rotational mechanical system transfer functions, 69-74 
Rotational systems 

degrees of freedom in, 70 

driven by gears, 75 
Rotor, 80 
Routh, Edward John, 5 
Routh-Hurwitz criterion 

digital system stability via, 748 

examples of, 314-320 

factoring via, 319 

special cases of, 308-313 


stability, 305-308 
Enhancerm, 314-315 
Routh table 
generating, 306-307 
interpreting, 307 
pole distribution via, 312-313 
with row of zeros, 312-313, 316-317 
stability via, 310-311 
zero in, 308-311 
Rover, 3 
Rubbertuators, 331 
Running resistances, 111 


Safety valve, 4 
Salapaka, M. V., 223, 233 
Salapaka, S., 233 
Salcudean, S. E., 290, 299 
Sales, R. M., 337 
Salminen, R. T., 108, 116, 337, 623 
Sampled-data system. See Digital control systems 
Sampled-data systems 
block diagram reduction of, 740-741 
transfer functions and, 735-739 
z-transform and, 739 
Sampler, modeling, 728-729 
Sarcomere, 292 
Saturation nonlinearity, with MATLAB Simulink program, 
848-850 


Savant, C. J., Jr., 32, 299, 337, 386, 531, 623, 662, 721 
Savaresi, S. M., 531, 623, 780 
Sawusch, M. R., 233 
Scanning probe microscope, 775 
Schematic, for control system, 16-17 
Schierman, J. D., 330, 337 
Schmidt, D. K., 337 
Schneider, R. T., 220, 233, 383, 386 
Schnell, S., 116 
Schouten, A. C., 292, 299 
Sebastian, A., 233 
Second-order step response approximation, 195 
Second-order step response components, 170 
Second-order system damping cases, step responses for, 
172 
Second-order systems, 169-177 
damping ratio of, 173-175 
natural frequency of, 172 
Second-order transfer functions, via testing, 186 
Second-order underdamped responses 
for damping ratio values, 178 
specifications, 178 


Second-order underdamped systems, step responses of, 184 


Security camera system, root locus for, 392-393 


Seering, W. P., 28, 32, 110, 116, 160, 233, 300, 337, 386, 453, 


532, 624, 662, 721, 781 
Segway personal transporter, 27 
Self-guiding vehicle, bearing angle con of, 527 
Semmlow, J. L., 109, 116 
Sensitivity 

of closed-loop transfer function, 362-363 
steady-state errors and, 362-364 
Sensor, 9 
Serial hybrid-electric vehicle, 29 
Series analog, 85-86 
mechanical system converted into, 86 
Series RLC electrical network, 49 
Settling time, 167, 178 
lines of constant, 183 
from pole location, 184 
from transfer function, 181-182 
Severyanova, L. A., 160, 721 
Shaw, D. A., 32 
Shibata, M., 386 
Shin, Y. C., 337 
Shinners, S. M., 721 
Ship roll axis, 212 
Ship stability, 5 
Ship steering, 5 
Shortening muscle velocity, 292 
Short period mode, 224 
Signal-flow graphs 
components, 248 
converting block diagrams to, 249-250 
development stages of, 254 
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of multiple subsystems, 248-251 

of state equations, 254-256 
Similarity transformations 

of multiple subsystems, 266-277 

on state equations, 267 
Simple circuits 

via nodal analysis, 50-51 

via voltage division, 51 
Simulation, with LabVIEW program, 858-859 
Simulation palette, in LabVIEW program, 881-882 
Simulation parameters, in MATLAB Simulink program, 

846-847 
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Simulink (MATLAB), 190, 196, 199, 225, 228, 247, 297, 335, 


384, 720-721, 758, 787-835 
Single loop 
via differential equation, 48-49 
via mesh analysis, 48-50 
via transform methods, 50 
Single node, 50-51 
Sinha, N. K., 721 
Sinusoidal frequency analysis, 5 
Sinusoidal inputs, 19 
SISO Design Tool, 20 
Sivan, R., 300 
Skewis, T., 299 
Smith, C. A., 532, 662 
Smith, C. L., 781 


FAN: block diagram, 440 
shnhancer 


Solar alpha rotary joints, 380 
Solar arrays, in space station, 380 
Soleimani-Mosheni, M., 337, 624 
Solenoid coil circuit, 289 
Solomonow, M., 234 
Son, M., 662 
Source shaft, 76 
Space shuttle, 6 

automatic steering program, 

439 

main engine controller, 10 

multiple subsystems in, 237 

pitch control system, 287-288 
Space station 

solar arrays, 380 

vibration stabilization, 440 
Sparks, A. W., 775,781 
Speed control, 4-5 
Sperry Gyroscope Company, 5 
Spilman, D., 531, 721 
s-plane, digital system stability via, 747-748 
s-plane mapping, onto z-plane, 743 
Split-power hybrid-electric vehicle, 30 
Spring constant, 62, 70 
Spruijt, J. N., 234, 722 
Squid jet locomotion, 109 
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Stability, 11 
closed-loop poles/response in, 304-305 
definition, 302 
determining, 576 
evaluation of, 303 
with MATLAB program, 804-805 
Maxwell’s criterion of, 5 
of missile control system, 743-745 
range of sampling interval for, 745-746 
Routh-Hurwitz criterion of, 305-308 
in state space, 320-323 
via epsilon method, 308-309 
via mapping only positive jw-axis, 571-573 
via Nyquist diagram, 569-573 
via reverse coefficients, 310 
via Routh-Hurwitz criterion, 318-319 
via Routh table, 310-311 


Stability design/transient performance, antenna control and, 


606-607 
Stability design via gain 
in antenna control, 323-324 
in UFSS, 324 


Stability design via root locus, in digital control systems, 755- 


756 
Stability/transient response design, via gain adjustment, 626 
Stable systems, steady-state error and, 341 
Stall torque, 82 
State equations, 122, 123, 124 


of plant, 666 
to transfer function, 140 
State-transition matrix, 203 
Laplace transform of, 203-204 
via Laplace transform, 206-207 
State-variable feedback, plant with, 706 
State variables, 123 
linearly independent, 124-125 
minimum number of, 125-126 
State vector, 123 
graphic representation of, 123 
Static error constants, 349-350, 464 
from Bode plots, 595-596 
steady-state error via, 350-352 
Steady-state actuating signal, for nonunity feedback systems, 
361 
Steady-state error design 
via cascade compensation, 626 
via integral control, 700-704 
Steady-state errors, 2, 15, 19. See also Errors 
antenna control and, 368-371 
assembly-line robots and, 354 
definition, 340 
digital control systems and, 749-753 
digital feedback control system for, 
750 
for disturbances, 356-358 
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signal-flow graphs of, 254-256 
similarity transformations on, 267 
State-feedback design, 683 
State solutions, time domain solution of, 
203-212 
State space, 123 
alternative representations in, 256-265 
cascade form of, 257-259 
controller canonical form of, 260-262 
diagonalizing system in, 270-271 
graphic representation of, 123 
observer canonical form of, 262-265 
parallel form of, 259-260 
stability in, 320-323 
transfer function conversion to, 132-138 
State space conversion, to transfer function, 
139-141 
State-space design, 663-665 
for antenna azimuth position control, 708 
State-space representation, 18, 117 
advantages of, 119 
antenna control and, 144 
application of, 124-132 
computer simulation and, 149 
general, 123-124 
linearization and, 141-143 


from frequency response, 593-597 
improving, 457-458, 482-494 

with MATLAB program, 805-806 
for no integration systems, 347-348 
for nonunity feedback systems, 358-362 
for one integration systems, 348-349 
parabolic input and, 347 

ramp input and, 341, 342, 346-347 
sensitivity of, 362-364 

sources of, 343 

specifications, 353-356 

stable systems and, 341 

from step disturbances, 357 

step input and, 346 

for systems in state space, 364-367 
system type and, 352-353 

in terms of G(s), 345-348 

in terms of T(s), 344-345 

test inputs, 340-341 

test waveforms for, 340 

transient response, 19, 482-494 

for unity feedback systems, 343-349 
using final value theorem, 365 
using input substitution, 367 

via cascade compensation, 459-469 
via static error constants, 350-352 


Steady-state response, 11 
Steady-state velocity error, 375 
Steam-driven power generators, 524 
Steam generator, water level control in, 333 
Steam pressure control, 4 
Steel production, continuous casting in, 294 
Steering control, of F4-E military aircraft, 153 
Stefani, R. T., 32, 220, 233, 299, 337, 380, 386, 531, 
623, 662, 721 
Stefanides, E. J., 662 
Step, 19 
Step disturbances, steady-state errors from, 357 
Step input, steady state error and, 346 
Step responses 
computer simulation of, 429 
of gain-adjusted antenna control system, 427 
of nonminimum-phase network, 194 
of nonminimum-phase system, 192 
of pitch control loop without rate feedback, 
429 
of pitch control loop with rate feedback, 430 
for second-order system damping cases, 172 
of second-order underdamped systems, 184 
of three-pole systems, 189 
for transfer functions, 190 
Step response simulation, for minor-loop feedback 
compensation, 503 
s-transform, table of, 732 
Strobel, K. L., 221, 623 
Student population control system, 25 
Submarine autopilot, 154 
Subsystems, 2. See also Multiple subsystems 
Summers, T. A., 233 
Summing admittances, 56, 86 
Summing impedances, 56, 57 
Summing junctions, 8 
block diagram for, 241 
Summing torques, of pendulum, 142 
Summing voltages, 57 
Sun, M., 225, 233 
Superposition, 88 
Susceptance, 54n 
Suspension design, for quarter-car model, 107 
Sweet, L. M., 233, 623 
Symbolic Math Toolbox, 21 
Symbols list, 783 
Symmetry, root locus sketching and, 397-398 
System matrix, diagonalizing a, 268 
System representation, block diagram of, 34 
System response, 162-163 
with additional poles, 186-190 
from transfer function, 46 
with zeros, 191-196 
Systems in state space, steady-state errors for, 
364-367 
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System step response test, laboratory results of, 168 
System type, steady-state errors and, 352-353 
System variable, 123 


T(s), steady state error as, 344-345 
Tabular method (Raible), 745 
Tachometer 
as position control system, 495 
transfer function of, 496 
Tadeo, F., 721 
Tanis, D., 287 
Tan, X., 152, 160 
Tarin, C., 153, 160, 715, 722 
Tactile feedback suit, 27-28 
Target environment, robotic manipulator and, 
153 
Tasch, U., 292, 300, 776, 781 
Taylor series, 58, 59, 80, 142 
Television imaging system, robot with, 152 
Temperature control system, 4, 24 
chemical process, 525 
Testing 
first-order transfer functions via, 167-168 
second-order transfer functions via, 186 
Test inputs, for steady-state error, 340-341 
Test waveforms, 19 
for steady-state error, 340 


Tate ., 160, 722 
RIGS Kation, 221 


Thermistor, 9 

Thermostat, 6 

Third-order observer, 684 

Third-order system gain design, 416-419 
system characteristics, 417-418 

Thomas, B., 333, 337, 532, 616, 624 

Three-loop electrical network, 56 
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Three-mode controllers. See PID (proportional-plus-integral- 


plus-derivative) controllers 
Three-pole systems 
comparing responses of, 189-190 
component responses of, 188 
step responses of, 189 
Thrust vectoring, 287 
Thukral, A., 337, 661 
Tie, B., 109, 116 
Time constant, 166-167 
exponential, 174 
reciprocal of, 167 
Time delay systems, 597-602 
frequency response plots of, 598-599 
percent overshoot for, 600-601 
range of gain for stability for, 599-600 
Time domain modeling, 117-122 
with MATLAB program, 793-795 
of state solutions, 203-212 
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Time function 
Laplace transform of, 35-36 
z-transform of, 731-732 
Time response 
with MATLAB program, 795-799 
nonlinearities and, 196-198 
Time-varying systems, 118 
Timothy, L. K., 160, 233, 300, 337, 722 
Titanic, 272 
Top-down design, 22 
Torque, of motor, 80 
Torque-angular displacement, 70 
Torque-angular velocity, 70 
Torque equivalent mechanical loading, 80 
Torque-speed curve, 82, 83 
with armature voltage, 82 
Total response, 11 
Tou, J., 781 
Towed vehicle roll control, 332 
Tower Trainer 60 Unmanned Aerial Vehicle, 657 
Towsley, D., 386, 453, 623, 662 
Tracking radar, 382 
Train stopping, closed-loop vehicle response for, 441 
Transducer 
inner ear hair cell, 105 
input, 8 
output, 9 
Transfer function(s), 17 
block diagram of, 45 
from Bode plots, 603-605 
decomposing, 136, 137 
for differential equation, 45 
of digital control systems, 735-739 
electrical network, 47-61 
experimentally obtaining, 602-605 
frequency response from, 538-539 
of human leg, 95-96 
matrix, 139 
nonminimum-phase system of, 192-194 
peak time from, 181-182 
percent overshoot from, 181-182 
poles of, 163 
rise time from, 181-182 
sampled-data systems and, 735-739 
second-order approximation, 190 
settling time from, 181-182 
state space conversion to, 140 
state-space representation to, 140 
step responses for, 190 
system response from, 46 
of translational mechanical system, 61-69 
via Mason’s rule, 252-253 
zeros of, 163 
Transfer function conversion 
with constant term in numerator, 134-135 
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with polynomial in numerator, 136-137 
to state space, 132-138 
Transfer function poles, eigenvalues and, 200-202 
Transformation 
controller design by, 679-681 
observer design by, 695-697 
Transformation matrix, 266, 268, 270, 272 
Transformations 
bilinear, 746-747 
to canonical form, 260-263 
controller design by, 678-681 
observer design by, 693-697 
similarity, 266-270 
Transformed circuit, 49 
Transformed free-body diagram, 63 
Transform methods, single loop via, 50 
Transform of the response, 177 
Transient response, 2, 10 
through component design, 185-186 
desired, 10 
gain design for, 247-248 
improving, 456—457 
modeling, 19 
real-axis pole and, 165 
steady-state errors and, 19, 482-494 
via gain adjustment, 627—630 
Transient response design, via gain adjustment, 415-419, 626 
Transient response design via gain adjustment 
RANAR 126-497, 765-767 
digital control systems and, 756-757 
UFSS and, 427-430 
Transient response improvement, via cascade compensation, 
469-481 
Transient response modeling steady-state error, 19 
Transient response on z-plane, digital control systems and, 
753-755 
Transition method, 303 
Translational mechanical system 
representation of, 130-131 
transfer functions, 61-69 
Transpose, 128 
A Treatise on the Stability of a Given State of Motion (Routh), 5 
TryIt, 40-43, 46, 57, 72, 138, 141, 186, 190, 191, 195, 202, 245, 
248, 261, 263, 271, 308, 316, 322, 353, 355, 359, 364, 365, 
391, 397, 414, 467, 477, 559, 570, 576, 579, 588, 601, 630, 
634, 641, 672, 676, 689, 693, 738, 758 
Tumor cell growth model, 109 
Turnbull, G. A., 32 
Tustin transformation, 759 
Twizell, E. H., 115 
Two degrees of freedom translational mechanical system, 
65-66 
Two-lop electrical network, 52-53 
Two-pole system, zeros and, 191 
Two-tank liquid control system, 521 


Tyberg, V. J., 232 
Tyner, M., 722 


UFSS. See Unmanned Free-Swimming Submersible 
UNAIDS, 32 
Unbounded input, 302 
Uncompensated/compensated system, of ideal derivative 
compensation, 472-473 
Uncompensated system 
ideal derivative compensation and, 472 
root locus for, 462 
Uncompensated system response, ideal integral compensated 
system response and, 463 
Uncontrollable system, 673 
Undamped response, 171, 172 
Undamped second-order systems, 177-186 
Undamped sinusoidal oscillations, 213 
Underdamped curve, 174 
Underdamped response, 170, 172 
using poles, 171 
Underdamped second-order system, pole plot for, 182 
Underwater remote-controlled vehicle, 317 
Uniform-rate sampling, 728 
Uniform rectangular pulse train, 729 
Unit multiplicity, 312n 
Unit parabolic input, for digital feedback control system, 
751 
nit ramp input, for digital feedback cgntrol system, 7 
nit step, first-order system and, 166 Apago PDF 
nit step input, for digital feedback control system, 750-751 
nity feedback systems 
forming an equivalent, 358 
steady state error for, 343-349 
nity gain, 9 
nmanned autonomous vehicle, 527—528 
nmanned Free-Swimming Submersible (UFSS), 
162, 272 
lead/feedback compensation in, 511-513 
open-loop pitch response and, 207-208 
pitch angle control representation, 276-277 
pitch control loop for, 211 
stability design via gain in, 324 
transient design via gain and, 427-430 
Unobservability, via observability matrix, 692-693 
Unstable systems, 303. See also Stability 
Unyelioglu, K. A., 337, 454 
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Vacuum robot, 220 

van der Helm, F. C. T., 292, 299 

van der Molen, G. M., 154, 160 

Van de Vegte, J., 532 

Van Dijk, E., 225, 234, 722 

Van Valkenburg, M. E., 116 

Variable speed wind turbine, feedback control, 718 
Vaughan, N. D., 26, 32, 289, 300 
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Vector-matrix form, 127 
Vector representation, of complex numbers, 389-391 
Vectors 
evaluation of complex function via, 391 
Laplace transform of, 139n 
state, 123 
Vehicle steering control model, 441 
Velocity, 374 
Velocity constant, 594 
Vertical spindle surface grinding, 333 
Venter, J. W., 31, 110, 115, 159, 232, 299, 337, 386, 455, 531, 
623, 662, 721, 789 
Verde, L., 153, 159, 299, 452 
Vertical risers, 4 
Viaro, U., 290, 300, 386 
Vibration stabilization, in space station, 440 
Video disc laser recording, 370 
Vidyasagar, M., 116, 386, 453 
Vieira, A., 160, 721 
Virkkunen, J., 108, 116, 337, 623 
Virtual Experiment, 65, 83, 142, 166, 182, 247, 313, 357, 
473, 501 
Virtual reality simulator, 293 
Viscous damper, 64, 125 
Viscous damping, 17 
Visual cue, human response to, 220 
Voltage-charge, 48 


Br -current, 48 
nhanceren source, 128 


Voltage division, simple circuits via, 51 
Voltage droop control, 442 


Walking robots. See Robots 

Wang, H., 386, 453, 623 

Wang, J. Z., 109, 116 

Water clock, 4 

Water level control, in steam generator, 333 

Watt, James, 5 

Waveforms, 19 

Weiss, R., 152, 160 

Welkowitz, W., 109, 116 

Wie, B., 624 

Winders, 25 

Windmill speed control, 4-5 

Wind turbines, 446 

Wittenmark, B., 759, 780 

Wolfson, P., 233 

Wong, M. C., 386, 453 

Woods Hole Oceanographic Institution, 317 

Wormly, D. N., 28, 32, 110, 116, 160, 233, 300, 337, 386, 453, 
532, 624, 662, 721 


Xia, X., 31, 110, 115, 159, 232, 299, 337, 386, 452, 531, 623, 662, 
721, 780 
Xiong, Y., 233 
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Yan, T., 330, 338, 447, 454, 662 
Yaniv, Y., 292, 300 

Yingst, J. C., 780 

Yoneyama, T., 116, 453, 623 


Zbinden, A. M., 32 

Zedka, M., 223, 234 

Zero(s), 162-163 
entire row is, 310-311 
in first column, 308-309, 314-315 
of first-order system, 163 
in Routh table, 308-311 
system response with, 191-196 
of transfer function, 163 
two-pole system and, 191 

Zero-input response, 203 


Zero-order hold 
ideal sampling and, 730 
modeling, 729-730 
Zero-order sample-and-hold, 726, 
730 
Zero-state response, 203, 214 
Zhou, B. H., 221, 234 
z-plane 
digital system stability via, 742-743 
s-plane mapping onto, 743 
z-transform, 728, 730-735 
digital control systems and, 730-735 
sampled-data systems and, 739 
table of, 732 
theorems, 733 
of time function, 731-732 
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Block Diagram 


Desired Power Motor 


a Potentiometer Preamplifier amplifier and load Gears 
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Azimuth 
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Kyot Tia 
Schematic Parameters 
Parameter Configuration 1 Configuration 2 Configuration 3 
V 10 10 10 
n 10 1 1 
K = = = 
K; 100 150 100 
a 100 150 100 
Ra 8 5 5 
Ja 02 Apago°PDF Enhancer 
Da 0.01 0.01 0.01 
Kp 0.5 1 1 
K, 0.5 1 1 
Nı 25 50 50 
M 250 250 250 
N3 250 250 250 
Jt 1 5 5 
D, 1 3 3 
Block Diagram Parameters 
Parameter Configuration 1 Configuration 2 Configuration 3 
Kpot 0.318 
K = 
Kı 100 
a 100 
Km 2.083 
am 1.71 
Kg 0.1 





Note: reader may fill in Configuration 2 and Configuration 3 columns after completing 
the antenna control Case Study challenge problems in Chapters 2 and 10, respectively. 


Key Equations 














Modeling 

Vo(s) __ Za(s) Vi(s) _ Zi(s) + Zo(s) 

vis) Zs) °°) mo ey TOM) 
b2 Fi Nı T oT N 

a n N (2.133); T a N (2.135) 


Number of teeth of 2 
gear on destination shaft 

Number of teeth of 

gear on source shaft 


Om(S) -i Ki/(RaJm) 
E,(s) 1 KiKy 
sfs + (Dn +442) 


K, T, 
SL (2162); Kp = 
e, 


(see after 2.138) 





(2.153) 








€a 





(2.163) 


no-load 





C(sI— A) 'B+D 





Time Response 


2.2 4 
T,=— (4.9); T,= : (4.10) 
2 
G(s) = =——— (4.22 
(s) S? + 2fons + w ( ) 


%OS = e/V 1?) x 100 (4.38) 














: aoa Pen 

ey ET (4.34); T,= L (4.42) 
Steady-State Error 

eloo) = el) = ig (1.30); Kp =limG(s) (7.33) 
e(00) = eramp(00) = imac (7.31); Ky =limsG(s) (7.34) 
e00) = eparatoa (00) = Fars (7.32); Ky =lims*G(s) (7.35) 
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Root Locus 
/KG(s)H(s) = —1 = 12(2k + 1)180° (8.13) 
_ & finite poles — }° finite zeros 
# finite poles — # finite zeros 
(2k + 1)x 
# finite poles — # finite zeros 


(8.27) 





a 


(8.28) 





a= 


0 = J finite zero angles — ` finite pole angles 


1 1 _ [[ finite pole lengths 


a IGOOH] _ M JĮ] finite zero lengths 


(8.51) 





Frequency Response 


1 
Mp = —— (10.52); =anV1—2¢ (10.53 
P y1- 2 ( ) ®p ow lg ( ) 


WBW On va 2¢7) 





V4c4 — 4+2 (10.54) 





























Enhancer 
@y = tan (10.73) 
-2 + J1+4e4 
1-6. 1-8 
max = tan JE sin IFS (11.11) 
1 1 
max = mF 11.9); Ge j max)| = 11.12 
Omax =F 7g (119); |Gelfrmax)| = Fe (1112) 
State Space 
Cu =[B AB A’B .-- A”™'B] (12.26) 
c 
CA 
x = (A — BK)x+ Br; y= Cx (12.3); Om = ; (12.79) 
ca’ 1 


é,=(A-LCex; y-jy=Cex (12.64) 


Digital Control 


e*(00) = lim(1 — z')E(z) (13.66) 


K, = lim G(z) (13.70); Ky = Lime —1)G(z) (13.73) 
z> z> 


1. 2 
Ka = pime —1)°G(z) (13.75) 


Solutions to Skill-Assessment 
Exercises 


CHAPTER 2 
2.1 


1 
The Laplace transform of t is z using Table 2.1, Item 3. Using Table 2.2, Item 4, 
































Fs) =— 
(s +5) 
2.2 
Expanding F(s) by partial fractions yields: 
A B C - 
F(s) = a T 
s S+2 (s+3Ž {s+ 
Apago PDF ‘Enhancer 
where, 
A= 10 : Ss — 10 : = 
(s + 2)(s + 3) ep 9 s(s +3) ro 
10 _ 10 7 dF(s) 40 
= —, and D = 3 =— 
s(s + 2) S—-3 ae = ve ds so-3 9 
Taking the inverse Laplace transform yields, 
fO = — Se + ies + ao 


2.3 


Taking the Laplace transform of the differential equation assuming zero initial 
conditions yields: 


C(s) + 3s°C(s) + TsC(s) + SC(s) = s*R(s) + 4sR(s) + 3R(s) 
Collecting terms, 
($ + 3s? + 7s + 5)C(s) = (s’ + 4s + 3) R(s) 
Thus, 


C(s) s* + 4543 
R(s) $ +3s?+7s+5 





Solutions to Skill-Assessment Exercises 


2.4 





Cross multiplying yields, 

















dc dc 

qt °gt*=2q +r 
2.5 

1 S 1 A B C 
C(s) = R(s)G(s) = a (s+4)(s+8) s(st+4)(s+8) s = (s+ 4) i (s+8) 
where 
1 1 1 1 1 1 
© (s+4)(s+8)ls o 32 iz s(s + 8) ak 16 bii s(s+4)|s s 32 
Thus, 
S E -8t 

O= 76° tz 
2.6 
Mesh Analysis 
TAPAJ: PRE Bahancer 

S 
0000 
yg > WV 
ws) (F 7 
© s = Vs) 
© i 
I,(s) h(s) 











Now, writing the mesh equations, 


(s + 1)(s) — sh2(s) — I:(s) = V (s) 
=s (s) + (2s + 1)2(s) — I3(s) = 0 
=h (s) — In(s) + (s + 2)J3(s) = 0 


Solving the mesh equations for J(s), 











(s+1) V(s) —1 
—s 0 —1 
i —1 O (s+2)| — (8? +25+1)V(s) 
a(s) = (s+1) =s -1 | s(s?+5s+2) 








Chapter 2 Solutions to Skill-Assessment Exercises 





or 














Nodal Analysis 

Writing the nodal equations, 
(5 +2)Vi6) - vo = V9 
-vi + (2+1) M268) =2 V0) 


Solving for V_(s), 


—1 ~V(s) (s? + 2s + 1) V(s) 


Vi(s) = (42) P ~ (2 + 59 + 2) 





2 
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or 
Vi(s)__ s* +2541 
V(s) s2+5s+2 
2.7 
Inverting 
G(s) = — 2209) _ =100000 _ 
Zils) (10°/s) 
Noninverting 
5 
anaes) _ = 
Z1(s) + Z(s 
G(s) = = =s+l1 
P Zı(s) 10° 
s 
2.8 


Writing the equations of motion, 


(s? + 3s + 1)X (s) — (3s + 1)X%(s) = F(s) 
—(3s + 1)X(s) + (s? + 4s + 1)X%(s)=0 


Solutions to Skill-Assessment Exercises 


Solving for X2(s), 

(2 +3s+1) F(s) 
—(3s + 1) 0 

(2 +3s+1) —(3s+1) 
—(3s+1) (9 +4s+1) 








(3s + 1)F(s) 


X2(s) = ~ s(s + 7s? + 55 +1) 











Hence, 
Xo(s) (3s + 1) 
F(s)  s(s? + 7s? + 5s+1) 





2.9 

Writing the equations of motion, 
(° + 5+ 1)61(s) — (s + 1)@2(s) = T(s) 
—(s + 1)0;(s) + (2s + 2)62(s) = 0 


where 6)(s) is the angular displacement of the inertia. 
Solving for 62(s), 


(+541) T(s) 
— | -(+1) 0| + 1)F(s) 
SEEE) ne eas 


-(s+1) (2s +2) 














From which, after simplification, 


Apago PDF Enhancer 
OS) = sa ee 


2.10 


Transforming the network to one without gears by reflecting the 4 N-m/rad spring to 
the left and multiplying by (25/50)”, we obtain, 








1 N-m-s/rad 60) 
1 N-m/rad 


Writing the equations of motion, 
(s? + s) (s) — s0a(s) = T (s) 
—s0ı (s) + (s + 1)8a(s) = 0 


where 01 (s) is the angular displacement of the 1-kg inertia. 
Solving for 6,(s), 


(° +s) T(s) 
=s 0 _ sT(s) 
(+s) =s Ba 

—s (s+1) 








a(s) = 
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From which, 








2.11 


First find the mechanical constants. 


1 1" 1 
In = hehe 345) = 1+40( 75) =2 


1 1V? 1 
Dn = Da+ Di (3+ i) =5+ soz) =7 


Now find the electrical constants. From the torque-speed equation, set œm = 0 to 
find stall torque and set Tm = 0 to find no-load speed. Hence, 


T stall = 200 
no-load = 25 


which, 
Apag9, PDF Enhancer 
stall 
Rn Eq ~ 100 


E 100 
K = a = —— = 4 
i @no-—load 25 








Substituting all values into the motor transfer function, 


Kr 
Om (s) RaJm 1 


Ea(s) s(s + i) (pn + nik s (s + 3) 


where 0,,(s) is the angular displacement of the armature. 














Now 6, (s) = = (s). Thus, 
6r(s) 1/20 
E,(s) — 15 
S (s + >) 
2.12 
Letting 
(s) = œw (s)/s 
02(s) = (s) /s 


Solutions to Skill-Assessment Exercises 


in Eqs. 2.127, we obtain 
K K 
(ns + Dı + c) w (s) = = 22s) = T(s) 


K K 
~~ als) + (s + Dz +£) 


From these equations we can draw both series and parallel analogs by considering 


these to be mesh or nodal equations, respectively. 


J D; Jy 


0000 0000 
vO > Tey OF 
(O) (t) 


Series analog 














o) K @,(t) 
i 0000 
1 1 
T(t) T J D pD»? D, 
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Writing the nodal equation, 











Parallel analog 


dv, 
Cea) 
But, 
C=1 
V = Vo + ôv 


i, = e = e = eVo tSv 


Substituting these relationships into the differential equation, 


d(vo + ôv) 


tet ai) 


We now linearize e”. 
The general form is 


Substituting the function, f(v) = e”, with v = vo + dv yields, 


V, 
eV x ôv 
dv 








Vo 


Chapter 3 Solutions to Skill-Assessment Exercises 
Solving for e’°**”, 


v 
eVo T8 = de 





ôv =e” +e dv 


Vo 


Substituting into Eq. (1) 


dé 
= +e” + e”sv-—2 = i(t) (2) 


Setting i(t) = 0 and letting the circuit reach steady state, the capacitor acts like an 
open circuit. Thus, vo = v, with i, = 2. But, i, = e* or v, = Ini,. 


Hence, vo = ln 2 = 0.693. Substituting this value of v, into Eq. (2) yields 


dôv : 
“de + 25v = i(t) 


Taking the Laplace transform, 


(s+ 2)dv(s) = I(s) 


Solving for the transfer function, we obtain 








év(s) 1 
I(s)  s +2 
or Apago PDF Enhancer 
V(s) 





1 ig 
Is) so about equilibrium. 


CHAPTER 3 
3.1 


Identifying appropriate variables on the circuit yields 























R 
{— Ne 
— ic, re IR # 
vot |S L [OR 
i, ic, J 
Writing the derivative relations 
dvc 
C L= 
er e 
diz 
ZAS 1 
i (1) 
dv 
OQ = 


Solutions to Skill-Assessment Exercises 


Using Kirchhoff’s current and voltage laws, 


. . . f 1 
ic, =i, +iR = ir +p L — Vo) 


vL = -Vc + Vi 


,=kR=s5 — 
ic, = iR ROL VC) 


Substituting these relationships into Eqs. (1) and simplifying yields the state 
equations as 




















de RG GS Rey Re 
di, 1 eed 1 A 
d è L L' 
dvc, 1 7 1 E 1 7 
dt ~~ RQ ® RC) RG ` 
where the output equation is 
Vo = VC 
Putting the equations in vector-matrix form, 
1 1 1 1 
RC 
Apago PDF ‘Enhanëe 4 
=j] => 0 0 x+ | — |yv,(t 
L en 
1 0 1 1 
RC) RC: RC2 
y=[0 0 1)x 
3.2 
Writing the equations of motion 
(° +5+1)X1(s) —sX(s) = F(s) 
—sX1(s) + (s* +s+ 1)X2(s) —-X3(s) = 


—X(s) + (s? +s + 1)X3(s)=0 
Taking the inverse Laplace transform and simplifying, 


ee ee eee 


ï, = x1 — X2 — X2 + X3 





X3 = —X3 —X37%X2 


Defining state variables, z;, 





Z1 = X1; Z2 = %1; Z3 = X2; Z4 = XQ; Z5 = X3; Z6 = 3 





Chapter 3 Solutions to Skill-Assessment Exercises 


Writing the state equations using the definition of the state variables and the inverse 
transform of the differential equation, 


Z1 = 22 
=X, = i —Mtmet+fa=-wm-mtuat+f 
23 =X, = Z4 





24 = Š, = Hy — XQ — X2 + X3 = Z2 — Z4 — Z3 + Z5 
ž5 = X3 = Z6 
Z6 =X, = —X3 — X3 + X2 = —Z6 — Z5 + Z3 


The output is zs. Hence, y = zs. In vector-matrix form, 





0 1 0 0 0 0 0 
-1 -1 0 1 0 0 1 
p= |r 9 9 1 O Olij LF =[0 0 0 0 1 o 
Eg et Le í 
0 0 0 0 0 1 0 
0 0 1 0 -1 -1 0 
3.3 
First derive the state equations for the transfer function without zeros. 
X(s) 1 
R(s) s2 +7s+9 
Cross multiplying yields Apago PDF Enhancer 


(s* +7s + 9)X(s) = R(s) 
Taking the inverse Laplace transform assuming zero initial conditions, we get 
X+7x+9x =r 
Defining the state variables as, 


X1 = 


x2 = 
Hence, 


Xi = X2 


šX =X = —1x — 9x + r = —9x1 — 7x2 +r 
Using the zeros of the transfer function, we find the output equation to be, 
c = 2x +x = x1 + 2x) 


Putting all equation in vector-matrix form yields, 
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Solutions to Skill-Assessment Exercises 

3.4 

The state equation is converted to a transfer function using 
G(s) = C(sI— A) 'B 


where 


4 0 0 


=4 18 2 
a=] [s=] | aac = [15 0.625]. 


Evaluating (sI — A) yields 


M-as pa "| 
Ul Saale sS 
Taking the inverse we obtain 
1 s —15 
I-A)" =- 
(s ) i ne 


Substituting all expressions into Eq. (1) yields 


3s+5 
i eae Pe 


3.5 


Writing the differential equation we obtain 
Apago PDF Enhancer 
ax 2 _ 
J2 2x" = 10+ ôf (t) 


Letting x = x, + 6x and substituting into Eq. (1) yields 





a 5 
Cte FO) L Aao + Bu)? = 10 + Af) 
Now, linearize x”. 
d 2 
(Xo + 6x)? — x2 = 0) ôx = 2x,dx 


from which 


(Xo + ôx)? = x2 + 2x, dx 


(3) 


Substituting Eq. (3) into Eq. (1) and performing the indicated differentiation gives 


us the linearized intermediate differential equation, 


a5 
<> + Avot = —2x3 + 10 + 5f(0) 


(4) 


The force of the spring at equilibrium is 10 N. Thus, since F = 2x”, 10 = 2x? from 


which 
xo = V5 


Chapter 4 Solutions to Skill-Assessment Exercises 


Substituting this value of x, into Eq. (4) gives us the final linearized differential 
equation. 


= 


+ 4V5 ôx = df(t) 
Selecting the state variables, 

X1 = 6x 

x2 = ôx 


Writing the state and output equations 


x1 = X2 
X2 =x = —4vV 5x1 + 6f (t) 
y= 


Converting to vector-matrix form yields the final result as 


t= a5 ar [ilro 
= (1 O0j]x 


CHAPTER 4 


4.1 


For a step input 


10(s +4)(s +6) Apago PDF Enhancer 


s(s+1)(s+7)(s+8)(s+10) í, + =a +5 to 





C(s) = 


Taking the inverse Laplace transform, 





c(t) = A + Be" + Ce" + De™ + Ee- ™ 


4.2 
1 1 4 4 
“eA ji — E 0.02s; T; = ar 0.08 s; and 
T, === = 0.044 
i a 50 j 
4.3 


a. Since poles are at —6 + j 19.08, c(t) = A + Be™“cos(19.08t + ¢). 

b. Since poles are at —78.54 and —11.46, c(t) = A + Be~®># + CeT! 

c. Since poles are double on the real axis at —15 c(t) = A + Be!“ + Cte“. 
d. Since poles are at +j25, c(t) = A + B cos(25t+ ¢). 

4.4 

a œn = V400 = 20 and 2f@, = 12; ..¢ = 0.3 and system is underdamped. 

e Wn = V900 = 30 and 2f@, = 90; ..¢ = 1.5 and system is overdamped. 

© @n = V225 = 15 and 2fw, = 30; ..¢ = 1 and system is critically damped. 

© @n = V625 = 25 and 2tæœn = 0; ..¢ = 0 and system is undamped. 











ana T 
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Solutions to Skill-Assessment Exercises 


4.5 
on = V361 = 19 and gwn = 16; g = 0.421. 
Non ENE T Se 





fn OnV1— a 
From Figure 4.16, w, 7, = 1.4998. Therefore, T, = 0.079 s. 
—Ern 
Finally, %os = eV1 — & «100 = 23.3% 
4.6 


a. The second-order approximation is valid, since the dominant poles have a real 
part of —2 and the higher-order pole is at —15, i.e. more than five-times further. 





b. The second-order approximation is not valid, since the dominant poles have a real 
part of —1 and the higher-order pole is at —4, i.e. not more than five-times further. 
4.7 


1 0.8942 1.5918 0.3023 
a. Expanding G(s) by partial fractions yields G(s) = rae oi z 2 0 s465 


But —0.3023 is not an order of magnitude less than residues of second-order terms 
(term 2 and 3). Therefore, a second-order approximation is not valid. 


b. Expanding G(s) by partial fractions yields G(s) = : + eee a lies 


But 0.0704 is an order of magnitude less than residues of second-order terms 
(term 2 and 3). Therefore, a second-order approximation is valid. 


4.8 PD h 
seeft Rae, the textbook ae Stock diagram and the output responses. 
4.9 

















Si hol Se le Al 
ie WSs gee Heal ah a 
0 
BU(s) = : 
1/(s+ 1) 
1 
The state vector is X(s) = (sI — A)'K(0) + BU(S)] = rae * 
2(s? + 7s +7) 5s? + 2s —4 


. The output is Y(s)=[1 3]X(s)= (s+ (s+2)(s+3) 








0.5 12 17.5 


s+1 s42 543 
—0.5e™ — 12e” + 17.5e7*. 


b. The eigenvalues are given by the roots of |sI — A| = s? + 5s + 6, or —2 and —3. 
4.10 





. Taking the inverse Laplace transform yields y(t) = 


Mena aa : ao PY ena 
a. Since -A)= - = >_> . Takin e 
5 2 s+5[ à s?+5s+4] -2 s 8 
Laplace transform of each term, the state transition matrix is given by 

4 
Ze = 1 at ee = 2 4 
_ | 3 3 3 3 
P(t) 
2 ot 2 4 l +4 4 at 





Chapter5 Solutions to Skill-Assessment Exercises 


4 1 2 2 
gen" _ Ti aoe 3 —A(t—t) 
b. Since ®(t-— t) = > 1 4 and 
= e 7) + 5 —A(t—t) qe" +4 —A(t—t) 
2 
~ Tot _ Z ete At 


Bue) = | "|; DU- BuG) = 


4 
Le Te™ + zee" 


Thus, x(t) = ®(t)x(0) + fj ®(t — 7) 
1 


CHAPTER 5 


5.1 


1 
Combine the parallel blocks in the forward path. Then, push z to the left past the 
pickoff point. 








S 
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Cs) 


ale 























Combine the parallel feedback paths and get 2s. Then, apply the feedback formula, 





ea s+1 
simplify, and get, T(s) = i oe 
5.2 
G 16 
Find the closed-loop transfer function, T(s) = IFG = s) = ash 16) where 
16 a 


and H(s) = 1. Thus, w, = 4 and 2¢@, = a, from which ¢ = < 


s, 
E 
100 





and G(s) = “iD 





But, for 5% overshoot, ¢ = = 0.69. Since, ¢ = = a = 5.52. 
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Solutions to Skill-Assessment Exercises 


5.3 
Label nodes. 

















-G9 Ny (s) N3 (8) MOT MO s 








N; (8) 














Draw nodes. 


R(s) — Ns) N,(s) N3(s) N48) C(s) 
O O O O O O 
Ns(s) No(s) 
O oO 
N,(s) 
O 


Connect nodes and label subsystems. 
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R(s) 1 N; (s) 5 N3 (s) 


oOo—— OO 


N3 (s) N4 (s) 
o—— o 


a 


y ale 


C(s) 
O 


You 











Chapter5 Solutions to Skill-Assessment Exercises 


5.4 


Forward-path gains are G,G2G3 and G,G3. 
Loop gains are —G1G2H1, —G2H2, and —G3H3. 
Nontouching loops are [—G1G2H;||—G3H3] = G1G2G3HH3 and 
[—G2H|[—G3H3] = G2G3H2H3. 
Also, A= 1 + G,GoH, + G2H2 + G3H3 + G1G2G3H1 H3 + G2G3H2 H3. 
Finally, A; = 1 and A, = 1. 
X TA 
Substituting these values into T(s) = oe = + N : 
T(s) = Gı(s)G3(s)[1 + Go(s)] 
[1 + G2(s)H2(s) + Gi(s)Go(s)Hi(s)|[1 + G3(s)H3(s)] 


yields 











5.5 
The state equations are, 
xy = —2x1 +x 
Xp = —3x2 + X3 
x3 = —3x1 — 4x2 — 5x3 +r 
y=% 


Drawing the signal-flow diagram from the state equations yields 








5.6 


100(s +5) 
From G(s) = ee Sse 4G 


and add the feedback. 


we draw the signal-flow graph in controller canonical form 


100 
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Writing the state equations from the signal-flow diagram, we obtain 


—105 —506 1 
x= X+ r 
1 0 0 


y= [100 500]x 





5.7 
From the transformation equations, 
pig p 4 
1 -4 
Taking the inverse, 
0.4 —0.2 
P = 
P 
Now, 
—2| |1 —0.2 6.5 —8.5 
P'AP = = 
—4 | | —4 —0.3 9.5 -11.5 
-2| |1 
p~! 
—4| |3 
4 


Apagor PDF| E =. -14] 


6.5 —8.5 —3 
= Z+ u 
9.5 —11.5 —11 


y=[0.8 —1.4]z 


Therefore, 


5.8 
First find the eigenvalues. 


|AI— Aj = a ree || ee ree 
Ilo aà —4 -6| | 4 AAG) 


From which the eigenvalues are —2 and —3. 
Now use Ax; = àx; for each eigenvalue, à. 
Thus, 


For A = —2, 


3x1 + 3x. = 0 
—4xı = 4x2 = 0 


Chapter 6 Solutions to Skill-Assessment Exercises 


Thus Xx, = —-X2 
For à = —3 
4x, + 3x. = 0 
—4x, = 3x2 =0 
Thus x; = —x2 and xı = —0.75x2; from which we let 
= [0.707 —0.6 
—0.707 0.8 


Taking the inverse yields 


4 _ [56577 4.2433 
E 5 5 


Hence, 
5.6577 4.2433 1 3 0.707 —0.6 —2 0 
D = P'AP = = 
5 5 —4 —6||—0.707 0.8 0 -3 


5.6577 4.2433] [1 18.39 
P'B= = 
5 5 3 20 





0.707 —0.6 
CP=[1 4] =([-2.121 2.6] 
—0.707 0.8 
Finally, 
“Apaye Enhancer 
Z= 
0 
y= [| -2.121 2.6]z 
CHAPTER 6 
6.1 
Make a Routh table. 
y 3 6 7 2 
sê 9 4 8 6 
s 4.666666667 4.333333333 0 0 
st —4_35714286 8 6 0 
r 12.90163934 6.426229508 0 0 
ka 10.17026684 6 0 0 
s! —1.18515742 0 0 0 
s° 6 0 0 0 





Since there are four sign changes and no complete row of zeros, there are four right 
half-plane poles and three left half-plane poles. 


6.2 


Make a Routh table. We encounter a row of zeros on the s? row. The even polynomial 
is contained in the previous row as —6s* + 0s? + 6. Taking the derivative yields 
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Solutions to Skill-Assessment Exercises 


—24s? + Os. Replacing the row of zeros with the coefficients of the derivative yields 
the s? row. We also encounter a zero in the first column at the s” row. We replace the 
zero with ¢ and continue the table. The final result is shown now as 





sê 1 —6 = 6 
s 1 0 -1 0 
st 6 0 6 0 
s? —24 0 0 0 ROZ 
s E 6 0 0 
s! 144/e 0 0 0 
s? 6 0 0 0 


There is one sign change below the even polynomial. Thus the even polynomial 
(4™ order) has one right half-plane pole, one left half-plane pole, and 2 imaginary 
axis poles. From the top of the table down to the even polynomial yields one sign 
change. Thus, the rest of the polynomial has one right half-plane root, and one left 
half-plane root. The total for the system is two right half-plane poles, two left half- 
plane poles, and 2 imaginary poles. 


6.3 
K(s+20) py SO K(s +20) 
s(st+2)(s+3)) C 1+GQ) s +55 4+ (6+ K)s + 20K 


For outh tahle. 
Apago PpP" Enhancer ăć 
s 1 


Since G(s) = 





(6+ K) 
s 5 20K 
i 30 —15K 
E 5 
s? 20K 





From the s! row, K < 2. From the s° row, K > 0. Thus, for stability, 0 < K < 2. 





6.4 
First find 
s 0 0 2 1 1 (s — 2) 1 1 
lsI¥—Al=//0 s OJ —] 1 7 1 =| —1 (s —7) —1 
00 s —3 4 -5 3 —4 (s+5) 


= s? — 4s? — 33s + 51 


Now form the Routh table. 





s 1 —33 
x —4 51 
s! —20.25 

gs? 51 





There are two sign changes. Thus, there are two rhp poles and one lhp pole. 
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CHAPTER 7 


7.1 
a. First check stability. 
T(s) = G(s) 10s? + 500s+ 6000 | 10(s + 30)(s + 20) 
ae G(s) s3 + 70s? + 1375s + 6000 (s + 26.03)(s + 37.89)(s + 6.085) 





Poles are in the lhp. Therefore, the system is stable. Stability also could be checked 
via Routh-Hurwitz using the denominator of T(s). Thus, 
15 15 








FOE ne) ita G(s) I+% i 

s—0 

15 15 
15tu(t) + ramp) = G a = 21875 

as 25°35 
15 30 i 30 

15u(t) : Eparabola(00) = lim’G@) =F =% since L[15f] = a 

s—0 


b. First check stability. 

o= G(s) 10s? + 500s + 6000 

14+ G(s) s5 +110s4 + 387553 + 4.37e04s2 + 500s + 6000 
10(s + 30)(s + 20) 

(s + 50.01) (s + 35) (s + 25) (s? — 7.189e — 04s + 0.1372) 


From the second-order term in the denominator, we see thatthe system is unstable. 
Instability could also be icemApagonrc h- MARGE the 
denominator of T(s). Since the system is unstable, calculations about steady-state 
error cannot be made. 


7.2 
a. The system is stable, since 
T(s) G(s) 1000(s + 8) 1000(s + 8) 


T(s) 

















~T+G(s) (s+ 9)(s +7) + 1000(s +8) 52 + 1016s + 8063 





and is of Type 0. Therefore, 








1000*8 
K, = lim G(s) = —— = 127, K, = limsG(s) = 0; 
s—0 9 s—0 
and Ky = lim s°G(s) =0 
b. 
1 1 
; = = = 7.8e — 03 
Estep (00) 1+ lim G(s) 14127 e 
(0) =a 0 
SN E lim sG(s) 0- °° 
1 1 
€parabola(0) =7 = 00 


~ lim s°G(s) 0 


s0 
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7.3 


System is stable for positive K. System is Type 0. Therefore, for a step input 















































1 : : : 12K 
Cstep(CO) = Tk = 0.1. Solving for K, yields K, = 9 = lim G(s) = is: from 
which we obtain K = 189. 
7.4 
: . (s +2) 
System is stable. Since G(s) = 1000, and G2(s) = (+4) 
S + 
1 1 
= = = —9.98e — 04 
a E o ae 
s>0 G2(s) s0 
7.5 
‘ : 1 =s 
System is stable. Create a unity-feedback system, where He(s) = T = l 
The system is as follows: 
Rs) + Es) 100 C(s) E 
Apago P 
Thus, 
100 
G= G(s) _ (s +4) _ 100(s + 1) 
“14+ G(S)He(s) 100s §? 955 44 


(s+ 1)(s +4) 
Hence, the system is Type 0. Evaluating K, yields 








100 
Kp = — =25 
4 
The steady-state error is given by 
estep(00) = e = 3.846e — 02 
"AUTER, eS 
7.6 
: K(s +7) 1 1 10 
ON) aa ea eR a 
1+ 70 
Calculating the sensitivity, we get 
_ K oe K (—10)7 7K 


Sek 








~ eðK ( 10 \(104+7K  10+7K 
10+ 7K 
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7.7 


Given 


a= a aeeie 1]; Ris) =~ 


Using the final value theorem, 











. -1 . s -1)] [0 
esep(00) = lim sR(s) [1 — C(s1 - A) "B] = lim |1- [1 1] ecko a 
s+6 ' 
l —3s  s| [0 8 +5s+2 2 
mtg fit tees (|| <meta =3 











Using input substitution, 


P 0 1] 'fo 
sjim af T 


a g 
“144i A a2 
H ? 
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=6 =1 
alr 
1+[1 he at 








8.1 
a F(-74)9) = (—7 + j9+2)(-7+j9+4)0.0339 = = (-5 + j9)(—3 + j9) 
PY (T+ 79)(-7 +9 +3)(-7 +946) (—7+99)(—4 + 79)(—1 +9) 
(—66 — j72) 





(044 — 378) = 0.0339 — j0.0899 = 0.096 < —110.7 


b. The arrangement of vectors is shown as follows: 


jo 
4 


(=7+j9) 


s-plane 








= 0 
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From the diagram, 


F(-7+}9) = M:M4 _ (—3 + j9)(—5 + j9) 


(—66 — j72) 





= MıM;Ms (-1+j9)(—4+j9)(-7+j9) (944 — j378) 


= —0.0339 — j0.0899 = 0.096 <; —110.7° 


8.2 


a. First draw the vectors. 


s-plane 
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From the diagram, 


—3 3 
>> angles = 180° — tan“! (=) — tan`! (=) = 180° — 108.43° + 108.43° = 180°. 


b. Since the angle is 180°, the point is on the root locus. 


K- TI pole lengths _ (VP + F) (VE + 3) 7 
II zero lengths 1 





C. 





8.3 
First, find the asymptotes. 


do poles — zeros (—2 — 4 — 6) — (0) 


4 





Oa 


~ poles — # zeros 3—0 


(2k+1)r_ x e 5x 
3 3? 3 





Qa = 
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Next draw root locus following the rules for sketching. 





Imag Axis 














8 7 6 5 4 3 2 -l 0 1 2 3 
Real Axis 








b. Using the Routh-Hurwitz criteria, we first find the closed-loop transfer function. 
G(s) K(s +2) 
T(s) = = 
1+ G(s) s*+(K—4)s+ (2K +13) 


Using the denominator of T(s), make a Routh table. 








$ 1 2K +13 
s! K — 40 0 
a 2K +13 0 





We get a row of zeros for K = 4. From the s? row with K = 4, s? + 21 = 0. From 
which we evaluate the imaginary axis crossing at v21. 

c. From part (b), K = 4. 

d. Searching for the minimum gain to the left of —2 on the real axis yields —7 at a 
gain of 18. Thus the break-in point is at —7. 
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e. First, draw vectors to a point e close to the complex pole. 








jo 
4 
s-plane 
j3 
1) > 0 
2 0 2 
-j3 x 
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Ache pot 


e point ¢ close to the complex pole, the angles must add up to zero. Hence, 
angle from zero — angle from pole in ae quadrant — angle from pole in 1“ quadrant = 


3 
180°, or tan (3) — 90° — 0 = 180°. Solving for the angle of departure, 
6 = —233.1. 
8.5 


¢=0.5 jo 


s-plane 
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. Search along the imaginary axis and find the 180° point at s = +/4.06. 
. For the result in part (b), K = 1. 
. Searching between 2 and 4 on the real axis for the minimum gain yields the break-in 








at s = 2.89. 
e. Searching along ¢ = 0.5 for the 180° point we find s = —2.42 + j4.18. 
f. For the result in part (e), K = 0.108. 
g. Using the result from part (c) and the root locus, K < 1. 
8.6 
a. 
jo 
€=0.591 N 
s-plane 
“aN x X oO 

6 4 e 0 

Apago PDF Enhancer 
b. Searching along the ¢ = 0.591 (10% overshoot) line for the 180° point yields 


—2.028 + j2.768 with K = 45.55. 
4 4 T T 
Ts = ST = = = 1.97 s; Tp = — = = 
s=TRe 208 7 S To = im] = 2.768 
rise-time chart and graph in Chapter 4. Since w, is the radial distance to the pole, 


@n = V2.028" + 2.768? = 3.431. Thus, T, = 0.53 s; since the system is Type 0, 


K 45.55 
Kp 46 “48 0.949. Thus, 








1.13 s; w,T, = 1.8346 from the 














1 


=——_ = 051. 
IFK, 


Cstep(0) 


. Searching the real axis to the left of —6 for the point whose gain is 45.55, we find 


—7.94. Comparing this value to the real part of the dominant pole, —2.028, we find 
that it is not five times further. The second-order approximation is not valid. 


8.7 


Find the closed-loop transfer function and put it the form that yields p; as the root 
locus variable. Thus, 


G(s) 100 100 524100 


~14+G(s) s?+ps +100 (s2+100) +p 14 _ PS _ 
s2 + 100 


T(s) 
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Hence, KG(s)H(s) = z = 100" The following shows the root locus. 


jo 
4 


s-plane X 10 


O_o 


X-j10 





8.8 


Following the rules for plotting the root locus of positive-feedback systems, we 
obtain the following root locus: 


jo 
4 
s-plane 


Apago PDF Enhancer 








Oo 





8.9 
K(s +1) 
24(K+2)s+K 





The closed-loop transfer function is T(s) = Differentiating the 


denominator with respect to K yields 











Os Os Os 
ase + (K4 2t (s+1)=(s+K+2)— + (s+1)=0 
as ds —(s+1) _K ods —K(s+1) 
Solving for — aK We Bet ae = (s+K+2) Thus, Ssk =~ OK s(s+K 42)" 
re eee _ -10(s +1) 
Substituting K = 20 yields S\.x = +D 





Now find the closed-loop poles when K = 20. From the denominator of T(s), 
$12 = —21.05, — 0.95, when K = 20. 
For the pole at —21.05, 


AK | 
K 


—10(—21.05 + 1) 


A — 6 
s = 8(S..x) = 21.05(—21.05 + 11) 





—12. os(- Joos = —0.9975. 
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For the pole at —0.95, 


AK 


As = s(Sex) OX = oss( —10(—0.95 + 1) 


—0.95(—0.95 + 11) 





0.05 = —0.0025. 
K ) 


CHAPTER 9 


9.1 


a. Searching along the 15% overshoot line, we find the point on the root locus at 
—3.5 + j5.8 at a gain of K = 45.84. Thus, for the uncompensated system, 
K, = lim sG(s) = K/7 = 45.84/7 = 6.55. 

so 
Hence, Crimi uncompensated OO) = 1/K, = 0.1527. 

b. Compensator zero should be 20x further to the left than the compensator pole. 

(s + 0.2) 

(s +0.01) 

. Insert compensator and search along the 15% overshoot line and find the root 

locus at —3.4 + j5.63 with a gain, K = 44.64. Thus, for the compensated system, 
44.64(0.2 1 
K, = aT = 127.5 and Cramp compenstied (OO) = K. = 0.0078. 
d. €ramp_uncompensated _ 0.1527 — 19.58 
€ramp_compensated 0.0078 


9.2 


a. Searching along the 15% overshoot line, we find the point on the root locus at 
—3.5 + j5.8 at a gain of K = 45.84. Thus, for the uncompensated system, 
Apago PDF Enhancer 
Ts 1.143 s 


Arbitrarily select G,(s) = 


ie) 





"= TRq = 35 


b. The real part of the design point must be three times larger than the un- 
compensated pole’s real part. Thus the design point is 3(—3.5)+ /3(5.8) = 
—10.5+ j 17.4. The angular contribution of the plant’s poles and compensator 
zero at the design point is 130.8°. Thus, the compensator pole must contribute 
180° — 130.8° = 49.2°. Using the following diagram, 


jo 


Pe -10.5 





we find = tan 49.2°, from which, p, = 25.52. Adding this pole, we find 


P. — 10.5 
the gain at the design point to be K = 476.3. A higher-order closed-loop pole is 
found to be at —11.54. This pole may not be close enough to the closed-loop zero 
at —10. Thus, we should simulate the system to be sure the design requirements 
have been met. 
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9.3 


a. Searching along the 20% overshoot line, we find the point on the root locus at 
—3.5 + 6.83 at a gain of K = 58.9. Thus, for the uncompensated system, 


4 4 
(Se =1.143s. 
[Re] 35 


b. For the uncompensated system, K, = lim sG(s) = K/7 = 58.9/7 = 8.41. Hence, 
so 


Crimp uncompensated OS) = 1/K, = 0.1189. 

c. In order to decrease the settling time by a factor of 2, the design point is twice the 
uncompensated value, or —7 + j 13.66. Adding the angles from the plant’s poles 
and the compensator’s zero at —3 to the design point, we obtain —100.8°. Thus, 
the compensator pole must contribute 180° — 100.8° = 79.2°. Using the following 
diagram, 


jo 








713.66 


s-plane 
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we find 





° = tan79.2°, from which, pe = 9.61. Adding this pole, we find the 


oS 


gain at the design point to be K = 204.9. 
Evaluating K, for the lead-compensated system: 


K, = lim sG(s) Grea = K(3)/[(7)(9.61)] = (204.9)(3)/[(7)(9-61)] = 9.138. 


K, for the uncompensated system was 8.41. For a 10x improvement in steady-state 
error, K, must be (8.41)(10) = 84.1. Since lead compensation gave us K, = 9.138, 
we need an improvement of 84.1/9.138 = 9.2. Thus, the lag compensator zero 
should be 9.2x further to the left than the compensator pole. Arbitrarily select 
(s + 0.092) 
Gels) = e201): 
Using all plant and compensator poles, we find the gain at the design point to 
be K = 205.4. Summarizing the forward path with plant, compensator, and gain 
yields 


_ 205.4(s + 3)(s + 0.092) 


G.(s) = s(s + 7)(9.61)(s + 0.01) ` 





Higher-order poles are found at —0.928 and —2.6. It would be advisable to simulate 
the system to see if there is indeed pole-zero cancellation. 
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9.4 


The configuration for the system is shown in the figure below. 














R(s) + X} K $ Q 1 C(s) 
s(s+ 7)(s +10) 

















oe 

















Minor-Loop Design: 


K 
For the minor loop, G(s)H(s) = Cerner Using the following diagram, we 


find that the minor-loop root locus intersects the 0.7 damping ratio line at 
—8.5 + j 8.67. The imaginary part was found as follows: 6 = cos '¢ = 45.57°. Hence, 


= = tan45.57°, from which Im = 8.67. 


jo 











The gain, Ky, is found from the vector lengths as 





Ky = V1.5 + 86P-V15" + 8.67 = 77.42 


Major-Loop Design: 
Using the closed-loop poles of the minor loop, we have an equivalent forward-path 
transfer function of 


K 7 K 


Gels) = FESTENE ES RON FFAA 





Using the three poles of G.(s) as open-loop poles to plot a root locus, we search 
along ¢ = 0.5 and find that the root locus intersects this damping ratio line at —4.34 + 
j7.51 at a gain, K = 626.3. 
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9.5 


a. An active PID controller must be used. We use the circuit shown in the following 
figure: 
Z,(s) 


WW 


=— h(s) 








V\(s) 


g 
AVAVA V,(s) 
E Lis 
L (s) a(s) A 




















where the impedances are shown below as follows: 
Ci 
[é R G 

G R T AAAA z 


Z(s) Z(s) 














Matching the given transfer function with the transfer function of the PID 
controller yields 








2 
oe aal _s Fos FOP asp 51422 
Apago PDF Enhancer , 
_ R2 Cı RC 
= (z + =) + RoCys + P 
Equating coefficients 
1 
RC =1 (2) 
R Cı 
—+4+—]=51 3 
Gs + > A 


In Eq. (2) we arbitrarily let C1 = 1075. Thus, Rz = 10°. Using these values along with 

Eqs. (1) and (3) we find Cz = 1004F and Rı = 20 KQ. 

b. The lag-lead compensator can be implemented with the following passive net- 
work, since the ratio of the lead pole-to-zero is the inverse of the ratio of the lag 
pole-to-zero: 
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Matching the given transfer function with the transfer function of the passive lag-lead 
compensator yields 

s+2)  (s+0.1)(s+2) 
s 


+20) s? +20.01s + 0.2 


1 1 
(s = RG) (s £ zz) 
s2 + fi 1 +4 1 s- 
RCG RoC, RGO) RRGC 

















Equating coefficients 








KC =0.1 (1) 
1 
RCG a (2) 
ae + z z ZT) Ea (3) 
Substituting Eqs. (1) and (2) in Eq. (3) yields 
= = 17.91 (4) 


Arbitrarily letting C; = 100 uF in Eq. (1) yields R, = 100 kQ. 
Substituting Cı = 100 uF into Eq. (4) yields R? = 558 kQ. 
Substituting Rz = 558 kQ into Eq. (2) yields Cz = 900 uF. 
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10.1 


1 . 1 
(4+2)(8+4)’ ls (8 + w) + jów 


M(o) = y (8 - &) + (60) 


G(s) = 








For œ < V8, ¢(w) = —tan7! (; 2 


ees 


For w < V8, ¢(@) = — (« + tan“! f £] i 
b. 





Bode Diagrams 











Phase (deg); Magnitude (dB) 














107! 10° 10! 10? 
Frequency (rad/sec) 
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C. 


10.2 


Imaginary Axis 


0.08} -:----------- EEES lippi ADRES TEE T 





A b= tow E tteer ssa e eee {Aten Sete ee 


Nyquist Diagrams 











Real Axis 
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20 log M 







































































































































































































































































Asymptotic 
= 
m| -20 dB/dec 
-40 Hi 40 dB/dec 
l 
a yaa -20 dB/dec 
ie: 

—80 —40 dB/dec 
100 
120 

0.1 1 10 100 1000 

Frequency (rad/s) 
—45°/dec 

g -50 -90°/dec 

3 -45°/dec 

2 100 —90°/dec 

2 -45°%dec| ||| Arua! 

po a H H —45°/dec 

Asymptotic PSE 
-200 
0.1 1 10 100 1000 


Frequency (rad/s) 
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10.3 
The frequency response is 1/8 at an angle of zero degrees at w = 0. Each pole rotates 
90° in going from w = 0 to w= oo. Thus, the resultant rotates —180° while its 
magnitude goes to zero. The result is shown below. 

Im 


A 








10.4 


a. The frequency response is 1/48 at an angle of zero degrees at w = 0. Each pole 
rotates 90° in going from w = 0 to w = oo. Thus, the resultant rotates —270° while 


its magnitude goes to zero. ThA Bags PDE" Enhancer 
Im 














Re 
b. Substituting jæ into G(s) = : E : and 
: EIS “(st 2)(s+4(s+6) + 12s? + 44s + 48 
$ yan : . (48 — 120”) — j(44@ = w) . . 
simplifying, we obtain G(jw) = . The Nyquist diagram 





w® + 56wt + 784w? + 2304 
crosses the real axis when the imaginary part of G(jw) is zero. Thus, the Nyquist 


diagram crosses the real axis at œ? = 44, or wœ = v44 = 6.63 rad/s. At this fre- 


1 
quency G(jw) = — 780 Thus, the system is stable for K < 480. 
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10.5 
If K = 100, the Nyquist diagram will intersect the real axis at —100/480. Thus, 


480 
Gu = 20 log 700 = 13.62 dB. From Skill-Assessment Exercise Solution 10.4, the 
180° frequency is 6.63 rad/s. 
10.6 








20 log M 
| 
R 
© 
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bb 

3 -150 

2 

s -200 

£ WI 
-250 I 
-300 








10 100 1000 


Frequency (rad/s) 


b. The phase angle is 180° at a frequency of 36.74 rad/s. At this frequency the gain is 
—99.67 dB. Therefore, 20 logK = 99.67, or K = 96,270. We conclude that the 
system is stable for K < 96,270. 

c. For K = 10, 000, the magnitude plot is moved up 20log10, 000 = 80 dB. Therefore, 
the gain margin is 99.67 — 80 = 19.67 dB. The 180° frequency is 36.7 rad/s. The 
gain curve crosses 0 dB at w = 7.74 rad/s, where the phase is 87.1°. We calculate 
the phase margin to be 180° — 87.1° = 92.9°. 


10.7 
—In(% /100) 
4/ 72 + In?(%100) 


shoot. Using T, = 2, wgw = = (1 — 2¢7) + v4 — 4¢? +2 = 5.79 rad/s. 


Using ¢ = , we find ¢ = 0.456, which corresponds to 20% over- 
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10.8 


160 (6750000 — 101250") + j1350(w — 1350) 


27 8 + 2925+ + 1072500? + 25000000 
For a range of values for w, superimpose G(jw) on the a. M and N circles, and on the 
b. Nichols chart. 





For both parts find that G(jw) = 
























































a. 
Im 
4 
3 È 
G-plane 
@ = 20° 
2 M=13 i A 
M=1.0 25 
a 
| Naor M=0.7 
ae 
1 
7 0.6 
0.5 
A 
| | > Re 
m 
-1 
-50° 
440° 
Z30° 
L95° 
2 2 
pa F/Enhancer 
e] p= 
4 3 -2 =f 1 2 
b. 
Nichols Charts 





-100 i 


Open-Loop Gain (dB) 


-150 E: 








-350 30 a0 0o o SSCS 240:8 


Open-Loop Phase (deg) 
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Plotting the closed-loop frequency response from a. or b. yields the following plot: 
0 








-20 [= 








—40 





20 log M 
ji 
on 
(æ) 
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APA, RDF „Enhancer, following figure: 


Bode Diagrams 











Phase (deg); Magnitude (dB) 
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Frequency (rad/sec) 
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The open-loop frequency response is —7 at w = 14.5 rad/s. Thus, the estimated 
bandwidth is wwg = 14.5rad/s. The open-loop frequency response plot goes 
through zero dB at a frequency of 9.4 rad/s, where the phase is 151.98". 
Hence, the phase margin is 180° — 151.98° = 28.02°. This phase margin corre- 
sponds to 


¢=0.25. Therefore, %OS = e- (s"/v re) y 100 = 44.4% 














=f 22) + 4 42 42 = 1.645 and 
wBwt 
IE 
Ts 1-227) + VAI -4P +2 = 0.335 
P wgwvy1-— g ví ) 


10.10 
The initial slope is 40 dB/dec. Therefore, the system is Type 2. The initial slope 
intersects 0 dB at w = 9.5 rad/s. Thus, Ka = 9.5? = 90.25 and Ky = Ky = w. 


10.11 


10 10 
a. Without delay, G(jw) = —~ = ~, from which the zero dB fre- 
jojo+1) @(—ø +j) 


quency is found as follows: M -Apago. RDE: renbhangen, or 
WV wW 


after squaring both sides and rearranging, w* + w* — 100 = 0. Solving for the 
roots, œ = —10.51, 9.51. Taking the square root of the positive root, we find the 
0 dB frequency to be 3.08 rad/s. At this frequency, the phase angle, ¢= 
—/(—ow + j) = —/(—3.08 + j) = —162°. Therefore the phase margin is 180° 
—162° = 18°. 

b. With a delay of 0.1 s, 





$ = —L(—w + j) — oT = —/(-3.08 + j) — (3.08)(0.1)(180/pi) 
= —162 — 17.65 = —179.65° 





Therefore the phase margin is 180° — 179.65° = 0.35°. Thus, the system is table. 
. With a delay of 3 s, 


ie) 


$ = —L(—o + j) — oT = —/(—3.08 + j) — (3.08)(3)(180/pi) = —162° — 529.41° 
= — 691.41° = 28.59 deg. 





Therefore the phase margin is 28.59 — 180 = —151.41 deg. Thus, the system is 
unstable. 


10.12 


Drawing judicially selected slopes on the magnitude and phase plot as shown below 
yields a first estimate. 
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We see an initial slope on the magnitude plot of —20 dB/dec. We also see a final 
—20 dB/dec slope with a break frequency around 21 rad/s. Thus, an initial estimate is 


Gi (s) = 
rA 
requemcy response s 


Experimental Minus 1/s(s+21) 


90 


. Subtracting G(s) from the original frequency response yields the 
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Drawing judicially selected slopes on the magnitude and phase plot as shown 
yields a final estimate. We see first-order zero behavior on the magnitude and 
phase plots with a break frequency of about 5.7 rad/s and a dc gain of about 
44 dB = 20log(5.7K), or K = 27.8. Thus, we estimate G(s) = 27.8(s + 7). Thus, 


G(s) = Gi(s)Ga(s) = nie It is interesting to note that the original problem 
s(s 
30(s + 5) 
was developed from G(s) = s(s +20) 
CHAPTER 11 


11.1 
The Bode plot for K = 1 is shown below. 


Bode Diagrams 
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phase margin of 48.10, which is obtained when the phase angle = —1800 + 48.10 
= 131.9°. This phase angle occurs at wœ = 27.6 rad/s. The magnitude at this frequency 


A 20% overshoot requires ¢ = = 0.456. This damping ratio implies a 





1 
is 5.15 x 10~°. Since the magnitude must be unity K = — z = 194, 200. 
5.15 x 10 


11.2 


To meet the steady-state error requirement, K = 1,942,000. The Bode plot for this 
gain is shown below. 
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Bode Diagrams 
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A 20% overshoot requires ¢ = = 0.456. This damping ratio 
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implies a phase margin of 48.1°. Adding 10° to compensate for the phase angle 
contribution of the lag, we use 58.1°. Thus, we look for a phase angle of 
—180° + 58.1° = —129.9°. The frequency at which this phase occurs is 20.4 rad/s. 
At this frequency the magnitude plot must go through zero dB. Presently, the 
magnitude plot is 23.2 dB. Therefore draw the high frequency asymptote of the lag 
compensator at —23.2 dB. Insert a break at 0.1(20.4) = 2.04 rad/s. At this frequency, 
draw —23.2 dB/dec slope until it intersects 0 dB. The frequency of intersection 
will be the low frequency break or 0.141 rad/s. Hence the compensator is 











_ py (s +2.04) D ; . 
G(s) = Ke (s+ 0.141)’ where the gain is chosen to yield 0 dB at low frequencies, 
or K. = 0.141/2.04 = 0.0691. In summary, 
B (s + 2.04) B 1,942,000 
D Ta (s + 0.141) ei = s(s + 50) (s + 120) 
11.3 
% 

—log T00 

A 20% overshoot requires ¢ = = 0.456. The required bandwidth 
% 
2 2 
m + log (=) 





is then calculated as wgw = = va — 207) + V4e4 — 4¢? + 2 = 57.9 rad/s. In order 
Ss 


K 
to meet the steady-state error requirement of K, = 50 = (50)(120) we calculate 


K = 300,000. The uncompensated Bode plot for this gain is shown below. 


Chapter 11 Solutions to Skill-Assessment Exercises 


Bode Plot for K = 300000 
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The uncompensated system’s phase margin measurement is taken where the 


magnitude plot crosses 0 dB. We Ape en gni 1 dB, 
the phase angle is —144.8°. Therefore tite Ae 4) Me system Chelate is 
—180° + 144.8° = 35.2°. The required phase margin based on the required damping 
2¢ 
J 274+ /1+ 44 
required phase margin is 58.1°. Hence, the compensator must contribute 
o o A i . 11-6 1 — sing 
Pmax = 58.1° — 35.2° = 22.9. Using max = sin ‘Tae p= adage = 0.44. 


1 
The compensator’s peak magnitude is calculated as Mmax = —= = 1.51. Now find 


ratio is By = tan”! 





= 48.1°. Adding a 10° correction factor, the 





the frequency at which the uncompensated system has a magnitude 1/Mmax, or 
—3.58 dB. From the Bode plot, this magnitude occurs at @max = 50 rad/s. The 


. 1 1 
compensator’s zero is at Ze = T Wmax = TB Therefore, ze = 33.2. 
The compensator’s pole is at P. = BT == 75.4. The compensator gain is 


chosen to yield unity gain at dc. 
+ 33.2 
Hence, K. = 75.4/33.2 = 2.27. Summarizing, G,(s) = 2.27 . ) 


(s +75.4) 
300,000 
EEEE 


and 
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% 
—log (=) 
= 0.591. The required bandwidth 
7 + log’ a 
100 


1 
is then calculated as wgw = va 207) + 44 — 4¢2 +2 = 7.53 rad/s. 
T,J1-@ 


11.4 





A 10% overshoot requires ¢ = 











K 


(8)(30)’ 


calculate K = 2400. The uncompensated Bode plot for this gain is shown below. 


In order to meet the steady-state error requirement of K, = 10 = we 


Bode Diagrams 
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Let us select a new phase-margin frequency at 0.8wgw = 6.02 rad/s. The 


required phase margin based on the required damping ratio is ®y = tan! 
26 


y —2¿ + y 1+4 
margin is 63.6°. At 6.02 rad/s, the new phase-margin frequency, the phase angle 
is-which represents a phase margin of 180° — 138.3° = 41.7°. Thus, the lead com- 
pensator must contribute max = 63.6° — 41.7° = 21.9°. 


11-8 je eae 

1+6° 1+sinbmax 
We now design the lag compensator by first choosing its higher break frequency one 
decade below the new phase-margin frequency, that is, Zg = 0.602 rad/s. The lag 
compensator’s pole is Pigg = BZiag = 0.275. Finally, the lag compensator’s gain is 
Kug = B = 0.456. 








= 58.6°. Adding a 5° correction factor, the required phase 





Using ¢max = SiN” = 0.456. 
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Now we design the lead compensator. The lead zero is the product of the new 

















phase margin frequency and y$, or Ziead = 0.8@gw VP = 4.07. Also, Pjead = a 
1 
= 8.93. Finally, Kiead = 2 = 2.19. Summarizing, 
(s + 0.602) (s + 4.07) 
Gug = (8) = 0.456 ———_~ ; Gyeaa (s) = 2.19. : dk = 2400. 
lag = (8) (s+ 0.275) | leaals) (s+8.93)) 
CHAPTER 12 
12.1 
We first find the desired characteristic equation. A 5% overshoot requires 
% 
¿= a (is) = 0.69. Also, œn =——=——~ = 14.47 rad/s. Thus, the char 
: % > Wn Ta z = C2 
m + log 100 


acteristic equation is s? + 2¢a,8 + œ} = s? + 19.97s + 209.4. Adding a pole at —10 to 
cancel the zero at —10 yields the desired characteristic equation, 
(s? + 19.975 + 209.4) (s +10) = s + 29.975? + 409.1s + 2094. The compensated sys- 
tem matrix in phase-variable form is 


0 1 0 
A -BK = 0 0 1 . The characteristic equation for this 
-(k) -36+k) Apage PDF Enhancer 
system is |sI— (A — BK)| = s? + (15 + k3)s? + (36 + k2)s + (kı). Equating coeffi- 
cients of this equation with the coefficients of the desired characteristic equation 
yields the gains as 


K=[k; kə k3]=([2094 373.1 14.97]. 


12.2 
2 1 1 

The controllability matrix is Cm =|B AB A’B]=|1 4 —9]. Since 
1 -1 16 


[Cm] = 80, Cm is full rank, that is, rank 3. We conclude that the system is controllable. 


12.3 

First check controllability. The controllability matrix is Cm: = |B AB A7’B] = 
0 0 1 
0 1 —17 |.Since |Cy,| = —1, Cy, is full rank, that is, rank 3. We conclude that 
1 -9 81 


the system is controllable. We now find the desired characteristic equation. A 20% 
% 








>We (=) 4 
overshoot requires ¢ = = 0.456. Also, w, = IT = 4.386 rad/s. 


x2 + log” ae : 
8 (T0 
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Thus, the characteristic equation is $? + 2¢@,s + œZ = s? + 4s + 19.24. Adding a pole 
at —6 to cancel the zero at —6 yields the resulting desired characteristic equation, 


(s? + 4s + 19.24)(s +6) = s? + 10s? + 43.245 + 115.45. 








. s+6 s+6 f 
Since G(s) = Gs aL 7 ' TET) = 34 ds 41919 4508 we can write the phase- 
0 1 0 0 
variable representation as Ap= 0 0 1 |; Bp=]0|;C = 
—504 —191 —24 1 
[6 1 0]. The compensated system matrix in phase-variable form is Ap — BpKp = 
0 1 0 
0 0 1 . The characteristic equation for this 


—(504 + kı) —(191 + k2) —(24 + k3) 
system is |sI — (Ap — BpKp)| = s° + (24 + k3)s? + (191 + k2)s + (504 + kı). Equat- 
ing coefficients of this equation with the coefficients of the desired characteristic 
equation yields the gains as Ky = [kų k2 k3] =[—388.55 —147.76 —14]. We 
now develop the transformation matrix to transform back to the z-system. 


0 0 1 
Cm =|B; A.B. AB |=|0 1 -17| and 
1 -9 81 
0 0 1 
Apago PDF Enhancer 
Cup = |B, A Bp ASB = |0 1 -24 
1 —24 385 
Therefore, 
0 0 1 191 24 1 1 0 0 
P = Cm: Ce = 0 1 -17 24 1 0ļ|=/7 1 Q0 
1 -9 81 1 0 0 56 15 1 
1 0 0 
Hence, K; = K P~! = [ -388.55 —147.76 -14]]-7 1 0 
49 -15 1 
= {—40.23 62.24 —14]. 
12.4 
~(24+h) 1 0 
For the given system e; = (A — LC)ex = | —(191 +h) 0 1] ex. The characteristic 





—(504+4) 0 0 
polynomial is given by |[sI—(A—LC)]| = sè + (24+h)s* + (191+h)s + 
(504 + l3). Now we find the desired characteristic equation. The dominant poles 
from Skill-Assessment Exercise 12.3 come from (s? + 4s + 19.24). Factoring yields 
(—2 + j3.9) and (—2 — 3.9). Increasing these poles by a factor of 10 and adding a 
third pole 10 times the real part of the dominant second-order poles yields the 
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desired characteristic polynomial, (s + 20 + j39)(s + 20 — j39)(s + 200) = s? + 240s? 
+ 9921s + 384200. Equating coefficients of the desired characteristic equation to the 


216 
system’s characteristic equation yields L= | 9730 
383696 
12.5 
C 4 6 8 
The observability matrix is Om = | CA | = |—64 —80 —78], where 
CA’ 674 848 814 
25 28 32 
A? = | -7 —4 -11]. The matrix is of full rank, that is, rank 3, since 
77 95 94 
|Om| = —1576. Therefore the system is observable. 
12.6 


The system is represented in cascade form by the following state and output 
equations: 


—7 1 0 0 
L= 0 —8 1}z4+ |0|u 
0 0 —9 1 
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Cz 1 0 0 
The observability matrix is Omz = | C24; | = | -7 1 0j, 
C,AŽ 49 —15 1 
49 —15 1 ì 
where A? = | 0 64 —17 |. Since G(s) = 
á (s) (s + 7)(s + 8)(s + 9) 
0 0 81 
= L we can write the observable canonical form as 
8 + 24s? + 191s + 504’ 
—24 1 0 0 
x=|]-191 0 1]x+/O0l]u 
—504 0 0 1 
y=[1 0 O]x 
Cx 1 0 0 
The observability matrix for this form is Oms = | CxAx | = | —24 1 0f, 


C,A2 385 -24 1 
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where 
385 —24 
AŽ = | 4080 -191 0 
12096 504 
We next find the desired characteristic equation. A 10% overshoot requires 
% 
=e (za) 4 
es = 0.591. Also, œn = IT = 67.66 rad/s. Thus, the characteristic 


i m2 + log? (zm) : 


equation is s? + 2¢wns + œZ = s? + 80s + 4578.42. Adding a pole at —400, or 10 times 
the real part of the dominant second-order poles, yields the resulting desired character- 
istic equation, (s? + 80s + 4578.42) (s + 400) = s°+ 480s? + 36580s + 1.831x10°. For 
the system represented in observable canonical form ex = (Ax — LyCx) ex = 
—(24+h) 1 0 
—(191+h) 0 1ļex. The characteristic polynomial is given by 
—(504+15) 0 0 
|[sI— (Ax — LxCx)]| = 83 + (24 + h )s? + (191 + b)s + (504 + l). Equating coeffi- 
cients of the desired characteristic equation to the system’s characteristic equation 
456 


yields Ly = | 36,389 


NARA OBD ae pster-y ele RRreen the observer canonical and 


cascade forms. 





P=Oy,0Om=|-7 10 -24 10 
49 -15 1 385 -24 1 

1 0 0 1 00 

=| 7 1 O||-2%4 1 0 


56 15 1 385 —24 1 


1 0 0 
=|-17 1 0 
81 -9 1 
Finally, 
1 00 456 456 456 
L, = PL, = | -17 1 0 36,389 | = | 28,637 | ~| 28,640 


81 —9 1] | 1,830,496 1,539, 931 1,540, 000 
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12.7 
We first find the desired characteristic equation. A 10% overshoot requires 
loe( is ) 
C= a = 0.591 
n2 + log” 2 
8 \ 100 
T 
Also, @n = —————= = 1.948 rad/s. Thus, the characteristic equation is s?+ 
1 T, a) 2 / q 


2twnsS + w2 = s? +2.3s +3.79. Adding a pole at —4, which corresponds to the 
original system’s zero location, yields the resulting desired characteristic equation, 
(s* + 2.35 + 3.79) (s + 4) = $ + 6.35” + 13s + 15.16. 


wo [A] [228 MLE} Lome afa] 


XN -C 0 XN 1 XN 
where 
0 1 0 0 1 0 0 
a-ee=[ 3 l-hila &I=[ 4 -l-le a 
E 0 1 
E —(7+ kı) —(9 + k2) 
c=(4 1] 
Apago PDF Enhancer 
0 0 
e= [ile [k] 
Thus, 
A 0 1 0] fx i x 
x | = |-(7+k) -(9+k2) kel | x2 + [ilr 1 0]| x2 
XN —4 —1 0 XN XN 


Finding the characteristic equation of this system yields 








s 0 0 0 1 0 
(A—BK) BK, 
sI- i o =o s Of- |-0+k) -(9+k) ke 
00 s —4 —1 0 
sS —1 0 
=|](7+ki) s+(9+k2) —ke || = 8 + (9 +ko)s? + (7 + kı + ke)s +4ke 
4 1 sS 


Equating this polynomial to the desired characteristic equation, 
S? + 6.35? + 13s + 15.16 = 89 + (9 + k2)? + (7 + kı + ke)s + 4ke 


Solving for the k’s, 
K=[2.21 —2.7] and ke = 3.79. 
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CHAPTER 13 
13.1 
f(t) = sin(@kT); f(t) = X sin(wkT)8(t — kT); 
k=0 
oo oo elokT _ ei) e kTs 
F* = : kT —kTs _ ( 
(s) 3 sin(wkT)e 2 7j 
1< T(s—jo) =k T (sti) =k 
appa) =F] 
But, Sv x4 = l 
k=0 1- x! 
Thus, 
p E 1 1 1 _ 1 e Ps ejoT E e Ts ejeT 
(s) = 2j 1— eT (s—jo) 1— e- T(s+jo) a 2j Ta (e-TseioT Z e`TsejoT) + e-2Ts 
_ ots sin(wT) E z_‘sin(@T) 
1—e-T2cos(wT) + e-275| 1 — 2z~!cos(mT) + z~? 
13.2 


z(z+1)(z +2) 
(z — 0.5)(z — 0.7)(z — 0.9) 
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F(z) z(z+1)(z +2) 


z  (z—0.5)(z-0.7)(z — 0.9) 





F(z) = 











Z 1 Z 
5 114.757 zot 68.8757 Z053 








= 46.875 
Z 


Zz z Z 
05 UA 7 68.875 99" 








F(z) = 46.875 - 


f (kT) = 46.875(0.5)* — 114.75(0.7)* + 68.875(0.9)* 


13.3 


Since G(s) = (1 — e77") ss +4) 


G(z) = (-<):x{ 5} -54 -i a}: 


2 2 
Let G2(s) = ew Therefore, g,(t) = 2 — 2e—, or g,(kT) =2 — 2e-**". 


2z oc. 2z(1-e*) 
z=1 z—-e‘*? (z-1)(z-e-47) 








Hence, G2(z) = 
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ME 2(1 — e47) 
Th fi 3 G = G = —— L. 
erefore, G(z) z 2(z) (ge) 
1 1.264 
For T = 7” G(z) = Z03679 


13.4 


Add phantom samplers to the input, feedback after H(s), and to the output. Push 
G,(s)G,(s), along with its input sampler, to the right past the pickoff point and obtain 
the block diagram shown below. 





Cl v 
os t G,(s)Gy(s) Or 





y 














NT H(s)G;(s)G(s) Lel 











Gy, G2(z) 
Hence, T(2) = TIHC C] 


13.5 

20 20 4 4 

Let G(s) = ons Let G)(s) = ob) = G5 re, Taking the inverse 
Laplace transform and letting t = kT, g,(kT) = 4 — 4e~>*". Taking the z-transform 








ie Az 4z —— 4z(1-e°7) 
yields G2(z) = z= ze!  Apago-PDF Enhancer 
-zt ater] 





Now, G(z) = G2(z) = 
Ge) Alee") 


IFG) z—Se37 44 
The pole of the closed-loop system is at 5e~°* — 4. Substituting values of T, we find 
that the pole is greater than 1 if T > 0.1022s. Hence, the system is stable for 


0 < T <0.1022s. 
13.6 





Finally, T(z) 


-5T 


1 
> j into D(z) = z — z? — 0.5z +0.3, we obtain D(s) = s? — 8s? 


—27s — 6. The Routh table for this polynomial is shown below. 


Substituting z = 





s? 1 —27 
s? —8 —6 
s! —27.75 0 
s? —6 0 





Since there is one sign change, we conclude that the system has one pole outside the 
unit circle and two poles inside the unit circle. The table did not produce a row of 
zeros and thus, there are no jw poles. The system is unstable because of the pole 
outside the unit circle. 
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13.7 
Defining G(s) as G(s) in cascade with a zero-order-hold, 
3/20 P 1/4 2/5 
s (s+4) (s+5) 








_ —Ts ( — —Ts 
G(s) = 20(1-e eres | = 2001 ; | 
Taking the z-transform yields 


oo -zoq -r [OM UA: 9) osp en, 








1 
Hence for T = 0.1 second, K, = lim G(z) = 3, and K, = 7m (z — 1)G(z) = 0, and 
Z— Z—7 


1 
Ka = 7am (z — 1) G(z) = 0. Checking for stability, we find that the system is 
Z= 


= G(z) _—— 1.5z— 1.109 
= 1+ G(z) z+ 0.222z — 0.703 
inside the unit circle at —0.957 and + 0.735. Again, checking for stability, we find that 


the system is unstable for T=0.5 second, since me Lo 


1+ G(z) 
3.02z — 0.6383 
P42 sO 0.6273 has poles inside and outside the unit circle at +0.208 and 


—3.01, respectively. 
13.8 


Draw the root locus superimposed over the ¢ = 0.5 curve shown below. Searching 


along: ago: PDEiteH nda nclecss and the ¢ = 0.5 curve, we find the 
point 0.58754.3° = (0.348 + j 0.468) and K = 0.31. 





stable for T = 0.1 second, since T(z) has poles 





z-Plane Root Locus 








Y£(0.348 + j0.468) 4 
"e K=031 


o 
} 
x 


Imag Axis 











-3 -2.5 -2 -1.5 -1 -0.5 0 0.5 1 15 2: 
Real Axis 


100K 2.38(s + 25.3) 342720(s + 25.3) 


~ s(s+36)(s +100) (s+60.2)  s(s +36)(s + 100)(s + 60.2) ` 





G(s) = G(s)Ge(s) 
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The following shows the frequency response of G,(jaw). 


Bode Diagrams 
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-150 
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We find that the zero dB frequency, wy, for Ge(jw) is 39 rad/s. Using Astrom’s 
guideline the value of T should be in the range, 0.15/w,, = 0.0038 second to 
0.5/@@,, = 0.0128 second. Let us use T = 0.001 second. Now find the Tustin 


; PANE 2(z—-1) . 
transformation for the compensator. Substituting 2) into G,(s) = 


T(z — 1) 
2.38 25.3 
e o with T = 0.001 second yields 





(s + 60.2) 
(z — 0.975) 
e(z) = 2.34 ——_____ 
Cae) (z — 0.9416) 
13.10 
2 — 
Ge(2) X(z) = cs ee Ss cea Cross-multiply and obtain (z? — 1.908z + 


= Elz) 2 — 1.908z + 0.9075 

0.9075X (z) = (1899z* — 3761z + 1861)E(z). Solve for the highest power of z 
operating on the output, X(z), and obtain z*X(z) = (1899z? — 3761z + 1861) 
E(z) — (—1.908z + 0.9075) X(z). Solving for X(z) on the left-hand side yields 


1 192 103 
Apagð. PDF Enhancer 
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X(z) = (1899 — 376127! + 186177?) E(z)— (—1.908z~! + 0.9075z~?) X(z). Finally, 
we implement this last equation with the following flow chart: 


































































































20 1899 zo 
Delay Delay 
0.1 second 0.1 second 

m + 
e*(t-0.1) R 3761 -(<)- 1.9.08 x*(t-0.1) 
+ + - 

Y 4 A Y 
Delay Delay 
0.1 second 0.1 second 
op. x*(t-0.2) 

EoD |) dg 0.9075 
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